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Smith, R. W. 77 
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Stoller, Kenneth S. 133 
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Taft, Peter R. 198 

Talcott, Fred W. 73 
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Veysey, Victor V. 497 
Wilderotter, James A. 352 
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Woodcock, Leonard 46 
Wright, James C. 545 
Zarb, Frank 69 
Zener, Robert V, 9, 42, 66 
Zierold, John 396 
Zinninger, Thomas C. 356 
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ADVISORY COMMITTEES 


Citizens’ Committee on Environmental Quali- 
ty, paper conservation and recycling sym- 
posium sponsored, actions to improve 
market for recycled paper outlined, 
Skinner, other speakers 79 

Environmental carcinogens, new committee 
established to assist National Institutes of 
Health on identification and evaluation of 
chemicals 77 

Environmental Health Committee, EPA, en- 
vironmental carcinogens, EPA proposes 
five-year program to identify contribution 
to total incidence of cancer, pilot program 
to be supported by research labs outlined, 
Barth, other comments 8 


Environmental Pollutant Movement and 
Transformation Committee, first meeting 
held 19 ; 

Federal Energy Admn. Environmental Com- 
mittee, energy outlook through 1985 pro- 
jected, annual growth demand could be 
reduced by one-half through conservation, 
establishment of regional geological review 
committees to examine utility siting 
recommended 236 


National Air Quality Criteria Committee, 
EPA to continue reevaluation of existing 
air criteria after committee’s termination, 
work on six criteria documents to continue, 
Train 12; documents underlying federal 
ambient air standards, committee 
recommends review and revision to reflect 
current scientific knowledge, specific 
changes recommended 127; EPA taking 
steps to revise documents, staff directed to 
develop timetable for updating, Strelow and 
Talley comments, recommendations of 
committee issued, text 464, 486 


Pesticides, Administrator’s Policy Com- 
mittee, revision of EPA draft strategy 
document described, issues for revision 
identified, Talcott, other speakers 73 


Science Advisory Board, EPA, ad hoc com- 
mittee reviews draft report on 
nitrosamines in atmosphere, EPA seen 
devoting inadequate resources to deter- 
mining concentrations in water and soil, 
Alexander 69 


AGRICULTURE 
See also PESTICIDES 


Aquatic weed control with bioligical agents 
and chemicals, Agricultural Research 
Service study planned, Fla. Natural Re- 
sources Dept. to provide funds under 
cooperative agreements 51 


Dept. of Agriculture 

—Appropriations, see LEGISLATION, FED- 
ERAL, HR 14237 

—Chemical residue violations in meat and 
poultry reported for first quarter of 
1976 3.2: 209 

—Chlorinated water seen controlling bacterial 
growth that clogs lines and outlets of 
irrigation systems, Agricultural Re- 
search Service study reported, Davis 478 

—Farmers Home Admn. community services 
programs, guidelines for preparing impact 
statements adopted, 209 

—Mirex, use in controlling fire ants, four 
states begin = in cooperation with 
ss and Plant Health Inspection Serv- 
ice 


Fertilizer manufacturing, see EFFLUENT 
LIMITATION GUIDELINES 
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AGRICULTURE—Contd. 


Phosphate fertilizer industry / 

—Energy conservation, increasing pollution 
control demands seen hampering efforts, 
Fertilizer Institute 239 

—Fluoride emissions control, deraft guide- 
line document available for public inspec- 
tion and comment, EPA 51 

Water pollution from agricultural activities, 
point sources to be subject to general per- 
mit program, final discharge regulations 
issued, EPA 467 


AIR 


See following heads: 

—AIR POLLUTION (In General) 
—AIR QUALITY STANDARDS 
—PARTICULATE MATTER 
—SULFUR AND SULFUR OXIDES 


AIR POLLUTION (in Geneal) 


See also AIR QUALITY STANDADS; NITRO- 
GEN AND NITROGEN OXIDES; PARTIC- 
ULATE MATTER; SULFUR AND SULFUR 
OXIDES 

Air Pollution Control Assn., see CONFER- 
ENCES AND MEETINGS 

Allied Chemical Corp. coke oven facility, 
firm’s failure to meet Ky. pollution con- 
trol requirements, Justice Dept. files 
88-count criminal information 303 

Arkansas port and trucking firm’s transporta- 
tion of chemical fertilizer, owners charged 
with violating pollution code by stirring 
up dust and particles, Pollution Control 
and Ecology Dept. 469 

Atmospheric diffusion processes to be studied 
by NOAA, giant balloon to be launched as 
part of Project Da Vinci 143 

Automotive emissions, see MOTOR VEHI- 


CLES 
Benzene, increased research on health ef- 
fects and probable emission levels 


urged, National Research Council report 

506 

California 

—Notices of violations referred for legal 
action reported, Bay Area Control Dis- 
trict 469 

—Pollution emergencies, state authorities 
petition FPC to allow Southern Calif. 
counties to directly purchase intrastate 
natural gas for boiler fuel 551 

CF&I Steel Corp., Colo., alleged air viola- 
tions at oxygen furnace and coke plant, 
Justice Dept. files suit 447 

Concentrations of pollutants found decreased 
nationwide between 1970 and 1974 except 
for nitrogen oxides, progress under state 
air quality plans reported, EPA report 
364 


District of Columbia 

—Office building, environmental group’s suit 
charging that construction would prevent 
attainment and maintenance of ambient air 
standards, district court’s award of attor- 
ney’s fees to group reversed (CA DC) 200 

—Pollution emergencies, EPA requests fed- 
eral agency officials to submit contingency 
plans for curbing vehicle use, Train 130; 
EPA requests OMB to review federal policy 
of subsidized parking for government em- 
ployees in D.C. area, Train letter 470 

Fly ash emissions from power plant flue gas 
streams, Tennessee Valley Authority con- 
sidering financing research on advanced 
control method 510 

Fuel combustion products, protocols for 
determining toxicological effects of 
pollution, lack of knowledge and outlays 
seen hindering establishment, National 
Research Council report 394 

Georgia power plant’s compliance with emis- 
sions limitations, EPA proposes extension 
under energy-related authority rules, text 
360, 371 
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Hotel and casino construction, citizens’ suit 
seeks halt due to potential ambient air 
standards violations, Nevada agency 
charged with acting arbitrarily and 
capriciously in granting complex source 
permits 31 

Illinois waste management firm ordered to 
stop handling and storing two chemicals at 
landfill, odors seen as immediate danger 
to health, state EPA 447 

Iowa power plants prohibited from using 
petroleum products as primary energy 
source, compliance date extension pro- 
posed by EPA under energy-related au- 
thority rules, comments requested, text 
68, 82 

Kansas power plants prohibited from using 
petroleum products as primary energy 
source, compliance date extensions pro- 
posed by EPA under energy-related au- 
thority rules, comments requested, text 
68, 89; plant’s compliance with air pollu- 
tion requirements, EPA proposes exten- 
sion under energy-related authority rules, 
text 305, 307 

Maryland utility’s violation of state regula- 
tions, firm agrees to pay fine and make 
improvements at three generating plants, 
consent agreement 304 

Missouri power plants prohibited from using 
petroleum products as primary energy 
source, compliance date extensions pro- 
posed by EPA under energy-related au- 
thority rules, comments requested, text 
68, 96 


New York power plant’s compliance with air . 


pollution requirements, EPA issues revi- 
sion to proposed extension under energy- 
related authority rules, text 305, 310 

Nitrosamines, formation in ambient air con- 
firmed, substance may constitute health 
hazard, rational control strategy cannot 
be developed at present, EPA draft report 
36; report reviewed by ad hoc committee of 
EPA Science Advisory Board, EPA seen 
devoting inadequate resources to determin- 
ing concentrations in water and _ soil, 
Alexander 69 

North Carolina power plant’s compliance with 
emissions limitations, EPA proposes ex- 
tension under energy-related authority 
rules, text 360, 367 

Ozone depletion theory, validity defended 
by one of original proponents at NBS 
photochemistry conference, Molina, other 
comments 391 

Particulate and carbon monoxide emissions, 
steady decline from 1970 through 1974 
reported, EPA report on 1974 air quality 
and monitoring trends 66 

Pennsylvania: 

—County’s severe pollution episode, EPA re- 
port linking 14 deaths to emergency, Na- 
tional Clean Air Coalition seeks congres- 
sional investigation, Pomerance 8; U.S. 
Steel Corp. accuses EPA of telling ‘‘bla- 
tant’”’ lies about firm’s role during episode, 
Smith 77; two studies sponsored by U.S. 
Steel Corp. refute conclusions in EPA 
report, misleading and erroneous assump- 
tions cited 355 

—Uranium enrichment facility issued pollu- 
tion abatement order, installation of 
control equipment required, Environmental 
Resources Dept. 447 

Physical coal cleaning, three-year project 
to demonstrate effectiveness in meeting 
federal and state pollution laws to be con- 
ducted by EPA and two electric utilities 507 

Prevention and control of pollution, progress 
in 1975 outlined, over half of control 
regions found violating ambient particulate 
standard, enforcement activities reviewed, 
EPA annual report to Congress 64 

Reporting of daily air quality by state and 
local pollution control agencies, standard- 
ized pollution index proposed, federal 
interagency task force’s draft report 300 


Standard Oil Co. of Ohio’s proposed facilities 
to transport Alaskan oil through Calif., 
state Air Resources Board predicts con- 
struction will have severe air quality 
impact, analysis submitted to FEA, Quinn 
494 

Sulfates, see SULFUR AND SULFUR 
OXIDES 

Texas metals plant’s zinc oxide smoke emis- 
sions, firm fined for misdemeanor pollu- 
tion charges 470 

U.S. Steel Corp. coke plant’s violations of 
pollution control agreement, Pennsylvania 
agency, county, and EPA reach agreement 
with firm on interim standards and other 
areas 363 

Washington smelter’s arsenic emissions in 
violation of state air rules, firm agrees 
to pay penalties to Puget Sound Control 
Agency 142 


AIR QUALITY STANDARDS 


See also ADVISORY COMMITTEES; AIR 
POLLUTION (In General) 

Asbestos rules, Fla. wrecking firm fined 
$25,000 for violating EPA rules (DC La) 
543 

Asphalt concrete plants, EPA’s new source 
performance standards upheld, no viola- 
tion of Clean Air Act found (CA DC) 541 

California 

—Air pollution emergency plan, hearing 
scheduled to consider revision, Air Re- 
sources Board 363 

—Local pollution programs, legislation end- 
ing county supervisors’ control in four 
South Coast Air Basin counties signed by 
governor, new ten-member panel provided 
473 

—State delegated authority to enforce per- 
formance standards for new stationary 
sources and national emission standards 
for hazardous pollutants on behalf of 
two control districts, EPA 134; state 
delegated authority on behalf of four 
additional control districts 474 

Clean Air Act 

—See also LEGISLATION, FEDERAL, HR 
10498, S 3219 

—Air quality maintenance areas, petitions 
seeking to review designation of Indiana 
areas dismissed (CA 7) 61 

—Prevention and control of pollution, progress 
in 1975 outlined, EPA annual report to 
Congress under Sec. 313 of Act, enforce- 
ment activities reviewed, summary 64 

—Sec. 307 regulations, 30-day deadline within 
which review petitions must be filed begins 
from date of signing rather than publica- 
tion, petition to review new source per- 
formance standards for smelters dismissed 
(CA DC) 12; dismissal found caused by 
“clerical error,’’ petition reinstated on 
court docket 61 

Criteria of existing air quality, reevaluation 
to continue after advisory committee’s 
termination, work on six criteria docu- 
ments to continue, Train 12; documents 
underlying federal ambient standards, re- 
view and revision to reflect current 
scientific knowledge urged, specific 
changes recommended, National Air Quali- 
ty Criteria Advisory Committee 127; EPA 
taking steps to revise documents, staffs 
directed to develop timetable for updat- 
ing, Strelow and Talley comments, recom- 
mendations of advisory committee issued, 
text 464, 486 

Federal facilities ruled exempt from state 
pollution control permit programs, Clean 
Air Act does not mandate federal com- 
pliance (US SupCt) 221 

Ferroalloy arc furnaces, performance stand- 
ards limiting particulate matter and carbon 
monoxide emissions from new and modified 
furnaces adopted, EPA 18 
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AIR QUALITY STANDARDS—Contd. 


Fine particulates, long-range control strategy 
may require regulation of specific cate- 
gories rather than setting ambient stand- 
ard, EPA’s regulatory approach outlined, 
Padgett 441 

Florida standards, Environmental Regulation 
Dept. schedules series of hearings on 
various regulations 137 

Floride emissions from phosphate fertilizer 
plants, draft guideline document for con- 
trolling emissions available for public in- 
spection and comment, EPA 51 

Georgia delegated authority for new source 
review to prevent significant deterioration 
and to enforce performance standards for 
new stationary sources and national emis- 
sions standards for hazardous pollutants, 
EPA 361 

Illinois 

—Annual air quality report, primary standards 
for particulates and sulfur dioxide general- 
ly achieved, state EPA 142 

—Particulate emissions from air furnaces, 
hearing scheduled to consider standards, 
Pollution Control Board 137 

—Sulfur dioxide emissions, hearing to con- 
sider intermittent control systems sched- 
uled, Pollution Control Board 137 

Lead, EPA taking actions to establish am- 
bient standard, work begun on develop- 
ing criteria document, control techniques 
document, federal reference method, and 
data accumulation for preparing impact 
“statement, Steigerwald 12 

Maintenance areas, regulations specifying 
minimum requirements for planning and 
development adopted, EPA 18 

Massachusetts delegated authority to enforce 
performance standards for new stationary 
sources and national emission standards 
for hazardous pollutants, EPA 69 

Missouri regulations governing petroleum 
liquid storage, loading, and transfer, hear- 
ing scheduled to consider amendments, Air 
Conservation Comm. 363 

New Hampshire delegated authority to 
enforce performance standards for new 
stationary sources and national emission 
standards for hazardous pollutants, EPA 69 

Nitrogen oxides emissions from new or modi- 
fied lignite coal-fired steam generators, 
emissions limits proposed by EPA, draft 
source performance standards circulated 
for interagency review 444 

Nondegradation of air quality 

—See also LEGISLATION, FEDERAL, HR 
10498, S 3219 

—Electric energy cost increases would not 
be offset by corresponding air quality im- 
provements from proposed amendments 
(HR 10498, S 3129), General Electric 
Co. report 13; EPA staff critique charges 
study as “‘biased’’ and overestimating 
costs 140 

—EPA regulations pn eae in response 
to earlier court order, CA DC requested 
to reconsider decision affirming EPA 
authority to prevent significant deteriora- 
tion, oral arguments heard in consolidated 
cases 226 

—House provisions in proposed Clean Air 
Act amendments (HR 10498), Commerce 
Subcommittee staff paper outlines com- 
mon misconceptions and misunderstand- 
ings about provisions, Chamber of Com- 
merce rebuttal alleges document inac- 
curate and misleading 37 

—National Conference of State Legislatures 
opposes Moss (D-Utah) legislation to 
delete provisions pending evaluation, 
Fadeley letter 145 

—National Governors’ Conference adopts poli- 
cy positions on proposed amendments, Con- 
gress urged to quickly resolve issue and 
give states primary authority, summary of 
recommendations 439 


—New and existing source review, EPA policy 
detailed in guidance paper, states’ assist- 
ance sought 4; states generally not imple- 
menting required reviews despite approval 
of most procedures in implementation 
plans, Strelow memo 5; procedures for 
consolidating individual regulatory re- 
quirements for review of new stationary 
sources into one regional review program 
outlined, program responsibilities under 
proposal listed, EPA guidance paper 512 
Nonferrous smelter industry, EPA regula- 
tions seen providing greater flexibility 
for growth than proposed House or Senate. 
plans, impacts projected, Commerce Dept. 
report 203 

Oil consumption by utilities, increases 
projected if power plants are required 
to install scrubbers to meet proposed 


Clean Air Act amendments, Federal 
Energy Admn. estimates issued, EPA 
critique challenges conclusions 137; 


studies projecting constraint on coal devel- 
opment and increase in oil consumption 
criticized by EPA, questionable assump- 
tions cited, Ryan 237; environmental lob- 
bying group criticizes FEA study, incorrect 
interpretations and unrealistic predictions 
cited, Ayres 305 

—Senate Public Works Committee’s nonde- 
gradation proposals under attack, attempts 
to weaken or strengthen rules on Senate 
floor likely, committee members oppose 
amendments to delay rules pending study 
of effects, comments 5; FEA opposes pro- 
vision in Senate bill, amendments seen 
curbing energy development, Hill 10; pro- 
vision endorsed by Baker (R-Tenn), pro- 
posal to eliminate provision and require 
one-year study opposed 123; letter on 
amendments by Interior Sec. Kleppe in- 
terpreted as endorsement for EPA’s cur- 
rent regulations 128 

—Studies on impact of proposals, annotated 
bibliography compiled by Commerce Dept., 
common conclusions summarized 211 

Ohio open burning regulations amended to 
prohibit burning of ‘‘economic poisons” 
by agricultural operations, state EPA 142 


Oregon open burning regulations for Wil- 
lamette Valley amended, permit and other 
requirements summarized, Environmental 
Quality Dept. 445 

Particulates, scattered violations of public 
health standard recorded in New England 
during 1975, EPA Region I 516 

Smelters, petition to review EPA new 
source performance standards dismissed, 
30-day deadline within which petitions 
must be filed begins from date of signing 
rather than publication (CA DC) 12; dis- 
missal found caused by ‘‘clerical error,” 
petition reinstated on court docket 61 


State implementation plans 

—See also subhead: Transportation control 
plans; specific states 

—Air quality maintenance areas, regulations 
specifying minimum requirements for plan- 
ning and development adopted, EPA 18 

—Coal deliveries to power plants during 1975, 
nearly half found exceeding sulfur 
limitations set in plans, cost and quality of 
fuels summarized, FPC staff report 235 

—EPA not permitted to consider 
technological or economic feasibility when 
deciding on approval of plans (US SupCt) 
379; appeals court seed that EPA must 
consider economic feasibility of emission 
limits vacated 384 

—Federal facilities, appeals court judgment 
requiring compliance with all provisions of 
“tay vacated and remanded (US SupCt) 
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—New source review, states generally not im- 
plementing required reviews despite ap- 
proval of most procedures in plans, Strelow 
memo 5 
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—Pollutants regulated by federal ambient 
standards, 45 states directed by EPA to 
revise plans by adopting new or tougher 
rules for one or more pollutants, list of 
states, text 435, 455; EPA seeks revisions 
to 24 plans, portions determined to be 
‘“‘inadequate’’ to attain and maintain 
national primary and secondary ambient 
standards 474; revisions to eight plans re- 
quested by EPA, portions found inadequate 
to attain and maintain national standards 
500 

—Progress under plans outlined, average con- 
centrations of pollutants found decreased 
nationwide between 1970 and 1974, EPA 
report 364 

—Sulfur dioxide emissions, plan revisions 
relaxing limitations, EPA policy on ap- 
proval outlined, Train memo to regional ad- 
ministrators, text 386, 401 

—Technological and economic feasibility of 
plans, appeals court judgment vacated, 
court instructed to dismiss case as moot 
(US SupCt) 124 

—Variances issued by states, EPA adopts 
regulations reinstating original policy 19 

Stationary sources 

—Performance testing regulations, EPA 
amendments proposed to clarify and im- 
prove accuracy and reliability of reference 
methods, text 237, 247 

—Review of new sources, procedures for con- 
solidating individual regulatory re- 
quirements into one regional review 
program outlined, program responsibilities 
under proposal listed, EPA guidance paper 
512 


—Utah granted authority to enforce perfor- 
mance standards for new sources, EPA 305 

Steam electric power plants, new form 
drafted to provide detailed information on 
plans and costs for meeting air standards, 
Federal Power Comm. 52 

Sulfates, Sierra Club lawsuit seeks to force 
EPA to develop ambient standards, Train 
response to club’s request cites ‘‘data 
limitations’’ 62 

Supersonic aircraft, EPA plans to adopt emis- 
sion standards less stringent than limits 
originally proposed, draft regulatory 
package 207 

Texas nitrogen dioxide regulations governing 
emissions from gas fired steam generating 
units, amendment to exempt certain ex- 
isting units, approved, Air Control Board 
513 


Transportation control plans 

—See also specific states 

—Citizens’ right to sue for enforcement of 
plan limited, suits authorized only to extent 
that state or city is actual polluter in viola- 
tion of standards (DC NY) 539 

—EPA’s authority to impose controls, 
Supreme Court to determine scope of 
authority, review granted in four cases 199; 
Supreme Court decision holding 1974 
amendments to Fair Labor Standards Act 
unconstitutional may affect consideration 
of transportation control issue, power of 
Federal Government over states pursuant 
to Commerce Clause of U.S. Constitution 
sharply limited 399 

West Virginia regulations governing sulfur ox- 
ide emissions, hearing scheduled to con- 
sider proposed amendments, Air Pollution 
Control Commission 81, 364 


AIR TRANSPORT 


Airport noise control, ordinance limiting 
operations at airport owned and operated 
by municipality upheld, ordinance not 
preempted by federal regulation, 
preliminary injunction denied (DC Calif) 
542 


District of Columbia airports, ‘‘vastly ex- 
panded”’ use requires FAA to prepare im- 
pact statement (CA 4) 229 
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AIR TRANSPORT—Contd. 


Jet noise at airport, persons who successfully 
sued to obtain damages awarded attorneys’ 
fees and litigation costs (Calif SuperCt) 31 

Research and development, Government 
urged to establish program aimed at 
stimulating airplane sales and encouraging 
manufacturers to build environmentally 
acceptable aircraft, Train, House hearings 
136 

Supersonic aircraft 

—Emission standards, EPA plans to adopt 
rules less stringent than limits originally 
proposed, draft regulatory package 207 

—New York Port Authority’s decision to 
prohibit operation at Kennedy International 
Airport for six months, challenging suit 
filed by two foreign airlines, motion of in- 
dividuals, associations, and towns to in- 
tervene as defendants in action denied (DC 
NY) 464 

—Noise from takeoff and approach at Dulles 
International Airport reported, FAA 
figures released, McLucas 475 

—Transportation Secretary’s decision to per- 
mit operation for limited trial period up- 
held, request for stay denied by Chief 
Justice Burger (CA DC) 124 


ALABAMA 


Air quality implementation plan, revision 
dealing with particulate emissions limits 
for Portland cement plants approved, EPA 
44; EPA approves revision to relax original 
limit for sulfur dioxide emissions from sul- 
furic acid plants 208 


ALASKA 


Air quality implementation plan, EPA propos- 
ed approval of three compliance schedule 
variances and disapproval of two variances 
as revisions, text 237, 246 


APPOINTMENTS, PERSONNEL CHANGES 


Environmental Protection Agency 

—Kimball and Brune resign from automobile 
emissions certification division after in- 
vestigators charge two with failure to 
report potential conflict of interest 360 

—Zener resigns aS general counsel, Frick 
seen as likely successor 19 

New York Environmental Conservation Dept. 

—Reid resigns as Commissioner, Berle named 
by governor as replacement 21 


APPROPRIATIONS AND AUTHORIZATIONS 
See BUDGET, U.S. 


ARIZONA 


Rivers, regulations establishing nutrient stan- 
dards for certain river segments issued, 
EPA 359 


ARKANSAS 


Air quality implementation plan, portions 
found inadequate to attain and maintain 
national standards, revisions requested, 
EPA 500 

Fertilizer transportation by port and trucking 
firm, owners charged with violating air 
pollution codes by stirring up dust and par- 
ticles, Pollution Control and Ecology Dept. 


469 

Oil firm’s discharge of salt water onto ground 
in violation of water pollution control laws, 
fine and court costs assessed, Pollution 
Control and Ecology Dept. 48; two ad- 
ditional firms fined and placed on one-year 
probation for discharging salt water and oil 
447 
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ARMY 


See also CORPS OF ENGINEERS 

Missile maintenance program, relocation to 
other installations does not require impact 
statement preparation (DC DC) 200 


Personnel transfer and reduction of jobs, Ar- 


my’s actions held not subject to NEPA, 
lower court’s injunction pending prepara- 
tion of impact statement dissolved, case 
remanded for dismissal (CA 6) 463 


ATOMIC ENERGY 


See also RADIATION 


California nuclear moratorium initiative, 
study of environmental, economic, and 
social impacts of passage, FEA Ad- 
ministrator Zarb and oversight committee 
clash over study findings 69; proposal 
would increase use of coal and oil-fired 
plants for energy and could cause excess air 
pollution, report on impacts of alternative 
electricity supply systems 77:initiative re- 
jected by state’s voters, comments and 
reactions 228; environmental group and 
electric utility trade association offer op- 
posing interpretations of results, Knight 
and Crawford comment 306 

Clean Air Act amendments (HR 10498, S 
3219), increasingly stringent rules seen 
shifting cost balance in favor of nuclear 
power over coal, electric utility study 45 


Nuclear power plants 

—Bailly Plant, Interior Sec. Kleppe requests 
Nuclear Regulatory Commission to recon- 
sider decision to locate plant on site adja- 
cent to Indiana Dunes National Lakeshore 
470; NRC declines to reopen decision, 
Rowden response to Kleppe 498 

—Energy conservation alternatives must be 
considered in Nuclear Regulatory Com- 
mission’s impact statement and advisory 
committee’s report on reactor must be 
clarified, order granting construction per- 
mits for two reactors remanded (CA DC) 


—Floating power stations, serious en- 
vironmental questions must be resolved 
before construction is permitted, potential 
benefits cited, Rowe, House hearings 542 

—New Hampshire generating station’s 
proposed discharge of thermal wastes, 
hearing scheduled to consider request to 
suspend provisions of permit 364 

—Plutonium use on interim basis held NEPA 
violation, use barred pending adequate 
compliance by Nuclear Regulatory Com- 
mission (CA 2) 197 

—Radioactive wastes, environmental effects 
of reprocessing and disposal must be con- 
sidered by Nuclear Regulatory Commission 
before granting operating license, order 
granting license remanded, NEPA analysis 
required (CA DC) 534 

Nuclear Regulatory Commission 

—1975 annual report issued, environmental 
protection efforts detailed 52 

—Accident risks from nuclear reactors, study 
seen underestimating effects and number of 
fatalities and injuries which could result, 
deficiencies in assumptions regardi og 
evacuation as remedial measure cite 
EPA report 440 

—Contracts, see PROCUREMENT 

—Uranium ore mills, task force requested to 
gather information for developing accep- 
table methods for storing and disposing 
waste material 510 


AUTOMOBILES 
See MOTOR VEHICLES 


BENZIDINE MANUFACTURING 


See EFFLUENT LIMITATIONS 
GUIDELINES 


BUDGET, U.S. 


Agricultural programs, see LEGISLATION, 
FEDERAL, HR 14237 

Coal leasing, Administration asks Congress 
for $18 million to administer Interior 
Department’s new program 301 

Coast Guard, see LEGISLATION, 
FEDERAL, HR 14234 

Commerce Dept., see LEGISLATION, 
FEDERAL, HR 14239 

Council on Environmental Quality, see 
LEGISLATION, FEDERAL, HR 11619, HR 
14233 

Energy research, see LEGISLATION, 
FEDERAL, HR 14236 

Environmental Protection Agency 

—See also LEGISLATION, FEDERAL, HR 
12704, HR 14233 

—Fiscal 1977, $973.4 million funding bill ap- 
proved by Congress and sent to President 
954 


Housing and Urban Development Dept. 

—See also LEGISLATION, FEDERAL, HR 
14233 

—Fiscal 1977 funding bill approved by 
Congress and sent to President 554 

Interior Dept., see LEGISLATION, 
FEDERAL, HR 14231 

Justice Dept., see LEGISLATION, 
FEDERAL, HR 14239 

National Park Service, resources found in- 
adequate to carry out mandated tasks, 
deterioration of parks system seen 
resulting from OMB’s funding recommen- 
dations, House Government Operations 
Committee report 504 

Noise Control Act of 1972, bill extending 
authorization through fiscal 1977 approved 
by President, additional funds provided for 
EPA’s control program 240 

Sewage treatment construction grants 
program, Senate Public Works Committee 
votes to authorize additional $5 billion for 
fiscal 1977 save) 

Solid waste programs, see LEGISLATION, 
FEDERAL, S 2150 

State Dept., see LEGISLATION, FEDERAL, 
HR 14239 

Toxic water pollution discharges, President 
seeks additional $11.3 million for EPA 
regulation 235 

Water and power development, see LEGISLA- 
TION, FEDERAL, HR 14236 


BUILDING AND CONSTRUCTION 


Archeological and historical properties, in- 
terim final guidelines for protection while 
carrying out Soil Conservation Service 
programs published 449 

Bridge construction between District of 
Columbia and Arlington, Va., individuals 
and civic groups who successfully halted 
construction lose second attempt to have at- 
torney’s fees awarded against D.C. govern- 
ment (DC DC) 63 

District of Columbia proposed office building, 
environmental group’s suit charging that 
construction would prevent attainment and 
maintenance of ambient air standards, dis- 
trict court’s award of attorney’s fees to 
group reversed (CA DC) 200 

Electric power plants, see ELECTRIC 
POWER 


Florida phosphate mining lands, interim 
recommendations for constructing 
ee on reclaimed lands issued, EPA 

0 
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BUILDING AND CONSTRUCTION—Contd. 


Hotel and casino construction, citizens’ suit 
seeks halt due to potential violations of am- 
bient air standards, Nevada agency charged 
with acting arbitrarily and capriciously 
in granting complex source permits 31 

Standard Oil Co. of Ohio’s proposed facilities 
to transport Alaskan oil through Calif., Air 
Resources Board predicts construction will 
cause severe air quality impact, analysis 
submitted to FEA, Quinn 494 

Subway station construction, suit alleging 
NEPA violations, injunction to halt project 
denied (DC NY) 125 

Trident nuclear submarine base construction, 
request for preliminary injunction due to 
at NEPA violations denied (DC Wash) 


Urban renewal projects, use of community 


development block grant funds for financial ! 


settlements, environmental review re- 
quirements adopted, HUD Dept. 76 

Waste treatment plant construction, 
SEWAGE TREATMENT 


see 


BUREAUS 


See other parts of title and specific subject 
headings 


Cc 


CALIFORNIA 


Air pollution emergency plan, hearing 
scheduled to consider revision, Air 
Resources Board 363 

Air pollution programs, legislation ending 
county supervisors’ control over local 
programs in South Coast Air Basin counties 
signed by governor, new ten-member panel 
provided 473 

Air standards, state delegated enforcement 
authority for performance standards for 
new stationary sources and national emis- 
sion standards for hazardous pollutants on 
behalf of two control districts, EPA 134; 
state delegated authority on behalf of four 
additional control districts 474 

Bay Area Air Pollution Control District, 
notices of violations referred for legal ac- 
tion reported 469 

Coastal land use control bill defeated by state 
Senate Finance Committee, Sierra Club 
confident legislation will be enacted by 
Assembly before adjournment, Zierold 396 

DDT dust, state’s request to use pesticide 
against rodent fleas approved, EPA 393 

Motor vehicles 

—Emission control program, waivers to 
Clean Air Act requirements requested by 
state to be discussed, public hearing 
scheduled, EPA 553 

—Exhaust emissions certification for 1977 
and subsequent year vehicles, legislation 
approved by governor 513 

—Fuel tanks, criteria and test procedures for 
auxiliary tanks, hearing scheduled to con- 
sider amendment, Air Resources Board 363 

Natural gas, state authorities urge FPC to 
adopt new policy to allow Southern Calif. 
counties to directly purchase intrastate gas 
for boiler fule during pollution emergen- 
cies, petition filed 551 

Nuclear moratorium initiative, study of en- 
vironmental, economic, and social impacts 
of passage, FEA Administrator Zarb and 
oversight committee clash over study fin- 
dings 69; proposal would increase use of 
coal and oil-fired plants for energy and 
could cause excess air pollution, report on 
impacts of alternative electricity supply 
systems 77; initiative rejected by state’s 
voters, comments and reactions 228; en- 
vironmental group and electric utility trade 
association offer opposing interpretations 
of results, Knight and Crawford comment 
306 


San Francisco sewer connection ban partially 
relaxed, Water Quality Control Board 
regional office 365 

Standard Oil Co. of Ohio’s proposed facilities 
to transport Alaskan oil through state, Air 
Resources Board predicts construction will 
cause severe air quality impact, analysis 
submitted to FEA, Quinn 494 

Sulfur dioxide standard, Western Oil & Gas 
Assn. files suit to enjoin Air Resources 
Board from implementing and enforcing 
standard 19 

Sulfur oxide emissions, economics staff of Air 
Resources Board proposing system of 
emissions charges rather than regulations 
for controlling pollution in South Coast Air 
Basin, Carson 442 

Water supplies may be “‘critically low’’ for 
users who depend on rivers flowing from 
rie Nevadas, Soil Conservation Service 
1 


CANAL ZONE 


Environmental impact statements, prepara- 
tion procedures adopted by zone govern- 
ment and Panama Canal Co. 46 


CARBON BLACK MANUFACTURING 
See EFFLUENT LIMITATION GUIDELINES 


CARCINOGENS 
See CHEMICALS AND CHEMICAL IN- 
DUSTRY 


CHEMICALS AND CHEMICAL INDUSTRY 


See also PESTICIDES; SULFUR AND 
SULFUR OXIDES © 

Allied Chemical Corp. coke oven facility, 
firm’s failure to meet Ky. air pollution con- 
trol requirements, Justice Dept. files 88- 
count criminal information 303 

Aquatic weed control with biological agents 
and chemicals, Agricultural Research Ser- 
vice study planned, Fla. Natural Resources 
Dept. to provide funds under cooperative 
agreements 51 

Asbestos fibers found in drinking water of five 
out of 10 cities surveyed, EPA 12 

Carcinogens 

—Advisory committee established to assist 
National Institutes of Health on identifica- 
tion and evaluation of environmental car- 
cinogens 77 

—FEPA proposes five-year program to identify 
contribution of environmental carcinogens 
to total incidence of cancer, pilot program 
to be supported by research labs outlined, 
Barth 8 

—Interim regulatory procedures and 
guidelines announced by EPA Ad- 
ministrator Train, regulation must balance 
risks and benefits, agency will not act 
‘“‘automatically’’ to control potential sub- 
stances, text of preamble to policy 59, 113; 
Synthetic Organic Chemical Manufacturers 
Assn. recommends procedures and 
guidelines be clarified and modified, com- 
ments submitted 549 

—National Cancer Institute urged to set un- 
iform federal policy for public protection, 
GAO report 395 

Chlorofluorocarbons 

—New York Environmental Conservation 
Dept. adopts regulations requiring labeling 
of aerosol products 135 


—Ozone layer depletion from chemical reac- 
tion, theory defended by one of original 
proponents at NBS photochemistry con- 
ference, Molina, other comments 391 

Dow Chemical’s Texas Div. sewage treat- 
ment facilities, firm testing use of algae 
and brine shrimp to remove suspended 
solids as possible alternative to conven- 
tional methods of eliminating solids, Jacob 
504 

Ethyl Corp. permit allowing dumping of cad- 
mium-sodium sludge in Gulf of Mexico, 
one-year extension granted, EPA 517 

Fluoride, draft guideline document for con- 
trolling emissions from phosphate fertilizer 
plants available for public inspection and 
comment, EPA 51 

Fluorocarbon-ozone depletion theory, 
National Academy of Sciences delaying 
final report on scientific bases to further in- 
vestigate potentially promising additional 
reaction involving formation of chlorine 
nitrate 39 

Gum and wood chemicals manufacturing, see 
EFFLUENT LIMITATION GUIDELINES 

Hooker Chemicals and Plastics Corp., Mich., 
firm charged with exceeding water permit 
restrictions on discharge of chemicals into 
White Lake, state Natural Resources Dept. 
304 

Hydrogen peroxide, use in controlling odor 
and corrosion problems in sewage systems 
and municipal treatment plants cited, Eley 
135 


Kepone production, Va. chemical firms 
and city indicted for waste discharges into 
James River, violations of Federal Water 
Act and Refuse Act alleged 29; city of 
Hopewell found guilty on 10 counts of 
violating water pollution laws, fine and 
five-year probation imposed (DC Va) 391; 
single felony charge against Allied 
Chemical Corp. dismissed, misdemeanor 
counts remain (DC Va) 469 

Lead, EPA taking steps to establish ambient 
air standard, work begun on developing 
criteria document, control techniques docu- 
ment, federal reference method, and data 
accumulation for preparing impact state- 
ment, Steigerwald 12 

Lead recovery from scrapped batteries, new 
sulfur-free process developed by Mines 
Bureau, test results reported 74 

Meat and poultry, chemical residue violations 
during first quarter of 1976 reported, 
Agriculture Dept. 209 

Nitrosamines, formation in ambient air con- 
firmed, substance may constitute health 
hazard, rational control strategy cannot be 
developed at present, EPA draft report 36; 
report reviewed by ad hoc committee of 
EPA Science Advisory Board, EPA seen 
devoting inadequate resources to deter- 
mining concentrations in water and soil, 
Alexander 69 

Organic chemicals industry, see EFFLUENT 
LIMITATION GUIDELINES 

Organochlorine waste dumping, EPA 
proposes northwestern section of Gulf of 
Mexico be designated as site for high 
temperature incineration, text 18, 23 

Phosphate detergent products, Minnesota 
Pollution Control Board imposes ban, 
manufacturers attack move as economical- 
ly unsound 46 

Polychlorinated biphenyls (PCBs) 

—Connecticut legislation to control manufac- 
ture, sale, or use approved by governor 510 

Deadline for phasing out most uses con- 
tained in toxic substances bill (S 3149), 
EPA Administrator Train prefers control 
legislation that does not set specific 
deadline 66 

—Effluent standards to limit industrial dis- 
charges into waterways proposed by EPA 
in response to consent agreement requiring 
addition of certain substances to toxic 
pollutants list 507; proposed standards 
published, text 538, 558 
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ontd. 


Polychlorinated biphenyls (PCBs)—Contd. 


—General Electric Co. discharges into Hud- 
son River, N.Y. Environmental Conserva- 
tion Dept. has authority to force firm to pay 
cleanup and restoration costs, hearing of- 
ficer’s statement 47; state requests hearing 
officer to assess maximum fine 201; firm 
files brief with hearing officer, assessment 
of penalties opposed 363 

—Minnesota governor approves legislation 
limiting sale and use of products 210 

—Substitute fluids, EPA issues opinions on 
use of two ‘chemicals, chloralkylene fluids 
found acceptable 240 ‘ 

—Westinghouse Electric Corp. ordered to halt 
discharge into Ind. town’s sewage treat- 
ment plant 469 

Red Dye No. 2, FDA did not act arbitrarily 
and capriciously in banning use of color ad- 
ditive, potential carcinogenicity indicated 
(CA DC) 448 

Toxic substances 

—See also EFFLUENT LIMITATION 
GUIDELINES; LEGISLATION, 
FEDERAL, HR 10318, HR 14032, S 3149 

—Water discharges of toxic pollutants, Presi- 
dent seeks additional $11.3 million for EPA 
regulation 235 

Toxicological problems not amenable to 
easy solutions, industry recognizes need for 
more thorough testing of chemicals, 
Lundgaard 549 

Velsicol Chemical Corp., manufacture of 
suspended pesticides, firm refuses to comp- 
ly with EPA request to recall existing 
stocks, lack of authority cited, Mitchell 
letter, Legro response 67; study com- 
missioned by firm projects major economic 
impacts from suspension of two pesticides, 
results contradict EPA cost figures, Zin- 
ninger 356 

Vicksburg Chemical Co., Miss., discharge of 
herbicide into bayou causing fish kill, fine 
imposed 304 

Vinyl chloride-containing aerosol cans, 
recommended disposal procedures: issued 
by EPA, procedures’ include 
high-temperature incineration, burial in ap- 
proved waste landfills, and burial in 
separate area of approved sanitary landfills 
234 


CITIZENS’ SUITS 


Army’s actions in reducing jobs and 
transferring personnel ruled not subject to 
NEPA, lower court’s injunciton pending 
preparation of impact statement dissolved, 
case remanded for dismissal (CA 6) 463 

Bridge construction between District of 
Columbia and Arlington, Va., individuals 
and civic groups who successfully halted 
construction lose second attempt to have at- 
torney’s fees awarded against D.C. govern- 
ment (DC DC) 63 

Clean Air Act regulations under Sec. 307, 30- 
day deadline within which review petitions 
must be filed begins from date of signing 
rather than publication, petition for review 
of new source performance standards for 
smelters dismissed (CA DC) 12; dismissal 
found caused by ‘‘clerical error,’’ petition 
reinstated on court docket 61 

Discharge permit program, state modifica- 
tion of permit ruled not reviewable by 
appeals courts (CA 2) 540 

District of Columbia 

—Airports, ‘‘vastly expanded’’ use requires 
FAA to prepare impact statement (CA 4) 
229 


—Boiler facilities found in violation of par- 
ticulate limitations, compliance ordered 
(DC DC) 284 


—Office building, suit charging that construc- 
tion would prevent attainment and 
maintenance of ambient air standards, dis- 
trict court's award of attorney’s fees to en- 
vironmental group reversed (CA DC) 200 

Drinking water regulations under Safe Drink- 
ing Water Act, Environmental Defense 
Fund brief cites EPA’s failure to establish 
maximum contaminant levels for organic 
chemicals as contrary to intent of Act 383; 
advance notice of proposed rulemaking 
issued by EPA, options for controlling 
organic contaminants described, public 
comment sought, EDF criticizes notice as 
‘stalling action’? 436; advance notice 
published, text 477, 479 

Effluent limitations for existing sources in 
phosphate industry reviewed, EPA authori- 
ty to issue single-number limits upheld, 
variance clause included in regulations up- 
held (CA 2) 3 

Flood control project, injunction denied, im- 
pact statement prepared by Corps of 
Engineers held adequate (DC WVa) 64 

Food and Drug Admn. required by NEPA to 
consider environmental factors even if 
statutes administered by FDA do net man- 
date consideration, portion of regulation 
revoked in accordance with ruling (DC DC) 
206 

Freeway project requiring open cut through 
mountain, permanent injunction denied, 
impact statement ruled proper (DC NC) 
284 

Highway widening project, impact statement 
prepared by private consulting firm did not 
violate NEPA, lower court’s denial of 
preliminary injunction upheld (CA 1) 384 

Hotel and casino construction, suit seeks halt 
due to potential ambient air standards 
violation, Nevada agency charged with ac- 
ting arbitrarily and capriciously in granting 
complex source permits 31 

Iron and steel effluent guidelines, Sierra Club 
files suit challenging EPA’s exemption of 
Ohio’s Mahoning River Valley plants 287 

Jet noise at airport, persons who successfully 
sued to obtain damages awarded attorneys’ 
fees and litigation costs (Calif SuperCt) 31 

New York transportation control plan, right 
of citizens to sue for enforcement of plan 
limited, suits authorized only to extent that 
state or city is actual polluter in violation of 
standards (DC NY) 539 

Nuclear power plants 

—Energy conservation alternatives must be 
considered in Nuclear Regulatory Com- 
mission’s impact statement and advisory 
committee’s report on reactor must be 
clarified, order granting construction per- 
eke for two reactors remanded (CA DC) 

—Plutonium use on interim basis held NEPA 
violation, use barred pending compliance 
by Nuclear Regulatory Commission (CA 2) 
197 


—Radioactive wastes, environmental effects 
of reprocessing and disposal must be con- 
sidered by Nuclear Regulatory Commission 
before granting operating license, order 
granting license remanded, NEPA analysis 
required (CA DC) 534 

Outer Continental Shelf, Interior Dept. oil and 
gas lease sale scheduled for Baltimore Can- 
yon area tracts, suit to block sale filed, in- 
adequate impact statement alleged 506 

Redwood National Forest, Interior Dept. re- 
quired by earlier court order to protect 
park from logging damage, Dept. discharg- 
ed from further obligation to comply with 
order, primary responsibility for protection 
now rests with Congress (DC Calif) 384 


Soil Conservation Service multi-dam water- 
shed project, suit to enjoin construction, 
analysis of costs and benefits not required 
for individual dams, preparation of overall 
analysis approved (CA 3) 229 


Stream pollution from untreated sewage, 
private citizens have no federal common 
law right to enjoin pollution which is not 
enjoinable under Federal Water Act, group 
denied relief due to state agency’s applica- 
tion for discharge permit (CA 4) 540 

Subway noise levels, lower court’s dismissal 
of challenging suit for lack of standing af- 
firmed, New York City’s failure to adopt 
standards not illegal (NY CtApp) 540 

Subway station construction, suit alleging 
NEPA violations, injunction to halt project 
denied (DC NY) 125 

Sulfates, Sierra Club suit seeks to force EPA 
to develop ambient air standards, Train 
response to club’s request cites ‘‘data 
limitations” 62 

Supersonic transport, Transportation 
Secretary’s decision to permit operation for 
limited trial period upheld, request for stay 
denied by Chief Justice Burger (CA DC) 124 

Toxic pollutants, establishment of effluent 
limitations and guidelines for producing in- 
dustries, proposed consent agreement to 
resolve separate lawsuits rejected by 
judge, modified decree directed (DC DC) 
11; parties directed to respond to changes 
in proposed agreement, modified decree 
acceptable to court 200; revised settlement 
agreement filed by parties 229; consent 
agreement signed by judge 287 

Trident nuclear submarine base construction, 
request for preliminary injunction due to 
alleged NEPA violations denied (DC Wash) 
284 

Tuna fishing operations, regulations which 
permit incidental killing of porpoises 
violate Marine Mammal Protection Act 
(DC DC) 61; proposed amendment to Act 
(HR 13865) would nullify decision by per- 
mitting killing of porpoises, environmental 
groups strongly attack bill, testimonies, 
House hearings 146 

Water supply project to convey water from 
Calif. delta to two counties, Reclamation 
Bureau enjoined from proceeding with con- 
struction pending preparation of adequate 
impact statement (DC Calif) 449 


CLEAN AIR ACT 
See AIR QUALITY STANDARDS 


COAL 


See also LEGISLATION, FEDERAL, §S 391; 
STRIP MINING 

Discharge permit application, state’s decision 
to certify firm’s permit for two years 
rather than usual five year term, due 
process considerations entitle discharger to 
adjudicatory hearing and EPA review (CA 
4) 464 

Effluent limitations and guidelines for ex- 
isting sources, interim final guidelines 
amended by EPA, guidelines and standards 
for new and existing sources to be achieved 
through use of best available technology 
proposed, text 72, 102 

Leasing 

—Competitive leasing of federally owned 
coal, procedures adopted, call for nomina- 
tion of sites issued, Bureau of Land 
Management 205 

—Diligence rules for developing federal coal 
leases issued by Interior Dept., rules 
provide method for assuring completion of 
mining by lease holders, Kleppe 140 

—Federally owned coal, final regulations en- 
dorsed by EPA nad CEQ after Interior Sec. 
Kleppe strengthens rules’ environmental 
protection provisions, language requiring 
reclamation of strip mined land to ‘‘max- 
imum extent practicable’ removed 27; 
final regulations published 77; Administra- 
tion seeks $18 million from Congress to ad- 
minister new leasing program 301 
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Lignite coal-fired steam generators, nitrogen 
oxides emissions limits proposed by EPA 
for new or modified plants, draft source 
performance standards circulated for in- 
teragency review 444 

Mining and consumption of coal projected at 
record levels during 1976, National Coal 
Assn. 517 

NEPA and Energy Supply: A Case Study of 
the Effects of Sierra Club v. Morton on Coal 
Production in the Northern Great Plains, 
Tiefer ... Mono. No. 22 

Northern Great Plains coal development, 
Interior Dept. not required to prepare im- 
pact statement on regional effects (US 
SupCt) 380 : 

Physical coal cleaning, three-year project to 
demonstrate efficiency to meet federal and 
state air pollution laws to be conducted by 
EPA and two electric utilities 507 

Power plant deliveries, nearly half of 1975 
coal found exceeding sulfur limitations set 
in state air quality plans, cost and quality of 
fuels summarized, FPC staff report 235 


COAST GUARD 


Appropriations, see LEGISLATION, FED- 
ERAL, HR 14234 

Deepwater ports, draft impact statements on 
ports proposed for construction off La. and 
Tex. coasts, EPA predicts accompanying 
onshore development of refineries will in- 
crease hydrocarbon emissions, en- 
vironmental reservations expressed, alter- 
at Suggested, comments submitted 


Oil spills, proposed regulations for segregated 
ballast on tankers entering U.S. navigable 
waters, Council on Wage and Price Stability 
urges substitution of less costly control 
method 475 


COASTAL ZONES 


See also CONTINENTAL SHELF; LEGISLA- 
TION, FEDERAL, HR 3981, S 586 

California coastal control bill defeated by 
state Senate Finance Committee, Sierra 
Club confident legislation will be enacted by 
Assembly before adjournment, Zierold 396 

State and federal conflicts over management 
emerges as major issue at Public Law 
Institute’s Ocean and Coastal Law 
Conference, Curlin, other speakers 20 

State management programs, Corps of 
Engineers proposes policies and procedures 
to assist states in implementation, text 500, 
523 

Washington 

—Management program, state awarded $2 
million grant for carrying out first federal- 
ly approved program, NOAA 449 

—Shoreline developments, proposed 
amendments to rules governing permits, 
hearings scheduled, Ecology Dept. 81, 137 


COLORADO 


Brewery’s violation of discharge permit, 
Water Quality Control Commission imposes 
fine 304 i, 

DDT dust, state’s request to use pesticide 
against rodent fleas approved, EPA 393 

Water quality control regulations, enforce- 
ment actions for violations, hearing 
scheduled to consider proposed procedure, 
Health Dept. 81 


COMMERCE DEPARTMENT 
Appropriations, see LEGISLATION, 
FEDERAL, HR 14239 


through 13 


Contracts, see PROCUREMENT 

Pollution control equipment, global survey 
shows $11 billion market for manufac- 
turers, Bureau of International Commerce 
study 442 


CONFERENCES AND MEETINGS 


(Includes seminars, workshops, etc.) 
sad A i: ADVISORY COMMITTEES; JOUR- 
A 

Air Pollution Control Assn. annual meeting, 
long-range transport of sulfates and ozone, 
field tests indicate need for federal control 
strategy, technical paper presented, 
Wilson, other speakers 386; long-range 
strategy for controlling fine particulates 
may require regulation of specific 
categories rather than setting ambient 
standard, paper outlining EPA’s regulatory 
approach presented, Padgett, other 
speakers 441; Calif. agency proposing 
system of emissions charges rather than 
regulations for controlling sulfur oxide 
emissions, paper presented, Carson 442 

Aluminum Assn. meeting, nondegradation 
provision in Senate clean air legislation (S 
3219) endorsed, proposal to eliminate 
provision and require one-year study op- 
posed, Baker (R-Tenn) 123 

American Power Conference, best available 
control technology requirements of propos- 
ed Clean Air Act amendments, compliance 
by coal-burning power plants possible 
through use of stack gas cleaning equip- 
ment and low-sulfur coal, Baruch 46 

American Water Works Assn. meeting, in- 
dustry demand for water seen decreasing 
during next 25 years, demand for recycled 
water projected to increase by 70 percent 
over same period, Commerce Dept. study 
detailed, Kollar 356 


Colorado Transportation Conference, growing 
problems of congestion and pollution in ur- 
ban areas seen leading to designation of 
‘“‘auto-restricted zones,’’ five cities selected 
to participate in demonstration projects, 
Tieman 211 

Environment and safety briefing sessions 
scheduled by BNA, scheduled speakers and 
agenda announced 491 

Environmental Study Conference, panel on 
effects of low-level radiation, exposure 
from diagnostic X-rays and nuclear 
facilities may cause cell damage and 
cancer, Morgan, other speakers 17 


Industrial Gas Cleaning Institute meeting, 
energy base of U.S. seen in ‘‘transition 
period’’ from use of fossil fuels to use of 
renewable resources, Crawford 135 

Instream Flow Needs Symposium and 
Specialty Conference, use of reserved 
water rights doctrine to promote instream 
uses on federally owned lands endorsed, 
Kiechel 51 

International Joint Commission meeting, U.S. 
and Canadian officials report on pollution 
control efforts in Great Lakes, progress and 
problems noted, comments 545 

Long Island Energy Conference, significant 
deterioration provisions in proposed House 
and Senate bills, costs to industry of achiev- 
ing rules seen nearly triple that of achiev- 
ing new source performance standards, 
Perl 204 

National Governors’ Conference, EPA 
testimony on viability of flue gas 
desulfurization technology, FPC charge 
alleging ‘‘misleading”’ testimony rebutted 
by EPA, systems seen reliable and effec- 
tive, Train letter 136; policy positions 
adopted at plenary session, Congress urged 
to move quickly on proposed Clean Air Act 
amendments and give states primary 
authority to decide nondegradation issue 
439 
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National Planning Conference on Commercial 
Development of Oceans, creation of 
cabinet-level department for environment 
and oceans proposed, Hollings (D-SC) 303 

Ocean and Coastal Law Conference, Public 
Law Institute, state and federal conflicts 
over management of outer continental shelf 
lands and coastal zones cited as major 
issues, Curlin, other speakers 20 

Paper conservation and recycling sym- 
posium, elimination of tax subsidies for 
pulpwood use and tightening of environmen- 
tal regulations recommended to improve 
market for recycled paper, Skinner, other 
speakers 79 

Pesticides registration and regulation 
seminar, Center for Continuing Education, 
EPA seen too conservative in carrying out 
programs, alternatives to pesticides in 
current use urged, Zener, other speakers 42 

Phosphate fertilizer industry symposium, in- 
creasing pollution control demands seen 
hampering energy conservation efforts, 
Fertilizer Institute spokesmen 239 

Photochemistry conference at National 
Bureau of Standards, ozone depletion 
theory, validity defended by one of original 
proponents, Molina, other comments 391 

Regulatory reform symposium, legislative 
proposals for congressional review of 
federal agency regulations opposed, subver- 
sion of orderly governmental processes 
alleged, Train 147 

Seapower symposium, world’s navies seen 
“virtually immune’ from _ international 
regulation of environmental standards, con- 
cept of ‘‘universal port state enforcement” 
may be accepted by Law of the Sea 
‘Conference, Train 475 

Sewage treatment construction grants 
program, EPA seminar, local officials seen 
as ‘‘prime movers’”’ in program, officials 
urged to aggressively support their grant 
applications and projects, Cahill, Stoller, 
other speakers 133 

Texas Water Pollution Control Assn. meeting, 
hydrogen peroxide seen effective in con- 
trolling odor and corrosion problems in 
sewage systems and municipal treatment 
plants, Eley 135 

Water pollution symposium, American 
University, EPA’s approach to ad- 
ministering Federal Water Act scored, 
deliberate and systematic misinterpreta- 
tion and misapplication of law cited, 
Billings 289 


CONGRESS 


(For hearings on legislation with assigned 
numbers, see LEGISLATION, FEDERAL) 

House 

—Garrison Diversion Unit, N.D., Government 
Operations Committee report recommends 
delaying work on three major areas of 
irrigation project pending completion of 
supplemental impact statements, Reclama- 
tion Bureau’s ‘‘segmented approach’’ 
criticized, other inadequacies detailed, 
summary 502 

—National parks system, deterioration seen 
resulting from OMB’s funding recommen- 
dations, resources found inadequate to 
carry out mandated tasks, Government 
Operations Conmimittee report 504 

--Rating of Congressmen, Republican 
Research Committee survey finds some 
organizations distorting voting records and 
biased against Republicans, rating process 
used by Environmental Action’s Dirty 
Dozen Campaign Committee scored 302 

—Wright (D-Tex) announces candidacy for 
Majority Leader, chairmanship of Public 
Works and Transportation Committee 
would not be sought if elected to position 
545 
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CONGRESS—Contd. 


House hearings 

—Aviation industry, Government urged to es- 
tablish research and development program 
to stimulate airplane sales and encourage 
manufacturers to build environmentally 
acceptable aircraft, Train, other 
testimonies, Science and Technology Sub- 
committee 136 

—Nuclear power, floating power stations, 
EPA sees need to resolve serious en- 
vironmental questions before permitting 
construction, potential benefits cited, 
Rowe, other testimonies, Interior Subcom- 
mittee 542 

—Solid waste management and resource 
recovery, federal programs criticized as 
‘inadequate,’ legislation recommended to 
merge EPA and ERDA energy recovery 
programs, Government Operations Com- 
mittee report 468 

—Sulfur oxides and sulfate control, two sub- 
committees investigating charges that 
EPA scientists distorted study results used 
to shape strategy, further investigation 
sought, Goldwater (R-Calif), other com- 
ments 32; joint committee report based on 
earlier hearings supports EPA’s position 
that strategy is based on sound data 496 

Joint hearings 

—Radioactive waste management, ERDA 
proposes storage of high-level wastes in 
deep salt beds and rock formations in 
remote areas, Roberts, other testimonies, 
Joint Atomic Energy Committee 32 

Senate hearings 

—Dredge and fill section under Federal Water 
Act, Administration proposes revisions in- 
cluding narrow criteria for permits, delega- 
tion to states of regulatory authority, and 
grandfather clause for farmers and 
ranchers, oversight hearings conducted, 
testimonies, Public Works Committee 531 

—Foreign policy issues and world environ- 
ment, U.S. policy should encourage emerg- 
ing nations to build industrial systems with 
“environmental sanity,’ Train, other 
testimonies, Foreign Relations Committee 
50 


—Law of the Sea Treaty, portions of 
negotiating text unsatisfactory to U.S. in 
treatment of several issues, U.S. strongly 
opposes any state quota or restrictions on 
access to mining production, Learson, other 
testimonies, Foreign Relations Subcom- 
mittee 132 

—New River, N.C., proposed designation un- 
der National Wild and Scenic Rivers 
system, dispute over status of river con- 
tinues to divide states and industry, 
testimonies, Interior Committee 146 

—Sewage treatment construction grants 
program, Public Works Committee votes to 
authorize additional $5 billion for fiscal 
1977 .. . 31; state officials testify on allot- 
ment formula for grant funds, basing fun- 
ding on multi-year schedule urged, Public 
Works Subcommittee 143; Muskie (D-Me) 
endorses $5 billion authorization for fiscal 
1977, Administration opposes measure 
providing additional funds without ad- 
dressing questions of eligibility and 
priorities, Train, other testimonies 201 

—Solid waste disposal charges, Hart (D-Colo) 
proposal to phase in charges discussed, 
EPA studies on waste charge scheme 
reported, Meyers, other testimonies, Public 
Works Panel on Materials Policy 130 


CONNECTICUT 


Discharge permit program, modification of 
permit by state ruled not reviewable by 
appeals courts (CA 2) 540 

Drinking water, new standards adopted by 
Health Dept., summary of requirements 
511 


ENVIRONMENT REPORTER — May 7—July 30, 1976 


Polychlorinated biphenyls, legislation to con- 
trol manufacture, sale, or use approved by 
governor 510 


CONSTRUCTION 
See BUILDING AND CONSTRUCTION 


CONTINENTAL SHELF 


Petroleum development 

—See also LEGISLATION, FEDERAL, HR 
6218, S 586 

—Baltimore Canyon area of Atlantic Ocean, 
BLM schedules oil and gas lease sale 
despite requests from Congress and suit fil- 
ed in federal court for postponement, 
Kleppe response to requests 506 

—Fishing industry, oil development off 
northeastern U.S. coast unlikely to have 
major impact, Woods Hole Oceanographic 
Institution report 556 

—Mid-Atlantic Area, Geological Survey 
soliciting comments on orders which set 
requirements for drilling activities on 
leases 555 

—Santa Barbara Channel, request for 
preliminary injunction to bar Interior Dept. 
from approving drilling activities pending 
NEPA compliance denied (DC Calif) 541 

—State and federal conflicts over manage- 
ment of lands emerges as major issue at 
Public Law Institute’s Ocean and Coastal 


Law Conference, Curlin, other speakers 20. 


CONTRACTS 
See PROCUREMENT 


CORPS OF ENGINEERS 


Coastal zone management, policies and 
procedures proposed for assisting states in 
implementing programs, text 500, 523 

Dredge and fill jurisdiction under Sec. 404 of 
Federal Water Act, interim final 
regulations adopted by Corps, Wyoming 
files suit alleging rules unconstitutional 
229; 20 senators to request President to delay 
implementation and enforcement of Phase 
II regulations pending resolution of 
problem by Congress 285; regulations 
suspended for 60 days on orders from Presi- 
dent, oversight hearings on program 
scheduled by Senate Public Works Com- 
mittee 435; guidelines to implement 60-day 
freeze issued, Corps will continue to accept 
but not process permit applications during 
freeze, Veysey 497 

Flood control project, citizen’s group lawsuit 
seeking injunction denied, impact state- 
ment prepared by Corps held adequate (DC 
WVa) 64 

Louisiana wetlands, 35 cease and desist 
orders issued during May for unauthorized 
dredge and fill or construction work, New 
Orleans District 391 

Public hearings in district and division of- 
fices, regulations on conduct adopted 478 


COUNCIL ON ENVIRONMENTAL QUALITY 


Appropriations, see LEGISLATION, 
FEDERAL, HR 11619, HR 14233 

Environmental impact statements, Govern- 
ment decisionmaking found improved by 
assessments and statements, further im- 
provements in process proposed, report to 
President 230 

Land use impact of infrastructure investment 
analyzed, handbook released 553 

Rural lands and other open space, state laws 
to reduce owners’ tax burdens seen having 
little effect on conversion rate of land, 
report 449 


COURTS 


See following heads: 

—CITIZENS’ SUITS 

—LITIGATION (In General) 

—SUPREME COURT OF THE UNITED 
STATES 


D 


DEEPWATER PORTS 
See SHIPS AND BOATS 


DEFENSE DEPARTMENT 
See also ARMY; CORPS OF ENGINEERS; 
NAVY 


Pesticide management plan prepared, to be 
submitted for EPA approval 365 

Wastewater treatment plants, GAO survey of 
military bases show most facilities un- 
satisfactory, review recommended to 
assess improvements needed to meet 
Federal Water Act standards, GAO report 
to Congress 445 


DELAWARE 


Air quality implementation plan, EPA 
proposes revision to amend surveillance 
regulations for attainment and 
maintenance of particulate and sulfur diox- 
ide standards, text 237, 279 


DEMOCRATIC PARTY 
See POLITICAL PARTIES 


DEPARTMENTS 


See other parts of title and specific subject 
headings 


DETERGENTS 


Phosphate products, Minnesota Pollution Con- 
trol Board imposes ban, manufacturers at- 
tack move as economically unsound 46 


DISCHARGE PERMIT PROGRAM 
See WATER QUALITY STANDARDS 


DISTRICT OF COLUMBIA 


Air pollution emergencies during summer 
months, EPA requests federal agency of- 
ficials to submit contingency plans for cur- 
bing vehicle use, Train 130; EPA requests 
OMB to review federal policy of subsidized 
parking for government employees in D.C. 
area, Train letter 470 

Air quality implementation plan, EPA ap- 
proves revision allowing continued opera- 
tion of solid waste reduction center, par- 
ticulate matter discharge limits imposed 
44; EPA proposes revision to allow con- 
tinued burning of one percent sulfur fuel oil 
and coal 389 

Airports, ‘‘vastly expanded’’ use of National 
and Dulles Airports requires FAA to 
prepare impact statement (CA 4) 229 

Boiler facilities found in violation of Clean Air 
Act particulate limitations, compliance 
ordered (DC DC) 284 

Office building construction, environmental 
group’s suit charging that construction 
would prevent District from attaining and 
maintaining ambient air standards, award 
of attorney's fees to group by district court 
reversed (CA DC) 200 


DISTRICT OF COLUMBiIA—Contd. 
Three Sisters Bridge connecting city to 


Arlington, Va., individuals and civic groups 
who successfully halted construction lose 
second attempt to have attorneys’ fees 
de against D.C. government (DC DC) 


DREDGING 
= i LEGISLATION, FEDERAL, HR 


Administration proposes revisions to dredge 


and fill section of Federal Water Act, 
narrow criteria for permits, delegation to 
states of regulatory authority, and grand- 
father clause for farmers and ranchers 
recommended, testimonies, Senate over- 
sight hearings on Corps of Engineers 
program 531 


Corps of Engineers’ interim final regulations 


to define dredge and fill jurisdiction under 
Sec. 404 of Federal Water Act, Wyoming 
files suit alleging rules unconstitutional 
229; 20 senators to request President to 
delay implementation and enforcement of 
Phase II regulations pending resolution of 
problem by Congress 285; regulations 
suspended for 60 days on orders from Presi- 
dent, oversight hearings on program 
scheduled by Senate Public Works Com- 
mittee 435; guidelines to implement 60-day 
freeze issued, Corps will continue to accept 
but not process permit applications during 
suspension, Veysey 497 


Louisiana wetlands, Corps of Engineers 


issued 35 cease and desist orders during 
May for unauthorized dredge and fill or con- 
struction work 391 ; 


DRINKING WATER 
See WATER RESOURCES AND SUPPLIES 


E 


ECONOMIC POLICY 


See also BUDGET, U.S. 
Iron and steel industry effluent standards, 


Council on Wage and Price Stability urges 
EPA reassessment, costs of meeting stan- 
dards seen outweighing environmental 
benefits 382 


Pollution control expenditures 
—Electric utility industry, EPA study out- 


lines economic effects of environmental 
controls, ‘‘reasonable’ impact of rules 
projected, Train 238 


—Global survey shows $11 billion market for 


manufacturers of control equipment, 


Commerce Dept. study 442 


—Industrial plant closings and curtailments 


due to environmental regulations sum- 
marized, EPA quarterly report to Labor 
Dept. 205 ity. 

—Industry spending estimated at $9.46 billion 
in 1976, figure represents 23 percent in- 
crease over 1975 spending, McGraw-Hill 
Publications Co. survey 62 { 

—Paper industry, only moderate portion of 
price increases can be attributed to pollu- 
tion control standards, Lipshutz, other 
testimonies, Wage and Price Stability 
Council hearing on prices 71 

—Petroleum refining industry, EPA study 
outlines economic effects of environmental 
controls, ‘‘reasonable’’ impact of 
regulations projected, Train 238 


EFFLUENT LIMITATION GUIDELINES 
Benzidine manufacturers and applicators, 


standards proposed by EPA in response to 
consent agreement requiring addition of 
certain substances to list of toxic 
pollutants, text 394, 403 


INDEX—SUMMARY — REPORTS 1 through 13 


Carbon black manufacturing, interim final 
limits and guidelines issued by EPA, 
guidelines and standards to be achieved 
through use of best available technology 
proposed, text 73, 106 

Coal mining category, interim final guidelines 
amended by EPA, guidelines and standards 
for new and existing sources to be achieved 
through use of best available technology 
proposed, text 72, 102 

Discharge permit program, enforcement ac- 
tion under Federal Water Act for alleged 
violation of permit held maintainable even 
though EPA has not yet established 
guidelines for point source (DC Tenn) 284 

Fertilizer manufacturing, guidelines and 
standards for phosphate subcategory 
amended, EPA 74; amended guidelines 
proposed by EPA for manufacturers of urea 
and ammonium nitrate fertilizers, text 507, 
519 

Gum and wood chemicals manufacturing, in- 
terim final limits and guidelines issued by 
EPA, standards using best available 
technology proposed, text 73, 109 

Hospitals, interim final limitations and 
guidelines through use of best practicable 
control technology proposed by EPA, text 
43, 54 

Iron and steel industry, final guidelines 
providing for exemption of plants in Ohio’s 
Mahoning River Valley, Pa. questions 
legality, state considering options in for- 
mally challenging exemption, Gilbertson 
and Goddard comment 7; Muskie (D-Me) 
inquiries on exemption, EPA response 
emphasizes that exemption will not disrupt 
water pollution control program, legal 
rationale and effects of decision reviewed, 
Train letter 126; Pa. and Sierra Club file 
suits challenging exemption 287; Penn- 
sylvania Lieutenant Governor Kline re- 
quests EPA to revoke exemption, state En- 
vironmental Resources Dept. files petition 
in Ohio challenging 16 proposed discharge 
permits for Mahoning Valley sources 354; 
Ohio EPA schedules hearing to consider 
proposed water quality standard revisions 
for plants, proposal would bring standards 
in line with EPA’s regulatory action 363; 
Council on Wage and Price Stability urges 
EPA reassessment of limits, costs of 
meeting standards seen outweighing en- 
vironmental benefits 382; Ohio’s proposed 
downgrading of water standards to make 
them consistent with EPA ruling, industr 
and government officials question approac 
during state EPA hearing, comments 473 

Mineral mining and processing, interim final 
limitations and guidelines for existing 
sources amended by EPA, standards to be 
achieved through use of best available 
technology proposed for four new sub- 
categories, text 305, 331 

Ore mining and dressing category, interim 
final limitations and guidelines suspended 
for further review, EPA 140 

Organic chemicals industry, guidelines for 
manufacture of butadiene amended, EPA 


47 

Phosphate industry, EPA authority to issue 
single-number limitations upheld, EPA fail- 
ed to demonstrate that technology will be 
available to achieve ‘‘no discharge’’ by 
1983, variance clause included in 
regulations upheld (CA 2) 3; final 
guidelines and new source performance 
standards adopted, EPA 358 

Photographic processing plants, interim final 
limitation and guidelines issued by EPA, 
compliance costs estimated 477 

Potato processing industry, regulations 
promulgated by EPA upheld with one minor 
exception, EPA authority to issue national 
uniform limitations upheld (CA DC) 41 

Pulp, paper, and paperboard industry, EPA 
issues corrections to proposed guidelines 
and standards, text 443, 451 
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Steam electric industry, cooling tower re- 


quirement may be imposed in NPDES per- 
mits on case-by-case basis without regard 
to 1981 thermal effluent discharge com- 
pliance date, EPA General Counsel’s deci- 
sion 301; EPA ordered to consider costs 
and benefits in reconsidering 1983 thermal 
backfit regulations, promulgation of 
nationally uniform guidelines for industry 
upheld, regulations remanded to EPA for 
reeavluation and possible revisions (CA 4) 
492 


‘| Supreme Court grants review in second court 


case challenging EPA’s authority to set 
single-number guidelines, relationship 
between limitations and guidelines to be 
considered, Court to decide whether federal 
district or appeals courts should have initial 
jurisdiction to review rules, EPA’s 
cross-petition for review granted 347 


Toxic pollutants, establishment of limitations 
and guidelines for producing industries, 
proposed consent agreement to resolve 
separate lawsuits rejected by judge for in- 
volving court in supervising EPA’s dis- 
cretionary authority, modified decree 
directed (DC DC) 11; public hearings on 
proposed standards, amended regulations 
adopted, EPA 14; parties directed to res- 
pond to changes in proposed agreement, 
modified decree acceptable to court 200; 
revised settlement agreement filed by par- 
ties 229; consent agreement signed by 
judge 287; standards proposed by EPA for 
manufacturers and formulators of aldrin, 
dieldrin, DDT, DDD, DDE, endrin, and tox- 
aphene, text 304, 311; supporting 
documents, technology assessments, and 
economic impact assessments available 
from NTIS, list 304; standards for 
manufacturers and applicators of benzidine 
proposed by EPA, text 394, 403; 
regulations to limit industrial discharges of 
polychlorinated biphenyls proposed by EPA 
in response to consent agreement 507; 
proposed standards for polychlorinated 
biphenyls published, text 538, 558; hearing 
held on proposed standards for 
aldrin/dieldrin, DDT, endrin and tox- 
aphene, EPA-recommended criteria seen 
adequate to protect aquatic life, Guarraia, 
other testimonies, list 550 


ELECTRIC POWER 


See also EFFLUENT LIMITATION 
GUIDELINES, subhead: Steam electric in- 
dustry; UTILITIES 


California proposed nuclear moratorium 
would increase use of coal and oil-fired 
plants for energy and could cause excess air 
pollution, report on impacts of alternative 
electricity supply systems 77; initiative 
rejected by state’s voters, comments and 
reactions 228; environmental group and 
electric utility trade association offer op- 
posing interpretations of results, Knight 
and Crawford comment 306 


Coal deliveries to power plants during 1975, 
nearly half found exceeding sulfur 
limitations set in state air quality plans, 
cost and toon of plant fuels summarized, 
FPC staff report 235 


Construction of 30 plants that will burn coal as 
primary energy source approved, Federal 
Energy Admn. 441 


Georgia power plant’s compliance with 
emissions limitations, EPA proposes exten- 
sion under energy-related authority rules, 
text 360, 371 

Iowa power plants prohibited from using 
petroleum as primary energy source, com- 
pliance date extension proposed by EPA un- 
der energy-related authority rules, com- 
ments requested, text 68, 82 
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ELECTRIC POWER—Contd. 


Kaiparowits Power Project in Utah, EPA Ad- 
ministrator Train declares proposed pro- 
ject ‘‘environmentally unsatisfactory”’ 
despite apparent abandonment of plans to 
build plant, reduction of visibility in park 
areas and other harmful impacts cited 352 


Kansas power plants prohibited from using 
petroleum products as primary energy 
source, compliance date extensions propos- 
ed by EPA under energy-related authority 
rules, comment requested, text 68, 89; 
plant’s compliance with air pollution re- 
quirements, EPA proposes extension under 
energy-related authority rules, text 305, 


Lignite coal-fired steam generators, nitrogen 
oxides emissions limits proposed by EPA 
for new or modified plants, draft source 
performance standards circulated for in- 
teragency review 444 

Missouri power plants prohibited from using 
petroleum products as primary energy 
source, compliance date extensions propos- 
ed by EPA under energy-related authority 
rules, comments requested, text 68, 96 


New York power plant’s compliance with air 
pollution requirements, EPA issues revi- 
sion to proposed extension under 
energy-related authority rules, text 305, 
310 


Nondegradation of air quality, proposed Clean 
Air Act amendments (HR 10498, S 3129), 
air quality improvements, would not offset 
cost increases in electric energy, General 
Electric Co. report 13; EPA staff critique 
charges study as ‘‘biased’’ and 
overestimating costs 140; provisions in 
proposed Senate bill seen restricting future 
construction of plants, increased consumer 
costs projected, National Assn. of Electric 
Companies study 204 


North Carolina power plant’s compliance with 
emissions limitations, EPA proposes exten- 
sion under energy-related authority rules, 
text 360, 367 

Steam electric plants, new form drafted to 
provide detailed information on plans and 
costs for meeting air standards, Federal 
Power Comm. 52 


ENERGY (In General) 


See also specific resources; FEDERAL 
ENERGY ADMINISTRATION; LEGISLA- 
TION, FEDERAL, HR 10230 

Appropriations for energy research, see 
LEGISLATION, FEDERAL, HR 14236 

Cabinet-level department for energy, creation 
proposed, Hollings (D-SC) 303 

Clean Air Act amendments facing Senate, 
FEA sees proposals curbing energy 
development, nondegradation provision op- 
posed, agency reviewing options and issues, 
Hill 10 

Consumption growth through 1985, reduction 
by one-half possible through conservation, 
energy demand projected, FEA advisory 
group 236 

Fish and Wildlife Service biological services 
program seeks to determine environmental 
implications of energy development, objec- 
tives and various projects under program 
detailed, first annual report 508 


Fuel-switching program, FEA to decide 
which data received from installations will 
be released publicly under Freedom of In- 
formation Act 45 

Georgia energy resources council, creation 
provided under legislation approved by 
governor 514 

NEPA and Energy Supply: A Case Study of 
the Effects of Sierra Club v. Morton on Coal 
Production in the Northern Great Plains, 
Tiefer ... Mono. No. 22 


ENVIRONMENT REPORTER — May 7—July 30, 1976 


Phosphate fertilizer industry, increasing 
pollution control demands seen hampering 
energy conservation efforts, Fertilizer 
Institute 239 

State energy conservation, FEA proposed 
program for establishing plans, EPA 
challenges legality, Train comments 
suggest unforeseen environmental impacts, 
hearings on proposal scheduled 292 

U.S. energy base seen in ‘‘transition period’ 
from use of fossil fuels to use of renewable 
resources, Crawford 135 

Wind machines, potential as clean and inex- 
haustible energy conversion system cited, 
further research recommended, National 
Science Foundation report 509 


ENERGY RESEARCH AND DEVELOPMENT 
ADMINISTRATION 


Contracts, see PROCUREMENT, subhead: 
ERDA 


ENVIRONMENTAL IMPACT STATEMENTS 


Army 

—Missile maintenance program, relocation 
to other installations does not require pre- 
paration of statement (DC DC) 200 

—Personnel transfer and reduction of jobs, 
NEPA held inapplicable to actions, lower 
court’s injunction pending preparation 


of statement dissolved, case remanded for © 


dismissal (CA 6) 463 

Chemical toxicants, appeals court decision 
that EPA’s order cancelling registrations 
did not require statement, Supreme Court 
review denied 199 

Coal development in Northern Great Plains, 
Interior Dept. not required to prepare 
statement on regional effects (US SupCt) 
380 

Conservation Foundation analysis finds state- 
ments frequently ignored by those who 
make policies and decisions concerning 
environment, drawbacks to process de- 
tailed, positive benefits noted: 550 

Deepwater ports, Coast Guard draft state- 
ments on ports proposed for construction 
off La. and Tex. coasts, EPA predicts 
accompanying onshore development of re- 
fineries will increase hydrocarbon emis- 
sions, environmental reservations express- 
ed, alternatives suggested, comments sub- 
mitted 471 

District of Columbia area airports, “‘vastly 
expanded” use requires FAA to prepare 
statement (CA 4) 229 

Farmers Home Admn. community services 
programs, guidelines for preparing state- 
ments adopted 209 

Federal agencies 

—Inadequate statements requiring modifica- 
tion, list 70, 208, 395 

—Statements submitted, list 22, 41, 70, 138, 
208, 238, 358, 395, 446, 476, 501, 538 

Federal Agency NEPA Procedures, Druley 
... Mono. No. 23 

Flood control project, statement prepared 
by Corps of Engineers held adequate, 
injunction denied (DC WVa) 64 

Food and Drug Admn. required by NEPA to 
take environmental considerations into ac- 
count even if statutes administered by FDA 
do not mandate consideration, portion of 
regulation revoked in accordance with 
ruling (DC DC) 206 

Freeway project requiring open cut through 
mountain, permanent injunction denied, 
statement ruled proper (DC NC) 284 

Garrison Diversion Unit, N.D., delay in three 
major areas of irrigation project recom- 
mended pending completion of supple- 
mental statements, House Government 
Operations Committee report 502 


Government decisionmaking found improved 
as result of environmental assessments 
and statements, improvements in state- 
ment process proposed, CEQ report to 
President 230 

Highway widening project, impact statement 
prepared by private consulting firm did 
not violate NEPA, lower court’s denial 
of preliminary injunction upheld (CA 1) 
384 


Housing and Urban Development Dept. re- 
laxes and revises various environmental 
review requirements, amendments _ to 
handbook 16 

Interstate land sales, HUD Dept. review of 
property reports filed under disclosure 
law, NEPA held inapplicable (US SupCt) 
383 

NEPA and Energy Supply: A Case Study of 
the Effects of Sierra Club v. Morton on 
Coal Production in the Northern Great 
Plains, Tiefer ... Mono. No. 22 

Nuclear power plants 

—Energy conservation alternatives must be 
considered in Nuclear Regulatory Com- 
mission’s statement and advisory commit- 
tee’s report on reactor must be clarified, 
order granting construction permits for 
two reactors remanded (CA DC) 535 

—Plutonium use on interim basis held NEPA 
vaolation, use barred pending adequate 
compliance by Nuclear Regulatory Com- 
mission (CA 2) 197 

—Radioactive wastes, environmental effects 
of reprocessing and disposal must be 
considered by Nuclear Regulatory Com- 
mission before granting operating license, 
order granting license remanded, NEPA 
analysis required (CA DC) 534 

Ocean dumping regulations and criteria, 
draft statement issued on proposed revi- 
sions, beneficial and adverse effects 
projected from dumping permitted or 
denied under criteria, alternatives to 
revision listed, EPA 552 

Outer Continental Shelf oil and gas leasing, 
Interior Dept. sale of Baltimore Canyon 
area tracts scheduled, suit to block sale 
filed, inadequate statement alleged 506 

Panama Canal Co. and Canal Zone Govern- 
ment adopt procedures for preparing state- 
ments 46 

Santa Barbara Channel oil drilling, request 
for preliminary injunction to bar Interior 
Dept. from approving activities pending 
NEPA compliance denied (DC Calif) 541 

State Dept.’s Agency for International Devel- 
opment, procedures for complying with 
NEPA adopted 448 

Subway station construction, suit alleging 
NEPA violations, injunction to halt project 
denied (DC NY) 125 

Trident nuclear submarine base construction, 
request for preliminary injunction due to 
alleged NEPA violations denied (DC 
Wash) 284 

Uranium mining leases issued to Exxon Corp. 
suspended pending environmenal impact 
analysis, Interior Dept. 395 

Urban renewal projects, use of community 
development block grant funds for financial 
settlements, environmental review re- 
quirements adopted, HUD Dept. 76 

Washington Environmental Policy Act re- 
quiring preparation of statements for all 
major actions which significantly affect 
environment, implementation guidelines 
adopted, Ecology Dept. 511 

Water supply project to convey water from 
Calif. delta to two counties, Reclamation 
Bureau enjoined from further construc- 
tion pending NEPA compliance (DC 
Calif) 449 


ENVIRONMENTAL PROTECTION AGENCY 


See also ADVISORY COMMITTEES; specific 
subject headings 


INDEX—SUMMARY — REPORTS 1 


ENVIRONMENTAL PROTECTION AGENCY— 
Contd. 


Appointments, see APPOINTMENTS, PER- 
SONNEL CHANGES 
Appropriations, see BUDGET, U.S.; LEGIS- 
LATION, FEDERAL, HR 12704, HR 14233 
Contracts, see PROCUREMENT 
Grants, see FINANCING, FEDERAL 
Laboratory centers, EPA noncompliance with 
federal property management regulations 
found resulting in $7.2 million inventory 
of unneeded and neglected equipment, poor 
recordkeeping cited, GAO report to Con- 
gress, Alm response 39 
Memoranda 
—Discharge permit program 
——Adjudicatory hearings on major industrial 
permits, completion by end of 1976 
urged, Quarles memo 221 
——Commitments of no enforcement to be per- 
mitted against certain dischargers fail- 
ing to meet 1977 statutory deadline, en- 
forcement compliance schedule letters 
may be issued, Legro memo, text 219, 
244; memo on industrial dischargers, 
text 241; memo on municipal discharg- 
ers, text 242; House and Senate staffs 
taking wait-and-see attitude toward new 
policy, hearings or GAO inquiry may be 
sought 294; Muskie (D-Me) attacks 
new policy as ‘‘unlawful,’’ sections of 
Federal Water Act seen requiring en- 
forcement of deadlines 379 
—Motor vehicle emissions, recent evidence 
indicates rapid deterioration in carbon 
monoxide control devices, states urged to 
continue reliance on federal controls to 
attain national ambient standards, agency 
conducting investigation into . problem, 
Strelow 535 
—Pesticides data which may be given confi- 
dential treatment defined, Zener memo 66 
—Sewage treatment construction grants pro- 
gram, competitive bidding not required 
for infiltration/inflow surveys except for 
rehabilitation work, Rhett memo 40; memo 
withdrawn 443 
—State air quality plans, states generally 
not implementing required source reviews 
despite approval of most new procedures 
in plans, Strelow memo 5 ; 
—Sulfur dioxide emissions, implementation 
plan revisions relaxing limitations, policy 
on approval outlined, Train memo to re- 
gional administrators, text 386, 401 
Regional activity 
—Discharge permit program 
——Region IV enforcement actions reported 
202 
——Regional administrators not in position to 
redetermine data when reviewing state 
permits, policy statement, Legro 35 
—Enforcement actions 48, 141, 202, 303, 
391, 469, 543 
—Federal Insecticide, Fungicide and Rodenti- 
cide Act violations, five firms agree to 
pay $3,000 in penalties, Region X 48 
—Ohio motor vehicles failing emissions in- 
spection test, state ordered to withhold 
license plates, Region V .. . 391 ; 
—Particulates, scattered violations of public 
health standard recorded in New England 
during 1975, Region I 516 
—Sewage sludge dumping 
——Applications for interim dumping permits 
approved by Region II Administrator 
ansler, halt to dumping in Atlantic 
Ocean by 1981 specified, compliance 
schedules set 496 : 
——New Jersey city’s dumping off Maryland’s 
coast, Region III ordered to hold public 
hearing on permit, injunction against 
dumping denied (DC Md) 63 
—Sewage treatment construction grants pro- 
gram 
——Grantee’s choice of design systems allows 
rejection of low bidder in favor of higher 
bid more responsive to specifications, 
Region V decision 298 


through 13 


——Low bidder’s failure to provide subcontrac- 


tor information requested by grantee 
justifies rejection of bid on grounds of 
nonresponsibility, Region III adminis- 
trative decision 477 
—Sulfur oxides standards, no violations re- 
corded in New England area during 1975, 
Region I report, McGlennon 398 
Regulatory activity, see LEGISLATION, 
FEDERAL, HR 12048 


FARMERS HOME ADMINISTRATION 


Environmental impact statements for com- 
munity services programs, preparation 
guidelines adopted 209 


FEDERAL AGENCIES 
See specific agencies and departments 


FEDERAL AID 
See FINANCING, FEDERAL 


FEDERAL ENERGY ADMINISTRATION 


See also ADVISORY COMMITTEES 

California nuclear moratorium initiative, 
study of environmental, economic and 
social impacts of passage, Administrator 
Zarb and oversight committee clash over 
study findings 69 

Fuel-switching program, agency to decide 
which data received from installations will 
be released publicly under Freedom of In- 
formation Act 45 

Nondegradation of air quality, draft executive 
summary outlines possible implications of 
proposed Clean Air Act amendments, in- 
crease in oil consumption by utilities es- 
timated if plants are required to install 
scrubbers, EPA critique challenges con- 
clusions 137; studies projecting 
amendments as constraining coal develop- 
ment and increasing oil consumption 
criticized by EPA, questionable assump- 
tions cited, Ryan 237; environmental lob- 
bying group criticizes FEA study, incorrect 
interpretations and unrealistic predictions 
cited, Ayres 305 

Power plants using coal as primary energy 
pus. construction of 30 plants approved 
41 


State energy conservation plans, EPA 
challenges legality of proposed FEA 
program, Train comments suggest unfore- 
seen environmental impacts, hearings 
scheduled on proposal 292 


FEDERAL POWER COMMISSION 


Electric utilities’ reporting of air and water 
quality data at steam-electric generating 
plants, revised information requirements 
adopted 508 

Flue gas desulfurization technology, FPC 
charges that EPA testimony on viability of 
systems was ‘‘misleading,”» EPA response 
cites scrubbers as reliable and effective, 
Train 136 


Steam electric power plants, new form 


drafted to provide detailed information on 
plans and costs for meeting air standards 52 
Sulfate emissions from stationary combustion 
sources, two-year study proposed to ensure 
that strategies and control techniques will 
be productive and cost effective, funding 
from four other federal agencies sought 300 


(ER) 11 
FEDERAL REGULATIONS 


See status chart on p. 91:0061 in Federal 
Regulations binder; specific subject 
headings 


FEDERAL WATER POLLUTION CONTROL 
ACT 


See WATER QUALITY STANDARDS 


| FERTILIZER MANUFACTURING 


See EFFLUENT 
GUIDELINES 


LIMITATION 


FINANCING, FEDERAL 


See also LEGISLATION, FEDERAL, S 2498 
Environmental Protection Agency 
—Cooperation with state and local 
governments in evaluating, reviewing, and 
coordinating federal and federally assisted 
programs, guidelines adopted 139 
—Grants to state and local jurisdictions, $435 
million awarded during May, majority of 
awards made for sewage treatment con- 
struction 478; $176 million awarded during 
April, breakdown of awards 511 
—Nondiscrimination in programs receiving 
federal assistance, technical amendments 
to regulations adopted 139 
—Sewage treatment 
——See also LEGISLATION, FEDERAL, HR 
9560, S 3037, S 3201 
——Administrative determination that low 
bid on contract was nonresponsive revers- 
ed, grantee sewer district’s original con- 
tract award reinstated (DC Ohio) 462 
——Allotment formula for grant funds, state 
officials urge continuity by basing fun- 
ding on multi-year schedule, testimonies, 
Senate hearings 143 
——Areawide waste treatment management 
grant funds, EPA ordered to release 
$136.4 million in unspent fiscal 1973 and 
1974 funds (DC DC) 59; final court order 
requires funds to remain available until 
Sept. 1977, EPA required to promulgate 
regulations to implement terms of order 
197; new allocation formula proposed by 
EPA in response to court order, four of 
ten EPA regions stand to lose funds under 
formula, text 495, 527 
——Budget for fiscal 1977, Senate. Public 
Works Committee votes to authorize ad- 
ditional $5 billion 31; Muskie (D-Me) en- 
dorses bill (S 3037) to provide $5 billion in 
fiscal 1977, Administration opposes 
measures providing additional funds 
without addressing questions of eligibili- 
ty and priorities, Train, Senate hearings 
201 


——Deadline for grant obligations, request to 
Congress for extension of Sept. 1977 
deadline under consideration, amend- 
ment of Federal Water Act would be re- 
quired, Rhett 466 

——Grant awards to state and local jurisdic- 
tions, $435 million awarded during May 
478; awards for construction or improve- 
ment of facilities totaled $166.6 million 
during April 511 

——Grantee’s choice of treatment design 
systems allows rejection of low bidder in 
favor of higher bid more responsive to 
specifications, EPA regional ad- 
ministrative decision 298 

——Infiltration/inflow surveys; competitive 
bidding not required except for rehabilita- 
tion work, Rhett memorandum 40; 
memo withdrawn 443 

——Local officials seen as ‘‘prime movers”’ in 
construction grants program, officials 
urged to aggressively support their grant 
applications and Vay eer Cahill, Stoller, 
other speakers, EPA seminar 133 
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FINANCING, FEDERAL—Contd. 


Environmental Protection Agency—Contd. 

—Sewage treatment—Contd. 

——Low bidder’s failure to provide subcon- 
tractor information requested by grantee 
justifies rejection of bid on grounds of 
nonresponsibility, Region III ad- 
ministrative decision 477 

——Outlay authority ceiling for EPA con- 
struction grants program lifted in effort 
to avert projected $150 million shortfall, 
OMB 61; President asks Congress for ad- 
ditional $200 million to avert shortfall 
232 

——Procurement of architectural and 
engineering services, subagreement 
regulations remain subject of controver- 
sy between program officials and con- 
sulting engineers, Zorc, other comments 
11 


——Subagreements without certain contract 
clauses required under construction 
grants program, authority for regional 
offices to approve agreements extended 
indefinitely 470 

——Value engineering analysis, officials ad- 
vise technical advisory group of proposed 
regulations 40; amendment proposed by 
EPA to incorporate value engineering 
analysis as cost control program for 
preparation of plans and specifications 
for projects, text 360, 366 

Housing and Urban Development Dept. 

—Urban renewal projects, use of community 

development block grant funds for financial 
settlements, environmental review re- 
quirements adopted 76 
National Oceanic and Atmospheric Admn. 
—Coastal zone management, Washington 
awarded $2 million grant for carrying out 
first federally approved program 449 


FISH AND WILDLIFE 


See also LEGISLATION, FEDERAL, HR 
13865 

Bald eagle, Fish and Wildlife Service proposal 
seeks listing as endangered species in 43 
states, comments requested 500 

Fish and Wildlife Service 

—Biological services program, environmen- 
tal implications of energy development be- 
ing studied, objectives and divisions of 
program detailed, first annual report 508 

—Contracts, see PROCUREMENT 

Oil development on Outer Continental Shelf, 
major impact on commercial fishing in- 
dustry in northeastern U.S. unlikely, Woods 
Hole Oceanographic Institution report 556 

Tuna fishing operations, regulations which 
permit incidental killing of porpoises 
violate Marine Mammal Protection Act 
(DC DC) 61; proposed amendment to Act 
(HR 13865) would nullify decision by per- 
mitting killing of porpoises, environmental 
groups strongly attack bill, testimonies, 
House hearings 146 

Vicksburg Chemical Co., Miss., discharge of 
herbicide into bayou causing fish kill, fine 
imposed 304 


FLORIDA 


Air quality implementation plan, EPA ap- 
proves revision to reduce restrictive am- 
bient sulfur dioxide standards for three 
counties to level of national secondary 
standards 69 

Air standards, Environmental Regulation 
Dept. schedules series of hearings to 
consider various regulations 137 

Aquatic weed control with biological agents 
and chemicals, Natural Resources Dept. 
to provide funds for Agricultural Dept. 
study, cooperative agreements 51 
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Drinking water quality, Environmental 
Regulation Dept. and Health and Rehabil- 
itative Services Dept. sign interagency 
monitoring agreement 52 

Environmental standards more stringent 
than comparable federal rules, bill to 
require justification by state Environ- 
mental Regulation Dept. vetoed by 
governor 397 

Phosphate mining lands, interim recom- 
mendations for constructing facilities 
on reclaimed lands issued, EPA 390 

Resource recovery and solid waste manage- 


ment, hearings to consider proposals 
scheduled, Environmental Regulation 
Dept. 137 


FOOD AND DRUG ADMINISTRATION 


National Environmental Policy Act com- 
pliance, environmental considerations must 
be taken into account even if statutes 
administered by FDA do not mandate con- 
sideration, portion of regulation revoked 
in accordance with ruling (DC DC) 206 

Pesticidal animal drugs, jurisdiction over 
new drugs assumed, joint arrangement 
with EPA ended 396 

Red Dye No. 2, FDA did not act arbitrar- 
ily and capriciously in banning use of color 
additive, potential carcinogenicity in- 
dicated (CA DC) 448 


FOREIGN AFFAIRS 
See INTERNATIONAL AFFAIRS 


FORESTS 


See also LEGISLATION| FEDERAL, S 3091 

Redwood National Forest, Interior Dept. re- 
quired by earlier court order to protect 
park from logging damage, Dept. dis- 
charged from further obligation to comply 
with order, primary responsibility for 
protection now rests with Congress (DC 
Calif) 384 

Water pollution from silvicultural activities, 
discharge permit regulations adopted for 
four activities, EPA 361 


G 


GASOLINE 
See MOTOR VEHICLES 


GENERAL ACCOUNTING OFFICE 


Carcinogens, National Cancer Institute urged 
to establish uniform federal policy for 
public protection, report 395 

Defense Dept. wastewater treatment plants, 
survey of military bases shows most facil- 
ities unsatisfactory, review recommended 
to assess improvements needed to meet 
Federal Water Act standards, report to 
Congress 445 

EPA laboratory centers, noncompliance with 
federal property management regulations 
found resulting in $7.2 million inventory 
of unneeded and neglected equipment, poor 
recordkeeping cited, report to Congress, 
Alm response 39 

National Water Quality Commission’s re- 
port to Congress on amending Federal 
Water Act, Dingell (D-Mich) requests 
GAO evaluation to determine whether 
contractors had any potential conflicts 
of interest, officials see request as effort 
“7 discredit report and recommendations 


Procurement of recycled products by Govern- 
ment, more management efforts and co- 
ordination needed by General Services 
Admn. and Defense Dept., report 142 


GEOLOGICAL SURVEY 


Cape Cod’s groundwater resources, monitor- 
ing system established to protect water 
supply from contamination 76 

Outer Continental Shelf oil and gas drilling, 
comments solicited on orders for Mid- 
Atlantic Area which set requirements for 
drilling activities on leases 555 

Surface-mined lands, state reclamation pro- 
grams, information system to record and 
report status and content urged, report 76 


GEORGIA 


Air quality implementation plan, EPA pro- 
poses revision including changes to rules 
for sulfur dioxide and particulate emis- 
sions, superphosphate manufacturing facil- 
ities, conical and open burning, and incin- 
erators, text 361, 374 

Air standards, state delegated authority for 
new source review to prevent significant 
deterioration and to enforce performance 
standards for new stationary sources and 
national emissions standards for hazard- 
ous pollutants, EPA 361 

Energy resources council, creation provided 
under legislation approved by governor 514 

Power plant’s compliance with emissions 
limitations, EPA proposes extension under 
energy-related authority rules, text 360, 
371 


Radiation control, legislation amending state 
law approved by governor, Human Re- 
sources Dept. required to administer state- 
wide program 514 

Surface mining, legislation to amend provi- 
sions of state law approved by governor, 
operators of mining firms required to ob- 
tain permits 514 


GRANTS 
See FINANCING, FEDERAL 


GUM AND WOOD CHEMICALS MANUFAC- 
TURING 


See EFFLUENT LIMITATION GUIDELINES 


H 


HIGHWAYS 


Freeway project requiring open cut through 
mountain, permanent injunction denied, 
impact statement ruled proper (DC NC) 
284 


Massachusetts highway widening project, im- 
pact statement prepared by private con- 
sulting firm did not violate NEPA, lower 
court's denial of preliminary injunction 
upheld (CA 1) 384 


HOSPITALS 
See EFFLUENT LIMITATION GUIDELINES 


HOUSING AND URBAN DEVELOPMENT 
DEPARTMENT 


Appropriations, see BUDGET, U.S.; LEGIS- 
LATION, FEDERAL, HR 14233 

Environmental impact statements, various 
review requirements relaxed and revised, 
amendments to handbook 16 

Interstate land sales, review of property 
reports filed under disclosure law, NEPA 
held inapplicable (US SupCt) 383 

Urban renewal projects, financial settle- 
ments prior to substantial completion, 
environmental review requirements for use 
of community development block grant 
funds adopted 76 


INDEX—SUMMARY — REPORTS 1 through 13 


IDAHO 


Air quality implementation plan, EPA ap- 
proves revision revoking sulfur dioxide con- 
trol regulation and providing substitute 
rules for two sources 236; EPA requests 
revisions to correct deficiencies in attain- 
ment of ambient standards, text 442, 450 


ILLINOIS 


Air standards, primary ambient standards for 
particulates and sulfur dioxide generally 
achieved, state EPA annual air quality 
report 142 

Attorney general files suit to prevent state 
EPA from instituting and prosecuting en- 
forcement actions before Pollution Control 
Board, petition claims attorney general has 
sole authority to prosecute state actions, 
hearing set on request for permanent in- 
junction 125 

Particulate emissions from air furnaces, 
hearing to consider standards scheduled, 
Pollution Control Board 137 

Sulfur dioxide emissions, hearing scheduled 
to consider intermittent control systems, 
Pollution Control Board 137 

Waste management firm ordered to stop 
handling and storing two chemicals at 
landfill, odors seen as immediate danger 
to health, state EPA 447 

Water supply systems, state EPA to file 
cases against seven communities for 
ee to meet chlorination deadline 
141 


IMPACT STATEMENTS 
See ENVIRONMENTAL IMPACT STATE- 
MENTS 


INDIANA 


Air quality implementation plan, proposed 
amendment to remove hydrocarbon emis- 
sion controls in six counties disapproved, 
EPA 44 

Air quality maintenance areas under Clean 
Air Act, petitions by steel and power firms 
and city to review designation of areas dis- 
missed (CA 7) 61 

Westinghouse Electric Corp. ordered to halt 
discharge of polychlorinated biphenyls into 
town’s sewage treatment plant, 
Bloomington Utility Service Board 469 


INDUSTRY (In General) 


See also specific industry headings 

Adolph Coors Co., recycling program in 
western states recovered over one-third of 
aluminum beverage cans recycled in 1975 
in U.S. 46 

American Cyanamid Co. industrial wastes, 
advanced design incinerator using thermal 
oxidizer system to be operated as alter- 
native to ocean disposal 517 

American Salt Co., Kansas, firm’s dumping of 
brine byproduct onto ground, $10,000 fine 
assessed 48 

Asphalt concrete plants, EPA’s, new source 
performance standards upheld, no violation 
of Clean Air Act found (CA DC) 541 

Combustion Engineering, Inc., new sulfur 
dioxide control system devised, spray 
tower absorber used to remove SO2 from 
fossil steam generator flue gases 517 

Effluent limitation guidelines, see 
EFFLUENT LIMITATION GUIDELINES 


Environmental compliance information, two 
proposed amendments to increase data 
available to investors withdrawn, 
Securities and Exchange Commission 29 


Environtech Corp., Chemico Air Pollution 
Control Div. to furnish sulfur dioxide 
removal system for Utah power plant 517 

General Electric Co., N.Y., plant’s 
polychlorinated biphenyls discharges into 
Hudson River, state Environmental Conser- 
vation Dept. has authority to force firm to 
pay for cleanup and restoration costs, hear- 
ing officer’s statement 47; state requests 
hearing officer to assess maximum fine 
201; firm files brief with hearing officer, 
assessment of penalties opposed 363 

N. J. Hoffman Estate Oil Co., Ark., salt water 
discharges onto ground in violation of state 
pollution control laws, fine and court costs 
assessed 48 


North American Refractories Co., Pa., con- 
sent agreement signed with environmental 
agency for control of particulates from tar 
impregnation operation 304 

Phosphate fertilizer industry, increasing 
pollution control demands seen hampering 
energy conservation efforts, Fertilizer 
Institute 239 

Plant closings and curtailments due to en- 
vironmental control requirements sum- 
marized, EPA quarterly report to Labor 
Dept. 205 

Pollution control spending projected at $9.46 
billion in 1976, figure represents 23 percent 
increase over 1975 spending, McGraw-Hill 
Publications Co. survey 62 

St. Joe Minerals Corp. cooperating with Mines 
Bureau on $12.7 million program to 
demonstrate citrate process for removing 
sulfur dioxide from flue gas 557 

U.S. Pipe and Foundry Co., Ala., discharge 
permit requires firm to achieve water 
quality-based effluent limitations by 1977 
instead of previously specified 1979 date, 
EPA Administrator Train’s ruling modifies 
earlier decision 532 

Water demands, decrease projected for next 
25 years, demand for recycled water seen 
increasing by 70 percent over same period, 
Commerce Dept. study detailed, Kollar 356 

Westinghouse Electric Corp., Ind., firm 
ordered to halt discharge of polychlorinated 
biphenyls into town’s sewage treatment 
plant, Bloomington Utility Service Board 
469 


INFORMATION 


See also PUBLICATIONS AND REPORTS 

Electric utilities’ reporting of air and water 
quality data at steam-electric generating 
plants, revised information requirements 
adopted, Federal Power Commission 508 

Environmental compliance information, two 
proposed amendments to increase data 
available to investors withdrawn, 
Securities and Exchange Commission 29 

Fuel-switching program, FEA to decide 
which data received from installations will 
be released publicly under Freedom of In- 
formation Act 45 

Interstate land sales, HUD Dept. review of 

ery reports filed under disclosure law, 
EPA held ie tale (US SupCt) 383 

Pesticides data which may be given confiden- 
tial treatment under Federal Insecticide, 
Rodenticide and Fungicide Act defined, 
Zener memo 66 


INTERIOR DEPARTMENT 


See also internal bureaus and agencies 
Appropriations, see LEGISLATION, 
EDERAL, HR 14231 
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Coal leasing 

—Diligence rules for developing federal 
leases announced, rules provide method of 
assuring completion of mining by lease 
holders, Kleppe 140 

—Federally owned lands, final regulations en- 
dorsed by EPA and CEQ after Sec. Kleppe 
strengthens rules’ environmental protec- 
tion provisions, language requiring 
reclamation of strip mined lands to ‘‘max- 
imum extent practicable’ removed 27; 
final regulations published 77; Administra- 
tion seeks $18 million from Congress to ad- 
minister new program 301 

Nondegradation of air quality, letter by 
Secretary Kleppe on pending Clean Air Act 
legislation (S 3219) interpreted as endorse- 
ment for EPA’s current regulations 128 


INTERNAL REVENUE SERVICE 


Municipal solid waste collection and treat- 
ment systems, portions which may be 
financed by tax-exempt industrial develop- 
ment bonds defined, IRS ruling 298 


INTERNATIONAL AFFAIRS 


Foreign policy of U.S. should encourage 
emerging nations to build industrial 
systems with ‘‘environmental sanity”’ as in- 
tegral part, Train, Senate hearings 50 

Great Lakes, International Joint Commission 
meeting hears reports of progress and 
problems in pollution control efforts, reduc- 
tion in municipal and industrial wastes 

. noted, comments 545 

Law of the Sea Treaty, deep seabed portion of 
negotiating text unsatisfactory to U.S. in 
treatment of several issues, U.S. strongly 
opposes any state quota or restrictions on 
access to mining production, Learson, 
Senate hearings 132 

Ocean resource protection, U.S. and France 
establish joint programs to develop protec- 
tion methods, major areas of effort an- 
nounced 76 


INTERSTATE COMMERCE COMMISSION 


Scrap iron and iron ore, ICC coordinator’s 
conclusion that two are ‘‘complementary”’ 
and not ‘‘competitive’’ criticized by 
Institute of Scrap Iron and Steel, ICC re- 
quested to set aside findings 446 


1OWA 


Air quality implementation plan, portions 
found inadequate to attain and maintain 
national standards, revisions requested, 
EPA 500 

Power plants prohibited from using 
petroleum products as primary energy 
source, compliance date extension propos- 
ed by EPA under energy-related authority 
rules, comments requested, text 68, 82 


IRON AND STEEL INDUSTRY 


See EFFLUENT LIMITATION 
GUIDELINES; STEEL INDUSTRY 


J 


JOURNAL 


Congress 24, 56, 118, 192, 215, 280, 343, 375, 
400, 456, 528, 567 

Executive branch 56, 119, 192, 215, 280, 344, 
376, 456, 487, 528, 568 

Local government 216 

Meetings scheduled 120, 216 

State government 120, 192, 216, 488, 568 
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JUSTICE DEPARTMENT 


Appropriations, see LEGISLATION, 
FEDERAL, HR 14239 


K 


KANSAS 


Air quality implementation plan, portions 
found inadequate to attain and maintain 
national standards, revisions requested, 
EPA 500 

Power plants prohibited from using 
petroleum. products as primary energy 
source, compliance date extensions propos- 
ed by EPA under energy-related authority 
rules, comments requested, text 68, 89; 
plant’s compliance with air pollution re- 
quirements, EPA proposes extension under 
energy-related authority rules, text 305, 


Salt mining operations, firm’s dumping of 
brine byproduct onto ground, $10,000 fine 
imposed, Health and Environment Dept. 48 


KENTUCKY 


Air quality implementation plan, revision 
regarding sulfur dioxide control strategy 
approved with three exceptions, EPA 44 

Strip mining 

—Firm’s violations of state laws at two mine 
sites, firm agrees to pay $9,500 for 
violations and perform remedial measures 
48 

—Penalties collected during May for 
violations of mining rules reported, Natural 
Resources and Environmental Protection 
Dept. 391 


KEPONE 
See PESTICIDES 


LAKES AND RIVERS 


(Includes other bodies of water, e.g. bays) 

Arizona rivers, regulations establishing 
nutrient standards for certain segments 
issued, EPA 359 

Chesapeake Bay 

—Bethlehem Steel Co. given one year to 
reduce discharges of ammonia, phenols, 
cyanide, and other substances, firm’s re- 
quest for deadline extension rejected, Md. 
Natural Resources Dept. 469 

—Kepone contamination, Virginia Governor 
Godwin announces no further action will be 
taken at present to close bay to fishing 553 

—Waters found relatively free of chlorinated 
hydrocarbons, accumulations of toxic sub- 
stances in shellfish reported, actions to pre- 
vent increased contamination recommend- 
ed, Md. Natural Resources Dept. study 48 

Chowan River, N.C., chemical firm’s dis- 
charge of nutrient-laden wastewater caus- 
ing abnormal algae growth in river, firm 
cited for discharges without permit, state 
Environmental Management Div. 469 

Great Lakes, U.S. and Canadian officials 
report on progress and problems in pollu- 
tion control efforts, reduction in municipal 
and industrial wastes noted, International 
Joint Commission meeting 545 

Hudson River, N.Y., General Electric Co. dis- 
charge of polychlorinated biphenyls, state 
Environmental Conservation Dept. has 
authority to force firm to pay for cleanup 
and restoration costs, hearing officer’s 
statement 47; state requests hearing of- 
ficer to assess maximum fine 201; firm 
files brief with hearing officer, assessment 
of penalties opposed 363 


James River, Va. chemical firms and city 
indicted for discharging Kepone wastes, 
violations of Federal Water Act and 
Refuse Act alleged 29; city of Hopewell 
found guilty on 10 counts of violating water 
pollution laws, fine and five-year probation 
imposed (DC Va) 391; single felony charge 
against Allied Chemical Corp. dismissed, 
misdemeanor counts remain (DC Va) 469 

Lake Champlain, EPA certifies that New 
York waters are served by adequate 
facilities to treat sewage from vessels 363 

Lake Michigan, U.S. Steel Corp. plant ordered 
to reduce discharges of ammonia, phenols, 
and cyanide to acceptable levels by July 
1977, requested delay denied, EPA 469 

Lake Superior, mining firm fined over $1 
million for taconite discharges, firm found 
violating state water discharge permit and 
court rules relating to discovery (DC Minn) 
3; firm files appeal of fine 31; onland dis- 
posal site proposed by firm rejected as un- 
suitable, feasible alternative sites exist, 
state hearing officer’s decision 227; court 
orders Minnesota to decide by July 1 on 
firm’s application for onland disposal, 
firm’s statement challenges hearing of- 
ficer’s findings 351; firm ordered to halt 
discharges into lake within one year, appeal 
filed (DC Minn) 463 

New River, House Interior Subcommittee ap- 
proves bill (HR 13372) to place 26.5 miles 
in National Wild and Scenic Rivers System 
45; proposed designation under system, dis- 
pute over status of river continues to divide 
states and industry, testimonies, Senate 
hearings 146 

Santa Barbara Channel, oil drilling activities, 
request for preliminary injunction to bar 
Interior Dept. approval pending NEPA 
compliance denied (DC Calif) 541 

White Lake, Mich. chemical firm charged 
with exceeding water permit restrictions in 
discharge of chemicals, state Natural 
Resources Dept. 304 


LAND MANAGEMENT, BUREAU OF 


Coal leasing, procedures for competitive leas- 
ing of federally owned coal adopted, call for 
nomination of sites issued 205 

Outer Continental Shelf oil and gas leasing, 
sale of tracts in Baltimore Canyon area 
scheduled despite challenging suit and con- 
gressional requests for postponement, 
Kleppe response 506 

Solid waste disposal, regulations adopted for 
complying with EPA guidelines and Solid 
Waste Disposal Act 516 


LAND USE 


See also LEGISLATION, FEDERAL, HR 
13s 1h 

City charter that bars land use changes 
without citizen referendum, legality up- 
held, provision does not violate due process 
rights of landowner who applied for zoning 
change (US SupCt) 348 

Florida phosphate mining lands, elevated 
levels of radioactive radon found at sites, 
interim recommendations for construction 
on reclaimed lands issued, EPA 390 

Infrastructure investment, impact on land 
use analyzed, CEQ handbook 553 

Interstate land sales, HUD Dept. review of 
property reports filed under disclosure law, 
NEPA held inapplicable (US SupCt) 383 

Municipal wastewater, long-term effects of 
land application to be studied under four 
research contracts awarded by EPA, con- 
tract to prepare land treatment design 
manual to be awarded 36; planning and 
design manual for land application to be 
published jointly by EPA and Corps of 
Engineers 212 


Reserve Mining Company’s discharge of 
taconite tailings into lake, onland disposal 
site proposed by firm rejected as un- 
suitable, feasible alternative sites exist, 
Minn. hearing officer’s decision 227; dis- 
trict court orders state to decide by July 1 
whether to accept firm’s application for 
onland disposal, firm’s statement 
challenges hearing officer’s findings 351; 
firm ordered to halt discharges into lake 
within one year, appeal filed (DC Minn) 463 

State tax relief laws to protect rural areas and 
other open space seen having little effect on 
conversion rate of land, CEQ report 449 

Surface-mined lands, state reclamation 
programs, information system to record 
and report status and content urged, 
Geological Survey report 76 


LEGISLATION, FEDERAL 
See also CONGRESS 


HR 


3981, Coastal Zone Management Act, 
amendments 

—Conference committee staffers negotiating 
with Administration officials to work out 
compromise provisions due to Possibly of 
Presidential veto, summary of agreements 


. 200 
6218, Offshore energy development 


—Leasing of Outer Continental Shelf lands, 
bill directing Interior Secretary to prepare 
five-year program and tighten exploration 
and development guidelines while giving 
states and localities more voice in develop- 
ment decisions, approved by House 537 

9560, Federal Water Pollution Control Act, 
amendments 

—House Public Works Committee report, 13 
members oppose sections on state certifica- 
tion and Breaux amendment to eliminate 
criterion of historical navigability from 
definition of navigable waters, comments 
34; Natural Resources Defense Council 
forms separate lobbying group to oppose 
Breaux amendment, strategy outlined 35; 
Cleveland (R-NH) to introduce Sec. 404 
amendment to exclude agricultural 
operations, coalition of environmental 
groups endorse proposal 124; Train letter to 
committee chairman outlines EPA 
criticisms of pending amendments, areas of 
disagreement include amendments on 
dredge and fill activities, sewage treatment 
construction grants, and civil penalties for 
hazardous substance discharges, OMB 
holding up letter, text 125, 189; Breaux 
(D-La) amendment to Sec. 404 dredge and 
fill provisions opposed by Justice Dept., 
proposal seen removing much authority of 
U.S. to protect coastal wetlands, Taft letter 
198; passed by House and sent to Senate, 
redefinition of ‘“‘navigable waters’’ under 
Sec. 404 and provision for congressional 
veto over federal agency rulemaking in- 
cluded 222; Phase II regulations under 
Corps of Engineers dredge and fill 
program, 20 senators to request President 
to delay implementation and enforcement 
pending resolution of problem by Congress 
285; regulations suspended for 60 days on 
orders from President, oversight hearings 
on program scheduled by Senate Public 
Works Committee 435 

10230, National Science and Technology 
oe Organization and Priorities Act of 


—Signed by President, bill provides study of 
need for creating cabinet-level energy 
department and establishing Office of 
Science and Technology Policy, funding 
and other provisions 78 


LEGISLATION, FEDERAL—Contd. 
HR—Contd. 


10318, Toxic substances 

—House Interstate and Foreign Commerce 
Committee markup, agreement on com- 
promise version worked out by Eckhardt 
(D-Tex) and Broyhill (R-NC) seen im- 
proving chances for quick approval in com- 
mittee, substitute measure defines more 
carefully EPA’s authority in administering 
provisions, summary of changes 129; com- 
promise version renumbered as HR 14032, 
markup sessions begun 196 


10498, Clean Air Act, amendments 

—House committee’s proposals on industrial 
growth in clean and dirty-air-areas, FEA 
working with Administration officials to 
develop new position on bill, amendments 
seen curbing energy development, Hill 10; 
electric energy cost increases resulting 
from nondegradation proposal would not be 
offset by corresponding air quality im- 
provements, General Electric Co. report 
13; amendments approved by Interstate 
and Foreign Commerce Committee sum- 
marized, staff paper prepared for House 
members, excerpts 14; automobile emis- 
sion rules expected to come under attack on 
House floor, Dingell (D-Mich) amendment 
seen as industry’s last chance for having 
rules relaxed beyond timetables in bill 27; 
Commerce Subcommittee staff paper out- 
lines common misconceptions and mis- 
understandings about significant deteriora- 
tion provisions, Chamber of Commerce 
rebuttal alleges document inaccurate and 
misleading 37; stringent rules seen shifting 
cost balance in favor of nuclear power over 
coal, electric utility study 45; coal-burning 
power plants could meet best available con- 
trol technology requirements by using stack 
gas cleaning equipment and low-sulfur coal, 
Baruch 46; committee report filed, key 
provisions draw varied criticism by 
members, rules for automotive emissions 
and industrial growth in clean-air areas 
criticized most frequently, summary of 
comments 128; General Motors Corp. 
stockholders told to urge Congress to sup- 
port Dingell amendment to ease automotive 
emission standards, Murphy 135; General 
Electric Co. study on nondegradation 
proposals seen biased and overestimating 
costs, EPA staff critique 140; President 
Ford opposes automotive emission and non- 
degradation provisions, serious economic 
and energy reservations cited, letters to 
committee chairmen, comments and reac- 
tions 195; potential impacts of nondegrada- 
tion proposal projected, EPA summary 
sent to Rogers (D-Fla), proposal seen in- 
creasing costs of industrial growth in clean- 
air areas 202; EPA nondegradation rules 
seen providing greater flexibility and allow- 
ing more nonferrous smelter industry 
growth than provisions in bill, impacts pro- 
jected, Commerce Dept. report 203; costs 
to industry of achieving nondegradation 
rules seen nearly triple that of achieving 
new source performance standards, Perl 
204; group of Congressmen urge quick floor 
action on bill to allow automobile manufac- 
turers adequate lead time to meet 1978 
emission standards, letter to Speaker 
Albert 350; National Governors’ 
Conference adopts policy positions urging 
quick action on amendments and giving 
state primary authority to decide non- 
degradation issue 439; industry and en- 
vironmental groups schedule legislative 
rally on pending bills, National Clean Air 
Coalition urges stronger amendments, com- 
ments 472; Administration officials dis- 
cussing problem areas and potential com- 
promise provisions, official position on 
amendments remains unchanged 497; 
legislative rally held, Moss (D-Utah) urges 
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support of amendment to delete non- 
degradation provision, further study of 
economic impacts and delay of action seen 
as only reasonable approach to issue, other 
speakers 498; White House officials float 
and then withdraw compromise 
amendments that would have placed Presi- 
dent in support of nondegradation 
provisions, opposition from Republican 
senators and industry forces abandonment, 
summary of amendments 532; House Rules 
Committee sends bill to floor, open rule 
with three hours of general debate 
recommended 536; 
Congress to pass amendments before end of 
current session 548 

10612, Taxes 

—House-passed bill, recycling tax credit 
amendment approved by Senate Finance 
Committee, provisions 133; Aluminum 
Recycling Assn. opposes tax credit amend- 
ment pending on Senate floor, Administra- 
tion position paper projecting revenue 
losses submitted to committee, testimonies 
503; National Assn. of Recycling Industries 
criticizes opponents to propose tax incen- 
tives as ‘‘myopic and narrowminded,”’ 
allegations that proposal would serve 
“special interests’ refuted, Mighdoll, other 
testimonies 547; recycling tax credit would 
increase use of recyclable products, en- 
vironmental benefits and energy savings 
possible, Institute of Scrap Iron and Steel 
comments submitted, Cutler 552 

11163, Oil shale waste 

—Johnson (R-Colo) bill to give Interior Dept. 
additional statutory authority to issue 
leases for off-site disposal of wastes, Dept. 
urges passage, Farrand, other testimonies, 
House Interior Subcommittee 357 

11619, Appropriations 

—Council on Environmental Quality 
authorizations for fiscal 1977 and 1978, 
signed by President 356 

12048, Administrative Procedure Act, 
amendments 

—Congressional review of proposed executive 
agency regulations included in bill, EPA op- 
posed due to projected delays in rulemaking 
and other uncertainties regarding finality 
of regulations, Zener letter to House 
Commerce Subcommittee 9 

12380, Solid waste research and development 

—House Science Subcommittee completing 
markup, committee action prior to con- 
gressional recess doubtful, action on 
amendments, summary 548 

12704, Appropriations 

—FEPA research and development programs, 
bill authorizing $256.5 million in fiscal 1977 
approved by House and sent to Senate, 
Ketchum (R-Calif) amendment giving 
Congress power to review and disapprove 
any related regulations adopted, action on 
other amendments 9; EPA urges Senate to 
strike provision on Congressional review of 
regulations from bill, constitutional and 
practical problems cited, Train letter 226 

13372, National Wild and Scenic Rivers 
System 

—Bill to place 26.5 miles of New River in 
system, approved by House Interior Sub- 
committee 45 

13777, Public land management 

—Passed by House, bill gives Congress 
greater role in management by requiring 
AA Bete approval of all 
‘‘withdrawals”’ of public lands by Bureau of 
Land Management, environmental groups 
opposed 553 

13793, Agenda for Government Reform Act 

—Administration bill introduced by Rhodes 
(R-Ariz), bill proposes timetable by which 
President would submit and Congress 
would consider reform proposals for 
federal regulatory activities 70 

13865, Marine Mammal Protection Act, 
amendment 


President urges 
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—Leggett (D-Calif) and Forsythe (R-NJ) bill 
to allow killing of porpoises incidental to 
course of tuna fishing operations, en- 
vironmental groups strongly opposed, 
testimonies, House Merchant Marine and 
Fisheries Subcommittee 146 

14032, Toxic substances 

—Eckhardt (D-Tex) and Broyhill (R-NC) 
compromise bill, markup sessions begun by 
House Interstate and Foreign Commerce 
Committee, Manufacturing Chemists Assn. 
supports measure, testimonies 196; ap- 
proved by Committee, action on 
amendments 224; committee report favor- 
ing passage filed, Rules Committee 
scheduled to consider request for floor ac- 
tion, provisions of bill rejected in com- 
mittee or dropped during compromise ex- 
pected to be raised again in floor debate 501 

14231, Appropriations 

—Interior Dept. and related agencies, fiscal 
1977 funding bill approved by Congress, 
funding breakdown 386; conference com- 
mittee report approved by Congress, bill 
sent to President 505 

14233, Appropriations 

—EPA fiscal 1977 funding, bill to appropriate 
$1 billion approved by House and sent to 
Senate, funding provided also for CEQ, 
NSF, NASA, and HUD Dept., funding 
breakdown 350; approved by Senate and 
sent to conference, language to prohibit 
EPA from limiting parking as means of 
controlling air pollution deleted, other 
revisions made on House version 383 


14234, Appropriations 

—Coast Guard funding bill for fiscal 1977, ap- 
proved by House, funding breakdown 393 

14236, Appropriations 

—Water and power development and energy 
research programs, funding bill approved 
by House and Senate, funding breakdown 
361; conference report approved by House 
and sent to Senate 394 

14237, Appropriations 

—Agricultural programs, funding bill ap- 
proved by House and Senate, funds provided 
for rural water and waste disposal grants, 
forestry incentives and water bank 
iy eae 361; conference report approved 

y Congress and sent to President 393 

14239, Appropriations 

—Fiscal 1977 funding bill for State, Justice 
and Commerce Dept. programs, conference 
report approved by House, Senate action 
expected, funding breakdown 393 

14496, Resource Conservation and Recovery 
Act of 1976 

—Rooney (D-Pa) and Skubitz (R-Kans) bill to 
control hazardous chemical and industrial 
waste disposal and provide federal 
assistance for resource recovery, proposed 
bill would strengthen Solid Waste Disposal 
Act by giving EPA enforcement powers, 
summary of provisions 349; EPA opposes 
large-scale federal funding for recovery 
facilities, program of federal leadership 
and state implementation suggested for 
managing hazardous wastes, Myers, other 
testimonies, House Commerce Transporta- 
tion Subcommittee 389; amendment ap- 
proved during subcommittee markup giving 
states additional six months to comply with 
hazardous waste regulations, actions on 
other amendmends, National Assn. of 
Manufacturers submits recommendations, 
summary 499; markup sessions by House 
Commerce Subcommittee ee fun- 
ding provisions to be deleted in effort to 
gain Administration support, action on 
amendments 536 


s 


391, Mineral Leasing Act, amendments 

—Coal leasing bill, House-amended version 
approved by Senate and sent to President 
354; vetoed by President, House and Senate 
staffers confident of enough votes to 
override 478 
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586, Coastal Zone Management Act, 
amendments 

—Conference committee staffers negotiating 
with Administration officials to work out 
compromise provisions due to possibility of 
Presidential veto, summary of agreements 
200; conferees agree on impact fund 
language, bill cleared for final approval 
239: conference report approved by 
Congress, summary of provisions 385; sign- 
ed by President, $1.2 billion authorized in 
“energy impact’’ assistance to aid coastal 
states deal. with changes accompanying 
acceleration of offshore oil and gas develop- 
ment 537 

2150, Solid Waste Utilization Act 

—Senate Public Works Committee unable to 
reach agreement during markup session, 
committee decides to strike all language 
from bill except funding authorizations to 
meet fiscal 1977 budget deadlines, funding 
breakdown 35; approved by Committee, 
program and implementation grants to 
states provided, summary of provision 290; 
amended bill approved by Senate and sent 
to House, assistance to states and localities 
and ban on open dumping provided, Senate 
Commerce Committee report filed 381 

2498, Small Business Act, amendments 

—Bill to establish federal guarantee program 
to finance leasing of pollution controls by 
small businesses, passed by Senate and sent 
to President 140; signed by President, 100 
percent guarantees for tax-free municipal 
bonds provided, summary of provisions 225 

3037, Federal Water Pollution Control Act, 
amendment 

—Muskie (D-Me) bill to authorize $5 billion in 
fiscal 1977 for sewage treatment construc- 
tion grants program, passed by Senate 
Public Works Committee, Administration 
opposes additional funds without addressing 
questions of eligibility and priorities, Train 
201 


3091, Forest and Rangeland Renewable 
Resources Planning Act, amendment 

—Bill to allow clearcutting in national forests 
under new Agriculture Dept. guidelines, ap- 
proved by Senate Agriculture and Interior 
Committees 44 

3106, Tocks Island reservoir project 

—Bill to deauthorize project, Del. and Pa. 
governors push project, federal officials 
and congressmen urge deauthorization, 
testimonies, Senate Public Works Subcom- 
mittee 554 

3147, Ocean dumping 

—Bill to extend Marine Protection, Research 
and Sanctuaries Act through fiscal 1977, 
passed by House and sent to President 358 

3149, Toxic substances 

—Senate-passed bill, Nelson (D-Wis) amend- 
ment requires deadline for phasing out 
most uses of polychlorinated biphenyls, 
EPA Administrator Train prefers no 
deadline 66 

3201, Public work jobs 

—Bill to provide additional $700 million in 
wastewater treatment construction grants 
for 37 states, approved by House-Senate 
conference committee 295; approved by 
House and sent to President, OMB 
recommends veto 358; vetoed by President, 
$3.95 billion bill criticized for creating few 
jobs and increasing inflation 440; Congress 
overrides veto 496 

3219, Clean Air Act, amendments 

—Senate Public Works Committee’s non- 
degradation proposals under attack, 
attempts to weaken or strengthen rules on 
Senate floor likely, committee members 
oppose amendments to delay rules pending 
study of effects, comments 5; FEA opposes 
nondegradation provision, proposed 
amendments seen curbing energy develop- 
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ment, agency reviewing options and issues, 
Hill 10; electric energy cost increases 
resulting from nondegradation proposal 
would not be offset by corresponding air 
quality improvements, General Electric 
Co. report 13; stringent rules seen shifting 
cost balance in favor of nuclear power over 
coal, electric utility study 45; coal-burning 
power plants could meet best available con- 
trol technology requirements by using stack 
gas cleaning equipment and low-sulfur coal, 
Baruch 46; Domenici (R-NM) introduces 
amendment on background particulates, 
severe constraints on development in rural 
areas cited 67; Muskie (D-Me) may offer 
substitute amendments for pending 
package to fund program through fiscal 
1979 and relax 1978 auto emission stan- 
dards while leaving rest of Act intact, non- 
degradation provision endorsed by Baker 
(R-Tenn), proposal to eliminate provision 
and require study opposed 123; letter on 
nondegradation amendments by Interior 
Sec. Kleppe interpreted as endorsement for 
EPA regulations 128; General Electric Co. 
study on nondegradation proposals seen 
biased and overestimating costs, EPA staff 
critique 140; Moss (D-Utah) proposal to 
delete nondegradation provisions pending 
evaluation, National Conference of State 
Legislators urges opposition, Fadeley letter 
145; President Ford opposes automotive 
emissions and nondegradation provisions, 
serious economic and energy reservations 
cited, letters to committee chairmen, com- 
ments and reactions 195; EPA nondegra- 
tion rules seen providing greater flexibility 
and allowing more nonferrous smelter in- 
dustry growth than provisions in bill, im- 
pact projected, Commerce Dept. report 
203; costs to industry of achieving non- 
degradation rules seen nearly triple that of 
achieving new source performance stan- 
dards, Perl 204; future construction of elec- 
tric power plants seen restricted by non- 
degration provisions, increased consumer 
costs projected, National Assn. of Electric 
Companies study 204; Committee’s 
Republican members meet with President 
and top Administration officials to urge 
support for nondegradation proposal, 
Muskie (D-Me) scores President’s position 
on bill 223; FEA studies on impact of non- 
degradation proposal termed ‘‘misleading”’ 
by EPA, questionable assumptions on coal 
development and oil consumption cited, 
Ryan 237; Steelworkers endorse bill, 
amendments to delay nondegradation 
provisions and restrict Government from 
enforcing state visibility or opacity rules 
opposed Sheehan letter 240; EPA Ad- 
ministrator Train opposes amendment to 
delete nondegradation policy from bill, in- 
clusion of limited Class III or variance op- 
tion to accommodate major growth 
recommended 299; Administration officials 
Wilderotter and Greenspan endorse Moss 
amendment to delete nondegradation provi- 
sion and subject it to one-year study, 
National Governors’ Conference and 
four-state air quality task force opposed 
352; National Governors’ Conference 
adopts policy positions urging quick action 
on amendments and giving states primary 
authority to decide nondegradation issue 
439: Senate floor action scheduled, industry 
and environmental groups taking steps to 
block or back key provisions, legislative 
rally on pending bill set, National Clean Air 
Coalition urges stronger amendments, com- 
ments 472; Administration officials dis- 
cussing problem areas and potential com- 
promise provisions, official position on 
amendments remains unchanged 497; 
legislative rally held, Moss (D-Utah) urges 
support of amendment to delete non- 
degradation provision, further study of 
economic impacts and delay of action seen 


as only reasonable approach on issue, other 
speakers 498; White House officials float 
and then withdraw compromise 
amendments that would have placed Presi- 
dent in support of nondegradation 
provisions, opposition from Republican 
senators and industry forces abandone- 
ment, summary of amendments 532; 
Senate begins debate, amendment to reduce 
performance warranty on automobile after- 
market parts used in emission control 
systems defeated, parliamentary tangle 
delays action on nondegradation 
amendments, other actions on bill 536; 
President urges Congress to pass 
amendments before end of current session 


548 

3428, Agenda for Government Reform Act 

—Administration bill introduced by Scott (R- 
Pa) and Brock (R-Tenn), bill would set 
timetable by which President would submit 
and Congress would consider reform 
proposals for federal regulatory activities 
70 


LITIGATION (In General) 


See also CITIZENS’ SUITS; SUPREME 
COURT OF THE UNITED STATES 


.Air quality maintenance areas under Clean 
Air Act, petitions seeking to review 
designation of Indiana areas dismissed (CA 
7) 61 

Airport noise control, ordinance limiting 
operations at airport owned and operated 
by municipality upheld, ordinance not 
preempted by federal regulation, 
preliminary injunction denied (DC Calif) 
542 


Allied Chemical Corporation’s failure to meet 
air pollution control requirements at Ky. 
coke oven facility, Justice Dept. files 88- 
count criminal information 303 

Army 

—Missile operations, reassignment of 
program to other installations does not re- 
quire impact statement preparation (DC 
DC) 200 

—Transfer of personnel and reduction of job’s 
lower court's injunction pending prepara- 
tion of impact statement dissolved, NEPA 
held inapplicable, case remanded for dis- 
missal (CA 6) 463 

Asbestos, rules, Fla. wrecking firm fined 
$25,000 for violating EPA rules (DC La) 
543 


Asphalt concrete plants, EPA’s new source 
performance standards upheld, no violation 
of Clean Air Act found (CA DC) 541 

California sulfur dioxide standard, Western 
Oil & Gas Assn. files suit to enjoin Air 
Resources Board from implementing and 
enforcing standard 19 

Camden, N. J., sewage treatment facilities, 
city ordered to repair, restore and maintain 
two plants and submit periodic progress 
reports to EPA and court (DC NJ) 535 

CF&I Steel Corp. oxygen furnace and coke 
plant, alleged air pollution violations at 
Colo. plant, Justice Dept. files suit 447 

Discharge permit program 

—Adjudicatory hearing request which in- 
volved no disputed issues of material facts, 
EPA did not act illegally in denying request 
(CA 1) 541 

—Coal mining firm’s application for permit, 
state’s decision to certify permit for two 
years rather than usual five year term, due 
process considerations entitle discharger to 
adjudicatory hearing and EPA review (CA 
4) 464 

—Enforcement action under Federal Water 
Act for alleged violation of permit ruled 
maintainable even though EPA has not yet 
established effluent guideliness for point 
source (DC Tenn) 284 
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Dredge and fill jurisdiction, Corps of 
Engineers’ interim final regulations under 
Sec. 404 of Federal Water Act, Wyoming 
files suit alleging rules unconstitutional 229 

Effluent limitations 

—EPA authority to issue national uniform 
limitations upheld, regulations 
promulgated for potato processing industry 
upheld (CA DC) 41 

—Single-number limits, EPA issuance 
authority upheld, EPA failed to 
demonstrate that technology will be 
available to achieve ‘‘no discharge” of 
phosphate wastes by 1983, variance clause 
in rules upheld (CA 2) 3 

—Steam electric power industry, EPA 
ordered to consider costs and benefits in 
reconsidering 1983 thermal backfit 
regulations, promulgation of nationally un- 
iform guidelines for industry upheld, 
regulations remanded to EPA (CA 4) 492 

Gasoline retailers committing negligent acts 
of unleaded gasoline contamination, EPA 
acted arbitrarily and capriciously in 
peiaee refiners vicariously liable (CA DC) 
448 


Illinois attorney general files suit to prevent 
state EPA from instituting and prosecuting 
enforcement actions before Pollution Con- 
trol Board, petition claims attorney general 
has sole authority to prosecute state ac- 
tions, hearing set on request for permanent 
injunction 125 

Iron and steel effluent guidelines, Pa. files 
petition challenging EPA’s exemption of 
Ohio’s Mahoning River Valley plants 287; 
Pennsylvania Lieutenant Governor Kline 
requests EPA to revoke exemption, state 
Environmental Resources Dept. files peti- 
tion in Ohio challenging 16 proposed dis- 
charge permits for Mahoning Valley 
sources 354; Ohio’s proposed downgrading 
of water standards to make them consistent 
with EPA ruling, industry and government 
officials question approach during public 
hearing, comments 473 

Kepone production, Va. chemical firms and 
city indicted for waste discharges into 
James River, violation of Federal Water 
Act and Refuse Act alleged 29; city of 
Hopewell found guilty on 10 counts of 
violating water pollution laws, fine and 
five-year probation imposed (DC Va) 391; 
single felony charge against Allied 
Chemical Corp. dismissed, misdemeanor 
counts remain (DC Va) 469 

New York revised water quality standards, 
court declines to review EPA’s partial ap- 
proval, lack of jurisdiction cited (CA 2) 462 

Nondegradation of air quality, consolidated 
cases challenging EPA’s regulations 
promulgated in response to earlier court 
order, CA DC requested to reconsider deci- 
sion affirming EPA authority, oral 
arguments heard 226 

Ocean dumping of sewage sludge, EPA 
Region III ordered to hold public hearing on 
permit allowing New Jersey city to dump 
sludge off Maryland’s coast, injunction 
against dumping denied (DC Md) 63 

Outer Continental Shelf, Interior Dept. oil and 
gas lease sale scheduled for Baltimore Can- 
yon area tracts, suit to block sale filed, in- 
adequate impact statement alleged 506 

Red Dye No. 2, FDA did not act Tb Bins 
and capriciously in banning use of color ad- 
ditive, potential carcinogenicity indicated 
(CA DC) 448 

Reserve Mining Co. fined over $1 million for 
taconite discharges into Lake Superior, 
firm found violating state water discharge 
permit and court rules relating to discovery 
(DC Minn) 3; firm files appeal of fine 31; 
onland disposal site proposed by firm re- 
jected as unsuitable, feasible alternative 
sites exist, state hearing officer’s decision 
227: court orders Minnesota to decide by 
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July 1 on firm’s application for onland dis- 
posal, firm’s statement challenges hearing 
officer’s findings 351; firm ordered to halt 
discharges into lake within one year, appeal 
filed (DC Minn) 463 

Santa Barbara Channel oil drilling, request 
for preliminary injunction to bar Interior 
Dept. from approving activities pending 
NEPA compliance denied (DC Calif) 541 

Sewage treatment construction grant 
program, EPA administrative determina- 
tion that low bid on contract was nonrespon- 
Sive reversed, grantee sewer district’s 
original contract award reinstated (DC 
Ohio) 462 

State water quality management plans re- 
quirement under Federal Water Act, power 
firm’s suit challenging EPA regulations, 
Natural Resources Defense Council allowed 
to intervene in suit, group’s motion for 
change of venue denied (DC IIl) 348 

Supersonic aircraft 

—New York Port Authority’s decision to 
prohibit operation at Kennedy International 
Airport for six months, challenging suit fil- 
ed by two foreign airlines, motion of in- 
dividuals, associations, and towns to in- 
Nee defendants in action denied (DC 


—Transportation Secretary’s decision to per- 
mit operation for limited trial period up- 
held, request for stay denied by Chief 
Justice Burger (CA DC) 124 


Waste treatment, areawide management 
grant funds, EPA ordered to release $136.4 
million in unspent fiscal 1973 and 1974 
funds (DC DC) 59; final court order requir- 
ing funds to remain available until Sept. 
1977, EPA required to promulgate 
regulations to implement terms of order 
197; new allocation formula proposed by 
EPA in response to court order, text 495, 
527 


LOUISIANA 


Air quality implementation plan, portions 
found inadequate to attain and maintain 
national standards, revisions requested, 
EPA 500 


M 


MANAGEMENT AND BUDGET, OFFICE OF 


Motor vehicles,.proposed EPA regulations to 
establish selective enforcement audit of 
assembly line vehicles under review, in- 
cremental cost-effectiveness analysis being 
studied 288; Muskie (D-Me) requests EPA 
to provide information on status of 
regulations 385; regulations adopted by 
EPA requiring compliance by 60 percent of 
vehicles coming off assembly line, EPA to 
monitor implementation of program, Train 
491 


National parks system, deterioration seen 
resulting from OMB’s funding recommen- 
dations, resources found inadequate to 
carry out mandated tasks, House Govern- 
ment Operations Committee report 504 

Sewage treatment construction grants, outlay 
authority ceiling for EPA program lifted in 
effort to avert projected $150 million short- 
fall 61; President asks Congress for ad- 
ditional $200 million to avert shortfall 232 


MARINE AFFAIRS 


See COASTAL ZONES; CONTINENTAL 
SHELF; OCEANS; SHIPS AND BOATS 
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MARYLAND 


Air quality implementation plan, EPA ap- 
proves revision extending compliance 
deadline for installation- of vapor recovery 
equipment on gasoline-dispensing tanks 389 

Bethlehem Steel Co. given one year to reduce 
discharges into Chesapeake Bay, firm’s 
request for deadline extension rejected, 
Natural Resources Dept. 469 

Chesapeake Bay, study finds waters relative- 
ly free of chlorinated hydrocarbons, ac- 
cumulations of toxic substances in shellfish 
reported, recommendations to prevent in- 
creased contamination outlined, Natural 
Resources Dept. 48 

Potomac Electric Power Co. agrees to pay 
fine for violating air pollution rules and 
make improvements at three generating 
plants, consent agreement 304 


MASSACHUSETTS 


Air standards, state delegated authority to en- 
force performance standards for new 
stationary sources and national emissions 
standards for hazardous pollutants, EPA 69 

Highway widening project, impact statement 
prepared by private consulting firm 
did not violate NEPA, lower court’s denial 
of preliminary injunction upheld (CA 1) 384 


MEETINGS 
See CONFERENCES AND MEETINGS 


MICHIGAN 


Chemical firm’s discharges into White Lake, 
Natural Resources Dept. charges firm with 
exceeding water permit restrictions 304 


MINING 


See also COAL; EFFLUENT LIMITATION 
GUIDELINES, subheads: Mineral mining, 
Ore mining; LEGISLATION, FEDERAL, S 
391; STRIP MINING 

Florida phosphate mining lands, elevated 
levels of radioactive radon found at sites, 
interim recommendations for construction 
on reclaimed lands issued, EPA 390 

Reserve Mining Co. fined over $1 million for 
taconite discharges into Lake Superior, 
firm found violating state water discharge 
permit and court rules relating to discovery 
(DC Minn) 3; firm files appeal of fine 31; 
onland disposal site proposed by firm re- 
jected as unsuitable, feasible alternative 
sites exist, state hearing officer’s decision 
227; court orders Minnesota to decide by 
July 1 on firm’s application for onland dis- 
posal, firm’s statement challenges hearing 
officer’s findings 351; firm ordered to halt 
discharges into lake within one year, appeal 
filed (DC Minn) 463 

Uranium mining leases issued to Exxon Corp. 
suspended sory Mie aa impact 
analysis, Interior Dept. 395 

Wyodak Resources Development Corp., Wyo., 
firm found mining outside boundaries of 
permit on lands not affected by state 
reclamation plan, $10,000 fine assessed, 
Environmental Quality Dept. 544 


MINNESOTA 


Environmental permits, legislation creating 
coordination unit approved by governor, use 
of master application for proposed projects 
authorized 143 

Hazardous waste, public meetings to consider 
draft regulations scheduled, Pollution Con- 
trol Agency 363 
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Phosphate detergent products banned by 
Pollution Control Board, manuacturers at- 
tack move as economically unsound 46 

Polychlorinated biphenyls, legislation 
limiting sale and use approved by governor 
210 


MIREX 
See PESTICIDES 


MISSISSIPPI 


Mirex, state Agriculture Dept. and EPA sign 
agreement transferring registration of 
pesticide from chemical firm to state 50 

Vicksburg Chemical Company’s discharge of 
herbicide into bayou causing fish kill, fine 
imposed, Air and Water Pollution Control 
Commission 304 


MISSOURI 


Air quality implementation plan, portions 
found inadequate to attain and maintain 
national standards, revisions requested, 
EPA 500 

Environmental improvement projects, 
legislation authorizing sale of securities of 
finance projects approved by governor 365 

Petroleum liquid storage, loading, and 
transfer regulations, hearing scheduled to 
consider amendments, Air Conservation 
Comm. 363 

Power plants prohibited from using 
petroleum products as primary energy 
source, compliance date extensions proposed 
by EPA under energy-related authority 
rules, comments requested, text 68, 96 


MONOGRAPHS 


Federal Agency NEPA Procedures, Druley 
... Mono. No. 23 

NEPA and Energy Supply: A Case Study of 
the Effects of Sierra Club v. Morton on Coal 
Production in the Northern Great Plains, 
Tiefer ... Mono. No. 22 


MOTOR VEHICLES 


California 

—Emission control program, waivers to 
Clean Air Act requirements requested by 
state to be discussed, public hearing 
scheduled, EPA 553 

—Exhaust emissions certification, legislation 
governing tests for 1977 and subsequent 
year vehicles approved by governor 513 

Carbon monoxide control devices, recent 
evidence indicates rapdi deterioration of 
devices in 1975 model vehicles, states urged 
to continue reliance on federal controls 
for attaining national ambient standards, 
Strelow memo 535 

Diagnostic equipment demonstration pro- 
jects, legislation extending projects signed 
by President 500 

District of Columbia air pollution emergen- 
cies, EPA requests federal agency officials 
to submit contingency plans for curbin 
vehicle use, Train 130; EPA requests OM 
to review federal policy of subsidized park- 
ing for government employees in D.C. area, 
Train letter 470 

Emission-related problems, 25 classes of 
vehicles under investigation for possible 
recall, list released by EPA, Legro 467 

Emissions standards 

—Assembly line audit of vehicles, proposed 
EPA regulations to establish selective en- 
forcement audit under review by OMB, in- 
cremental cost-effectiveness analysis being 
studied 288; Muskie (D-Me) requests EPA 
to provide information on status of 


regulations 385; regulations adopted by 
EPA requiring compliance by 60 percent of 


vehicles coming off assembly lines, EPA to 
monitor implementation of program, Train 
491: regulations formally adopted 539 

—Carbon monoxide, EPA tests indicate large 
number of 1975 vehicles exceed federal 
standards, auto makers requested to report 
plans for correcting problem, Train 518; 
three major manufacturers deny EPA 
claims that emissions failures were caused 
by maladjustments, comments 548 

—Certification for 1978 model vehicles, 
manufacturers can begin process by using 
1977 standards or stricter rules, firms 
warned that actions will be at their own risk 
due to possibility of Congressional changes 
in standards, Stork 347 


—Heavy-duty engines for 1979 and later 
model years, EPA proposes revisions to 
tighten standards, text 134, 150 

—High-altitude certification of 1977 light-duty 
vehicles, clarifying technical amendments 
to regulations adopted, EPA 507 

—House amendments to Clean Air Act (HR 
10498), emission rules expected to come 
under attack on House floor, Dingell (D- 
Mich) amendment to ease standards seen 
as industry’s last chance for having rules 
relaxed beyond timetable in legislation 27; 
General Motors Corp. stockholders told to 
urge Congress to support amendment to 
ease standards, Murphy 135; group of 
Congressmen urge quick floor aciton to 
allow manufacturers adequate lead time to 
meet 1978 standards, letter to Speaker 
Albert 350 

—Low emission vehicle certification, Sesco to 
submit application to EPA, comments re- 
quested 362 

Federal Government employees in 
Washington, D.C., area, EPA requests 
OMB to review federal policy of subsidized 
parking, Train letter 470 


Gasoline 
—Benzene-related compounds used as “anti- 
knocks agents,’ additional research 


recommended on health effects and 
probable emission levels, National 
Research Council report 505 

—California criteria and test procedures for 
auxiliary fuel tanks, hearing scheduled to 
consider amendment, Air Resources Board 
363 

—Fuel economy, regulations and test 
procedures for 1977 and later model 
vehicles proposed by EPA, text 134, 172 

—Lead additives in gasoline, EPA regulations 
limiting use upheld by appeals court, in- 
dustries petition for Supreme Court review 
30: review denied, comments and reactions 
283: EPA to resume enforcement of 
regulations requiring refiners to limit lead 
content, comments requested on impact of 
overall lead phase-down schedule 438 

—Registration date for fuels and fuel ad- 
ditives postponed for two months, EPA 140 

—Retailers committing negligent acts of un- 
leaded gasoline contamination, EPA acted 
arbitrarily and capriciously in holding 
refiners vicariously liable (CA DC) 448 

General Motors Corp., adoption of catalytic 
emission control system cited as ‘‘most 
significant step” taken by firm for emission 
control in 1975 model year, report on public 
interest programs 210 

New Jersey inspection/maintenance program 
found reducing carbon monoxide and 
hydrocarbon emissions, rhe sar results 
detailed, Environmental tection Dept. 
report 544 

Ohio vehicles failing to pass emissions oa eh 
tion test, EPA orders state to withhold 
license plates 391 

Training of auto mechanics for maintenance 
and repair of emission control systems, 
EPA to award $5,000 grant to New Jersey 
in developing program 477 


Urban areas, growing problem of congestion 
and pollution seen leading to designation of 
‘‘auto-restricted zones,”’ five cities selected 
to participate in demonstration projects, 
Tieman 211 

Volvo three-way catalyst system, prototype 
tested by EPA, preliminary data finds vehi- 
cle bettering 1977 Calif. emission stand- 
ards, ated emissions found produced 
under malfunctioning conditions, draft 
paper issued, Stork 286; assertions that 
emissions and fuel economy results ob- 
tained from vehicle warrant stricter emis- 
sion standards refuted, Dingell (D-Mich) 
538 


N 


NATIONAL ACADEMY OF SCIENCES 


Fluorocarbon-ozone depletion theory, final 
report on scientific bases delayed to in- 
vestigate potentially promising additional 
reaction involving formation of chlorine 
nitrate 39 


NATIONAL BUREAU OF STANDARDS 


Photochemistry conference, ozone depletion 
theory from reaction with chlorofluorocar- 
bons, validity defended, Molina, other com- 
ments 391 


NATIONAL COMMISSION ON WATER 
QUALITY 


Report to Congress on amending Federal 
Water Act, Dingell (D-Mich) requests GAO 
evaluation to determine whether contrac- 
tors had any potential conflict of interest, 
officials see request as effort to discredit 
report and recommendations 30; National 
Audubon Society critical of recommended 
amendments, easing and postponement of 
water quality deadlines opposed, summary 
207 


NATIONAL ENVIRONMENTAL POLICY ACT 


See ENVIRONMENTAL IMPACT 
STATEMENTS 


NATIONAL GOVERNORS’ CONFERENCE 
See CONFERENCES AND MEETINGS 


NATIONAL OCEANIC AND ATMOSPHERIC 
ADMINISTRATION 


Atmospheric difusion processes to be studied, 
giant balloon to be launched as part of Pro- 
ject Da Vinci 143 

Coastal zone management, $2 million grant 
for carrying out first federally approved 
program awarded to Washington 449 


NATIONAL PARK SERVICE 


Resources found inadequate to carry out man- 
dated tasks, deterioration of parks system 
seen resulting from OMB’s funding 
recommendations, House Government 
Operations Committee report 504 


NATIONAL POLLUTANT DISCHARGE 
ELIMINATION SYSTEM 


See WATER QUALITY STANDARDS, sub- 
head: Discharge permit program 
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NATIONAL RESEARCH COUNCIL 


Benzene, increased research recommended 
on health effects, probable emission levels, 
and possible controls, report by panel on 
vapor-phase organic pollutants 505 

Fuel combustion products, protocols for 
determining toxicological effects of pollu- 
tion, lack of knowledge and outlays seen 
hindering establishment, Toxicology Com- 
mittee report 394 

Global Environmental Monitoring System 
(GEMS), recommendations for early ac- 
tions issued, International Environmental 
Programs Committee report 211 


NAVY 


Ship pollution abatement program, plans for 
installing sewage systems and oil pollution 
abatement operations proceeding on 
schedule, completion by fiscal 1981 pro- 
jected 518 


NEBRASKA 


Air quality implementation plan, EPA ap- 
proves revision extending compliance dates 
for 73 sources 237; revision approved by 
EPA to make administrative clarifications, 
add visible emissions rule, amend variance 
procedures, and provide for new source per- 
formance standards 361; portions found in- 
adequate to attain and maintain national 
standards, revisions requested, EPA 500 


NEVADA 


Hotel and casino construction, citizens’ suit 
seeks halt due to potential violations of am- 
bient air standards, Human Reosurces 
Dept. charged with acting arbitrarily and 
capriciously in granting complex source 
permits 31 

Water supplies may be ‘‘critically low’’ for 
users who depend on rivers flowing from 
Sierra Nevadas, Soil Conservation Service 
144 


NEW HAMPSHIRE 


Air standards, state delegated authority to en- 
force performance standards for new 
stationary sources and national emissions 
standards for hazardous pollutants, EPA 69 

Nuclear generating station’s proposed dis- 
charge of thermal wastes, hearing sched- 
uled to consider request to suspend ee 
sions of permit, Water Supply and Pollution 
Control Commission 364 


NEW JERSEY 

Air quality implementation plan, EPA ap- 
proves revision regarding mass transit in- 
centives program 22; EPA proposes revi- 
sion to increase applicable sulfur-in-fuel 
limitations for 17 facilities, text 134, 149; 
EPA approves revision amending state’s 
regulations for controlling hydrocarbon 
emissions from storage of volatile organic 
substances and from transfer operations 
442: revision relaxing sulfur-in-fuel 
regulations for 17 sources approved, EPA 
475 


Automobile emission control systems, train- 
ing of mechanics for maintenance and 
repair, state to be awarded $5,000 grant 
from EPA in developing program 477 _ 

Camden sewage treatment facilities, city 
ordered to repair, restore, and maintain 
two plants and submit periodic progress 
reports to EPA and court (DC NJ) 535 


Motor vehicles, stringent inspec- 
tion/maintenance program found reducing 
carbon monoxide and hydrocarbon 
emissions, results detailed, Environmental 
Protection Dept. report 544 


NEW MEXICO 


Air quality implementation plan, portions 
found inadequate to attain and maintain 
national standards, revisions requested, 
EPA 500 


NEW YORK 


Aerosol products containing chlorofluorocar- 
bons, labeling regulations adopted, En- 
vironmental Conservation Dept. 135 

Air quality implementation plan, EPA 
proposes revision establishing special 
limitations for sulfur-in-fuel content for 
various power plants, text 134, 148; EPA 
approves revision establishing special sul- 
fur-in-fuel limitations for three sources 500 

Environmental Conservation Commissioner 
Reid resigns, Berle named by governor as 
replacement 21 

General Electric Co. discharges of 
polychlorinated biphenyls into Hudson 
River, Environmental Conservation Dept. 
has power to force firm to pay for cleanup 
and restoration costs, hearing officer’s 
statement 47; legal division of En- 
vironmental Conservation Dept. requests 
hearing officer to assess maximum fine 
201; firm files brief with hearing officer, 
assessment of penalties opposed 363 

Lake Champlain vessels, EPA certifies that 
adequate sanitation facilities are available 
363° « 


Power plant’s compliance with air pollution 
requirements, EPA issues revision to 
proposed extension under energy-related 
authority rules, text 305, 310 

Sewage storage tank explosion in Long Island, 
N.Y., threat of pollution prompts Nassau 
County Health Dept. to temporarily close 
beaches, cause of blast unknown 233; most 
beaches in Nassau and Suffolk Counties 
reopened following massive cleanup ef- 
forts, list of probable major and minor 
sources of pollution published by EPA 397 

Subway noise levels, lower court’s dismissal 
of challenging suit for lack of standing af- 
firmed, city’s failure to adopt standards not 
illegal (NY CtApp) 540 

Supersonic aircraft, Port Authority’s decision 
to prohibit operation at Kennedy Inter- 
national Airport for six months, challenging 
suit filed by two foreign airlines, motion of 
individuals, associations, and towns to in- 
tervene as defendants in action denied (DC 
NY) 464 

Tidal Wetlands Act, hearings scheduled to 
consider implementation regulations, En- 
vironmental Conservation Dept. 364 

Transportation control plan, right of citizens 
to sue for enforcement limited, suit to en- 
force plans authorized only to extent that 
state or city is actual polluter in violation of 
standards (DC NY) 539 

Water quality standards, court declines to 
review EPA’s partial approval of revised 
standards, lack of jurisdiction cited (CA 2) 
462 


NITROGEN AND NITROGEN OXIDES 


Lignite coal-fired steam generators, nitrogen 
oxides emissions limits proposed by EPA 
for new or modified plants, draft source 
performance standards circulated for in- 
teragency review 444 

Texas regulation governing nitrogen dioxide 
emissions from gas fired steam generating 
units amended to exempt certain existing 
units, Air Control Soard- 513 


(ER) 19 


NOISE 


Airport noise control, ordinance limiting 
operations at airport owned and operated 
by municipality upheld, ordinance not 
preempted by federal regulation, 
Pct te injunction denied (DC Calif) 


Jet noise at airport, persons who successfully 
sued to obtain damages awarded attorneys’ 
fees and litigation costs (Calif SuperCt) 31 

Noise Control Act of 1972, bill extending 
authorization through fiscal 1977 approved 
by President, additional funds provided for 
EPA’s control program 240 

Subway noise levels, lower court’s dismissal 
of challenging suit for lack of standing af- 
firmed, New York City’s failure to adopt 
standards not illegal (NY CtApp) 540 

Supersonic aircraft, noise from takeoff and 
approach at Dulles International Airport 
cama, FAA figures released, McLucas 


NORTH CAROLINA 


Air quality implementation plan, EPA ap- 
proves revision revoking state’s annual and 
24-hour standards for sulfur dioxides and 
24-hour standard for nitrogen dioxides and 
one them equal to national standards 

1 

Chemical firm’s discharge of nutrient-laden 
wastewater into river causing abnormal 
algae growth, firm cited for discharges 
without permit, Environmental Manage- 
ment Div. 469 

Discharge permit program, regulations 
adopted governing issuance of permits for 
wastewater discharges, regulations 
prescribing effluent limits for municipal 
discharges adopted, Natural and Economic 
Resources Dept. 75 

Power plant’s compliance with Emissions 
limitations, EPA proposes extension under 
re cnmessy authority rules, text 360, 
3 


NUCLEAR POWER 
See ATOMIC ENERGY 


O 


OCEANS 

Dumpin 

ee also LEGISLATION, FEDERAL, S$ 

147 

—Alternatives alleged to be more en- 
vironmentally hazardous than dumping, 
EPA General Counsel Frick cites agency's 
lack of authority to block implementation, 
letter to National Wildlife Federation 353 

—Ethyl Corp. permit allowing cadmium- 
sodium sludge dumping in Gulf of Mexico, 
one-year extension granted, EPA 517 

—New Jersey city’s permit to dump sewage 
sludge off Maryland’s coast, EPA Region 
III ordered to hold public hearing on per- 
mit, injunction against dumping rejected 
(DC Md) 63 

—Organochlorine wastes, EPA proposes 
northwestern section of Gulf of Mexico be 
designated as site for higher temperature 
incineration, text 18, 23 

—Philadelphia’s dumping permit extended by 
EPA for one year, strict limits on sludge 
dumping included 295 

—Radioactive waste dumping sites, small 
concentrations of radioactivity found leak- 
ed from containers, EPA survey results 
ie by Dyer, Congressional probe like- 
y 


20 (ER) 


OCEANS—Contd. 
Dumping—Contd. 


—Regulations and criteria for transporting 
wastes for dumping, revisions proposed by 
EPA, text 388, 409; draft impact statement 
issued, beneficial and adverse effects from 
dumping permitted or denied under criteria 
projected, alternatives to revision listed 
552; National Wildlife Federation critique 
cites defects in proposed revisions which 
would make regulations difficult to enforce 
556 


—Sewage discharges, EPA publication of 
proposed regulations in Federal Register 
not imminent, extensive draft revisions 
projected 40 . 

—Sewage sludge dumping in New York bight 
area, EPA public hearing on permit 
applications, National Wildlife Federation 
urges phase-out by 1981, recommendations 
presented, Kamlet 43; applications for in- 
terim dumping permits approved by Region 
II Administrator Hansler, halt to sludge 
dumping in Atlantic Ocean by 1981 
specified in setting compliance schedules, 
new disposal techniques to be required 496 

—Waste disposal sites, report available, NTIS 
212 


Law of the Sea Treaty, deep seabed portion of 
negotiating text unsatisfactory to U.S. in 
treatment of several issues, U.S. strongly 
opposed to any state quota or restrictions 
on access to mining production, Learson, 
Senate hearings 132 

National Planning Conference on Commercial 
Development of Oceans, creation of 
cabinet-level department for environment 
and oceans proposed, Hollings (D-SC) 303 

Oil spills, see OIL AND GAS 

Public Law Institute’s Ocean and Coastal Law 
Conference, state and federal conflicts over 
management of outer continental shelf 
lands and coastal zones cited as major 
issues, Curlin, other speakers 20 

Seapower symposium, world’s navies seen 
‘virtually immune’ from international 
regulation of environmental standards, con- 
cept of “‘universal port state enforcement”’ 
may be accepted by Law of the Sea 
Conference, Train 475 

U.S. and France announce joint program to 
develop methods of protecting ocean and 
resources, major areas of effort announced 
76 


OFFICES 


See other parts of title and specific subject 
headings 


OHIO 


Armco Steel Corp. required to rehabilitate 
coke ovens and control particulate 
emissions in attempt to bring facilities into 
compliance with state air quality rules, 
consent agreement signed with state and 
federal EPA 544 

Eastlake city charter that bars land use 
changes without citizen referendum, legali- 
ty upheld, provision does not violate due 
process rights of landowner who applied for 
zoning change (US SupCt) 348 

Mahoning River Valley iron and steel plants, 
state EPA schedules hearing to consider 
proposed water quality standard revisions 
363; EPA ruling exempting plants from 
1977 effluent limitations, state 
downgrading water standards to make 
them consistent with ruling, government 
and industry officials question approach 
during state EPA hearing, comments 473 

Motor vehicles in Hamilton County failing to 
pass emissions inspection test, state 
ordered to withhold license plates, EPA 391 


ENVIRONMENT REPORTER — May 7—July 30, 1976 


Open burning regulations amended to prohibit 
burning of ‘‘economic poisons’’ by 
agricultural operations, state EPA 142 

Republic Steel Corp. signs consent order with 
city of Cleveland to permit operation of new 
coke oven battery 304; consent agreement 
signed by state EPA, firm to improve 
facilities to comply with air pollution con- 
trol laws 469 

Strip mining firm’s discharge of acid water, 
violation of state reclamation laws charg- 
ed, fine imposed, Natural Resources Dept. 
142 


OIL AND GAS 


See also LEGISLATION, FEDERAL, HR 
11163 

American Petroleum Institute, environmen- 
tal research program for 1976 to concen- 
trate on fate and effect of oil in environ- 
ment, annual status report 135 

Fuel combustion products, protocols for 
determining toxicological effects of pollu- 
tion, lack of knowledge and outlays seen 
hindering establishment, National Re- 
search Council report 394 

Gasoline, see MOTOR VEHICLES 

Missouri regulations governing petroleum li- 
quid storage, loading, and transfer, hearing 
scheduled to consider amendments, Air 
Conservation Commission 363 

Natural gas, Calif. authorities petition FPC to 
allow Southern Calif. counties to directly 
purchase intrastate gas for boiler fuel dur- 
ing pollution emergencies 551 

Nondegradation of air quality, increase in oil 
consumption by utilities projected if power 
plants are required to install scrubbers to 
meet proposed Clean Air Act amendments, 
Federal Energy Admn. estimates issued, 
EPA critique chllenges conclusions 137; 
studies projecting amendments as con- 
straining coal development and increasing 
oil consumption criticized by EPA, 
questionable assumptions cited, Ryan 237; 
environmental lobbying group criticizes 
FEA study, incorrect interpretations and 
unrealistic predictions cited, Ayres 305 

Oil spills 

—Coast Guard proposed regulations for 
segregated ballast on tankers entering U.S. 
navigable waters, Council on Wage and 
Price Stability urges substitution of less 
costly control method 475 

—Sampling and measurement of oil films 
thickness, two techniques devised by Naval 
Research Laboratory scientists 557 

—Virginia governor approves legislation 
governing liability 145 

Petroleum refining industry, economic 
effects of environmental controls pro- 
jected, EPA study released 238 

Santa Barbara Channel oil drilling, request 
for preliminary injunction to bar Interior 
Dept. from approving activities pending 
NEPA compliance denied (DC Calif) 541 

Shale oil waste, Interior Dept. urges passage 
of legislation (HR 11163) to give additional 
statutory authority to issue leases for off- 
site disposal, Farrand, House hearings 357 

Standard Oil Co. of Ohio 

—Alaskan oil, proposed facilities to transport 
oil through Calif., Air Resources Board 
predicts construction will have severe air 

uality impact, analysis submitted to FEA, 

Onin 494 

—Waste oil recovery project being conducted 
with local environmental group 549 

Waste oil recycling, study sees need for key 
government role in recovery and disposal, 
Council on Environment of New York City 
556 


ORE MINING 
See EFFLUENT LIMITATION GUIDELINES 


OREGON 


Air quality implementation plan, revision 
amending preconstruction review  reg- 
ulations for new or modified indirect 
sources approved, EPA 361; EPA requests 
revisions to correct deficiencies in attain- 
ment of ambient standards, text 442, 450 

Discharge permit program and Water Pollu- 
tion Control Facilities permits, regulations 
prescribing requirements and procedures 
for obtaining permits adopted, En- 
vironmental Quality Dept. 513 

Open burning regulations for Willamette 
Valley amended, permits and other re- 
quirements summarized, Environmental 
Quality Dept. 445 


ORGANIC CHEMICALS INDUSTRY 
See EFFLUENT LIMITATION GUIDELINES 


OUTER CONTINENTAL SHELF 
See CONTINENTAL SHELF 


P 


PANAMA CANAL 
See CANAL ZONE 


PAPER 


See also EFFLUENT LIMITATION 
GUIDELINES, subhead: Pulp, paper, and 
paperboard industry 

Ketchikan Pulp Co., Alaska, failure to con- 
struct secondary wastewater treatment 
facilities at mill, enforcement actions 
ree firm postponed until 1977, Coate 


Log driving operations, appeals court ruling 
requiring permit under Refuse Act, paper 
firms petition for Supreme Court review 31 

Price increases in paper products, only 
moderate portion can be attributed to pollu- 
tion control standards, Lipshutz, other 
testimonies, Wage and Price Stability 
Council hearing 71 

Recycled paper, elimination of tax subsidies 
for pulpwood use and tightening of en- 
vironmental regulations recommended to 
improve market, Skinner, other speakers, 
conservation and recycling symposium 79 


PARTICULATE MATTER 


Alabama emissions limits Portland cement 
plants, revision to air quality plan ap- 
proved, EPA 44 

Ambient air standard, over half of air control 
regions found violating standard, EPA 
report to Congress 64 

Armco Steel Corp., Ohio, firm to rehabilitate 
coke ovens and control particulate 
emissions in attempt to bring facilities into 
compliance with state air quality rules, 
consent agreement signed with state and 
federal EPA 544 

Background particulates, Domenici (R-NM) 
introduces amendment to clean air legisla- 
tion (S 3219) to deal with problem, severe 
constraints on development in rural areas 
cited 67 

District of Columbia boiler facilities found in 
violation of particulate limitations, com- 
pliance ordered (DC DC) 284 


Emissions decline reported from 1970 
through 1974, EPA report on 1974 air quali- 
ty and monitoring trends 66 

Ferroalloy arc furnances, performance stan- 
dards limiting emissions adopted EPA 18 
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PARTICULATE MATTER—Contd. 


Fine particulates, long-range control strategy 
may require regulation of specific 
categories rather than setting ambient 
standard, EPA’s regulatory approach out- 
lined, Padgett 441 

Illinois 

—Air furnace emissions, Pollution Control 
Board schedules hearing to consider stan- 
dards 137 

—Primary ambient standards generally 
achieved, state EPA annual air quality 
report 142 

North American Refractories Co., Pa., con- 
sent agreement signed with environmental 
agency for control of particulates from tar 
impregnation operation 304 

Public health standard, scattered violations 
recorded in New England during 1975, EPA 
Region I 516 

Republic Steel Corp. operating new elec- 
trostatic precipitators at Cleveland 
facilities to remove particulate emissions 
caused by firing boilers 550 


PENNSYLVANIA 


Air quality implementation plan, EPA ap- 
proves two revisions regarding sulfur oxide 
emissions from zinc smelters and attain- 
ment of sulfur dioxide standard in 
metropolitan Philadelphia 21; EPA 
‘proposes revision to delay effective date of 
sulfur-in-fuel requirement for metropolitan 
Philadelphia control region, text 44, 53 

Allegheny County’s severe air pollution 
episode, EPA report linking 14 deaths to 
episode, National Clean Air Coalition seeks 
congressional investigation, Pomerance 8; 
U.S. Steel Corp. accuses EPA of telling 
“blatant’’ lies about firm’s role during 
episode, Smith 77; two studies sponsored by 
U.S. Steel Corp. refute conclusions in EPA 
report, misleading and erroneous aSsump- 
tions cited 355 

Iron and steel effluent guidelines, state 

uestions legality of EPA’s exemption of 
Ohio’s Mahoning River Valley plants, op- 
tions in challenging exemption under con- 
sideration, Gibertson and Goddard com- 
ment 7; state files suit challenging exemp- 
tion, other actions on water standards un- 
der consideration 287; Lieutenant Governor 
Kline requests EPA to revoke exemption, 
state Environmental Resources Dept. files 
petition in Ohio challenging 16 proposed dis- 
charge permits 354 

North American Refractories Co., par- 
ticulates from tar impregnation operation, 
consent agreement signed with En- 
vironmental Resources Dept. for control of 
emissions 304 

Philadelphia’s ocean dumping permit extend- 
ed by EPA for one year, strict limits on 
sludge dumping included, terms of new per- 
mit summarized 295 

Pollution incident prevention program plans, 
two firms requested to submit plans, En- 
vironmental Resources Dept. 142 

Uranium enrichment facility issued air pollu- 
tion abatement order requiring installation 
of control equipment, Environmental 
Resources Dept. 447 


PESTICIDES 


Animal drugs, jurisdiction over new 
pesticidal drugs assumed by FDA, joint 
arrangement with EPA ended 396 

Chlorobenzilate, notice of rebuttable 
presumption issued against pesticides con: 
taining substance, manufacturers given 45 
days to show why further production and 
sale should not be stopped, possible threat 
to human health cited, EPA 388 


through 13 


DDT 

—Agriculture Dept. petitions EPA for ex- 
perimental permit to use pesticide on cot- 
ton 47 

—Emergency use for controlling rabid bats, 
Center for Disease Control authorized to 
issue local health departments exemption 
for use of DDT wettable power, EPA 393 

—Rodent fleas, Calif. and Colo. request to use 
DDT dust approved, EPA 393 

Defense Dept. prepares management plan to 
be submitted for EPA approval 365 

Dutch elm disease, EPA approves use of new 
pesticide Lignasan BLP for treatment, 
Train 75 

Effluent standards proposed by EPA for 
manufacturers and formulators of aldrin, 
dieldrin, DDT, DDD, DDE, endrin, and tox- 
aphene, text 304, 311; hearing on proposed 
standards, EPA-recommended criteria 
seen adequate to protect aquatic life, 
Guarraia, other testimonies, list 550 

Endrin, pesticide found showing hazardous 
characteristics, notice of rebuttable 
presumption against registration to be 
issued, EPA 505; notice published 551 

EPA draft strategy document, revision 
described at advisory committee meeting, 
issues for revision identified, Talcott, other 
speakers 73 

Federal Insecticide, Fungicide and Roden- 
ticide Act violations, five Oregon and 
Washington firms agree to pay $3,000 in 
penalties, EPA Region X 48 

Field testing of eight pesticides approved by 
EPA, DDT mixture and other compounds to 
be tested to determine effectiveness 
against cotton bollworm and_ tobacco 
budworm 72 

Health care for persons suffering from 
pesticide poisoning, EPA and HEW Dept. 
initiating training program to improve care 
and treatment, tentative schedule for 
future courses issued 517 

Heptachlor.and chlordane manufacturer 
refuses to comply with EPA request to 
recall existing stocks of suspended 
pesticides, lack of authority cited, Mitchell 
letter, Legro response 67; study com- 
missioned by firm projects major economic 
impacts from suspension of two pesticides, 
results contradict EPA cost figures, Zin- 
ninger 356 

Information which may be given confidential 
treatment under Federal Insecticide, 
Rodenticide and Fungicide Act defined, 
Zener memo 66 


Kepone 

—Chesapeake Bay fish possibly contaminated 
by pesticide, Virginia Governor Godwin an- 
nounces no further action will be taken to 
halt fishing at present time 553 

—Registration of 12 ant and roach products 
containing Kepone to be cancelled, EPA 
3 


—Virginia chemical firms and city indicted 
for waste discharges into James River, 
violation of Federal Water Act and Refuse 
Act alleged 29; city of Hopewell found guil- 
ty on 10 counts of violating water pollution 
laws, fine and five-year probation imposed 
(DC Va) 391; single felony charge against 
Allied Chemical Corp. dismissed, mis- 
demeanor counts remain (DC Va) 469 


Mirex 

—Fire and control, four states begin program 
in cooperation with Agriculture Dept. 209 

—Mississippi Agriculture Dept. and EPA sign 
eats transferring registration from 
chemical firm to state 50 

—Traces of pesticide found in one-third of 
human fatty tissue samples taken in 
southeastern states, tests performed under 
EPA contract 506 


Ohio open burning regulations amended to 
prohibit burning of ‘‘economic poisons’’ by 
agricultural operations, state EPA 142 


(ER) 21 


OMPA, EPA to prohibit any new manufacture 
and marketing of pesticide 388 

Preventive pest control, EPA will not initiate 
enforcement action against persons using 
registered pesticide under certain con- 
ditions, enforcement policy statement 476 

Registration and regulation seminar spon- 
sored by Center for Continuing Education, 
EPA seen too conservative in carrying out 
programs, alternatives to pesticides in 
current use urged, Zener, other speakers 42 


Registration of pesticide products, EPA 
policy statement on data requirements 
issued, notice explains policy pending 
publication of final guidelines 206 

Sales campaigns by telephone, EPA and other 
federal and state agencies warn farmers of 
companies making deceptive claims for 
weed controls products 49 

Strobane, EPA to prohibit any new manufac- 
ture and marketing of pesticide 388 

Toxicants under Federal Insecticide, 
Fungicide, and Rodenticide Act, appeals 
court decision that EPA’s order cancelling 
registrations did not require impact state- 
ment, Supreme Court review denied 199 

Toxicity test reports submitted by pesticide 
manufacturers and formulators, EPA to in- 
itiate selective auditing program 438 


PETROLEUM 
See OIL AND GAS 


PHOSPHATE INDUSTRY 
See EFFLUENT LIMITATION GUIDELINES 


PHOTOGRAPHIC PROCESSING PLANTS 
See EFFLUENT LIMITATION GUIDELINES 


POLITICAL PARTIES 


Democratic Party 

—Platform Committee adopts platform 
pledging continued work for environmental 
quality and economic growth, positions on 
resource recovery and energy development 
included 362 

—Presidential nominee Carter’s record on en- 
vironment and energy praised by both con- 
servationists and businessmen, comments 
459 


POLYCHLORINATED BIPHENYLS 
See CHEMICALS AND CHEMICAL IN- 
DUSTRY 


POTATO PROCESSING INDUSTRY 
See EFFLUENT LIMITATION GUIDELINES 


POWER PLANTS 


See ATOMIC ENERGY; ELECTRIC 
POWER 


PRESIDENT OF THE UNITED STATES 


Clean Air Act Amendments (HR 10498, S 
3219), President opposes automotive emis- 
sion and nondegradation provisions, serious 
economic and energy reservations cited, 
letters to House and Senate committee 
chairmen, comments and reactions 195 

Congress urged to pass amendments to air 
and water pollution control legislation 
before end of current session, action on 
other unfinished legislation urged 548 

Executive Office, see LEGISLATION, FED- 
ERAL, HR 10230 
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PROCUREMENT 


Commerce Dept. 

—Construction of facilities for 1980 Winter 
Olympics at Lake Placid, N.Y., en- 
vironmental impact study, awarded 398 
PA 


—Air Pollution Training Institute, operations 
and management, awarded 510 

—Air quality and emissions data, statistical 
analysis, awarded 510 

—Ammonia, study of influence on tox- 
icological effects of inhaled sulfuric acid 
aerosols, contractor sought 210 

—Appalachian region energy development, 
technology assessment, contractor. sought 
398 


—Background hydrocarbons study and 
measurement of oxidant transport 
phenomena, awarded 144 

—Coal industry, analysis of economic impact 

. of effluent guidelines, awarded 398 

—Coal refuse piles slurry ponds, air pollution 
study, awarded 510 

—Copper smelter reverberatory furnace 
operations, definition and evaluation of sul- 
fur dioxide control techniques, awarded 144 

—Electroplating industry, economic analysis 
of impact of effluent guidelines, awarded 
398 

—Emission control technology division in 


Denver, Colo., basic testing support, 
awarded 144 
—Environmental assessment and control 


technology quality assurance programs 
development, awarded 398 

—Environmental assessment sampling 
system development, awarded 144 

—Environmental hazard assessment reports 
on selected chemical substances, technical 
writing and editing services, awarded 398 

—Environmental samples, quality control 
program to assess recovery levels and ex- 
traction efficiencies, awarded 210 

—Experimental, developmental, or research 
work, interim final procurement 
regulations issued, pilot and demonstration 
projects included 45 

—Fugitive emissions, information collection 
for use in development of state and local 
control strategy revisions, awarded 398 

—Fugitive hydrocarbon emissions, develop- 
ment of emission factors, contractor sought 
398 

—Groundwater contamination from waste 
disposal sources, contractor sought to 
provide guidance for assessing potential 
contamination 509 

—Hazardous materials spills, optimization of 
gelling agent, awarded 510 

—Hydrocarbons, supplemental sampling in 
Washington, D.C., awarded 510 

—Indoor air pollution, assessment, control, 
and health effects, awarded 210 

—Industrial plants allegedly threatened by en- 


vironmental regulations, economic and 
financial impact analysis, contractor 
sought 509 


—Japanese primary non-ferrous smelters, 
control study of sulfur dioxide, particulate 
and trace emissions, awarded 398 

—Land application of municipal wastewater, 
long-term effects to be studied under four 
contracts awarded, contract to prepare 
eet treatment design manual to be award- 
ed 36 

—Mass transit vehicles and equipment, 
preparation of environmental impact 
analysis, contractor sought 509 

—Mirex, traces of pesticide found in one-third 
of human fatty tissue samples taken in 
southeastern states, tests performed under 
contract 506 

—Municipal solid waste-derived fuels, study 
of effects of burning densified forms in in- 
dustrial, utility, and institutional stoker - 
fired boilers, awarded 510 

—New pollution control technologies, 
technical and economical assessments, 
awarded 510 
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—Niagara Frontier intrastate air quality con- 
trol region, emission inventory update and 
area source gridding, awarded 510 

—Nonresidential construction industry, study 
of impact of EPA-stimulated construction 
demands, contractor sought 210 

—Ozone and precursors, ambient monitoring 
in vicinity of major city using balloon- 
borne platform and aircraft, awarded 510 

—Pesticide hazard evaluation system 
development, awarded 210 

—Pesticides and substitute chemicals, tox- 
icological evaluation of impurities found in 
preparation, awarded 510 

—Pesticides benefit/risk analyses, 
methodology development, contractor 
sought 509 

—Pesticides in environment, scientific review 
and evaluation of fate transport and 
behavior, contractor sought 509 

—Photochemical oxidants, study of 
relationship to chronic respiratory disease 
in adolescents, awarded 144 

—Public water systems, study of methods of 
preventing and detecting surface spills of 
contaminants which may degrade un- 
derground water sources, contractor sought 
509 


—Pulp mill effluents, study of post-biological 
solids characterization, awarded 510 


—Quality assurance, contractors sought to 
evaluate and recommend procedures to 
guide biological research and environmen- 
tal carcinogen monitoring activity 144 


—Quality controls samples, contractors 
sought to produce samples of trace metals, 
nitrate and fluoride turbidity, chlorinated 
hydrocarbon pesticides, and chlorophenox- 
ys 144 
—Radionuclides in environmental samples, 
contractor sought to provide radiochemical 
analysis 210 
—Resource management strategies develop- 
ment, awarded 144 
—Resuspended particulate matter from pav- 
ed streets, technical support document for 
control, awarded 510 
—Sewage treatment construction grants 
program 
——Administrative determination that low 
bid on contract was nonresponsive 
reversed, grantee sewer district’s 
original contract award reinstated (DC 
Ohio) 462 

——Procurement of architectural and 
engineering services, subagreement 
rules remain subject of controversy 
between program officials and consulting 
engineers, Zorc, other comments 11 

—Sewer overflows and stormwater dis- 
charges, fiscal 1976 survey of needs for 
pollution control, awarded 398 

—Strategic environmental assessment 
system, contractor sought to provide 
problem analysis, scenaric definition, and 
output analysis 210 

—Sulfate emissions field modeling and 
measurement study in Los Angeles, con- 
tractor sought 398 

—Sulfuric acid analysis, development of 
methodology and instrumentation, contrac- 
tor sought 210 

—Technology transfer materials, mailing ser- 
vices, awarded 144 

—Toxic substances, inspection manual 
preparation, contractor sought 398 

—Upper respiratory test clearance 
mechanisms, determination of effects of 
material from alternate energy sources, 
awarded 398 

—Urban and non-urban assessment of pollu- 
tant sources and loadings, identification of 
procedures and guidelines, awarded 510 

ri diffusion model modification, award- 

210 

pes chloride, toxicological investigation 
with relevance to non-worker populations, 
awarded 398 


ERDA 

—Coal conversion systems, contract to con- 
tinue preparation of technical data book 
awarded 510 

—Fluidized-bed concept development and 
demonstration for clean burning of high - 
sulfur coal and coal waste in industrial 
boilers and heaters, eight firms selected to 
negotiate potential contracts 398 

—Shale oil, technology development for in situ 
recovery, four firms selected to negotiate 
contracts 398 

Fish and Wildlife Service 

—Ecological data acquisitions support ser- 
vices on regional environmental test areas, 
contractor sought 509 

Nuclear Regulatory Commission 

—Electrical energy facilities in western U:S., 
study of regional and multi-state issues in- 
volved in planning and siting, awarded 398 

Recycled products, more management efforts 
and coordination needed by General Ser- 
vices Admn. and Defense Dept. to increase 
Government procurement, GAO report 142 


PUBLIC WORKS 
See LEGISLATION, FEDERAL, S 3201 


PUBLICATIONS AND REPORTS 


Air pollution prevention and control, progress 
in 1975 outlined, EPA annual report to 
Congress, enforcement activities reviewed, 
summary 64 

Air quality and monitoring trends for 1974, 
EPA report released, particulate and car- 
bon monoxide emissions found steadily 
declining in five-year period 66 

Air quality reporting by state and local con- 
trol agencies, standardized pollution index 
proposed, federal interagency task force’s 
draft report 300 

American Petroleum Institute, environmen- 
tal research program for 1976 to concen- 
trate on fate and effect of oil in environ- 
ment, annual status report 135 

Benzene, increased research recommended 
on health effects and probable emission 
levels, National Research Council report 
505 

California nuclear moratorium initiative, 
study of environmental, economic, and 
social impacts of passage, FEA Ad- 
ministrator Zarb and oversight committee 
clash over study findings 69; proposal 
would increase use of coal and oil-fired 
plants for energy and could cause excess air 
pollution, report on impacts of alternative 
psi supply systems 77; initiative 
rejected by state’s voters, comments and 
reactions 228; environmental group and 
electric utility trade association offer op- 
posing interpretations of results, Knight 
and Crawford comment 306 

Carcinogens, National Cancer Institute urged 
to establish uniform federal policy for 
public protection, GAO report 395 

Catalyst motor vehicle, prototype Volvo 
equipped with three-way system tested by 
EPA, unregulated emissions under 
malfunctioning conditions analyzed, draft 
paper 286; assertions that emissions and 
fuel economy results obtained from vehicle 
warrant stricter emissions standards 
refuted, Dingell (D-Mich) 538 

Chesapeake Bay, study finds waters relative- 
ly free of chlorinated hydrocarbons, ac- 
cumulations of toxic substances in shellfish 
reported, actions to prevent increased con- 
tamination recommended, Md. Natural 
Resources Dept. 48 

Coal deliveries to power plants during 1975, 
nearly half found exceeding sulfur 
limitations set in state air quality plans, 
cost and quality of plant fuels summarized, 
FPC staff report 235 
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PUBLICATIONS AND REPORTS—Contd. 


Defense Dept. wastewater treatment plants, 
survey of military bases shows most 
facilities unsatisfactory, review 
recommended to assess improvements 
needed to meet Federal Water Act stan- 
dards, GAO report 445 

Economic effects of environmental controls, 
impacts on petroleum refining and electric 
utility industries projected, EPA studies 
released, Train 238 

Environmental impact statements, Govern- 
ment decisionmaking found improved from 
assessments and statements, further im- 
provements in process proposed, CEQ 
report to President 230 

EPA laboratory centers, noncompliance with 
federal property management regulations 
found resulting in $7.2 million inventory of 
unneeded and neglected equipment, poor 
recordkeeping cited, GAO report to 
Congress, Alm response 39 

Fish and Wildlife Service biological services 
program, environmental implications of 
energy development being studied, objec- 
tives and various projects under program 
detailed, first annual report 508 

Fluorocarbon-ozone depletion theory, 
National Academy of Sciences delaying 
final report on scientific bases to further in- 
vestigate potentially promising additional 
reaction involving formation of chlorine 
nitrate 39 

Fuel combustion products, protocols for 

. determining toxicological effects of pollu- 

tion, lack of knowledge and outlays seen 
hindering establishment, National 
Research Council report 394. 

Garrison Diversion Unit, N.D., irrigation 
project seen reducing salinity and augmen- 
ting flow conditions in five rivers, water 
supply potential seen enhanced, joint report 
by Reclamation Bureau and private 
engineering firm 233; House Government 
Operations Committee report recommends 
delaying work on three major areas of pro- 
ject pending completion of supplemental 
impact statements, Reclamation Bureau’s 
“segmented approach”’ criticized, other in- 
adequacies detailed, summary 502 

General Motors Corp., adoption of catalytic 
emission control system cited as ‘‘most 
significant step’’ taken by firm for emission 
control in 1975 model year, report on public 
interest programs 210 

Global Environmental Monitoring System 
(GEMS), recommendations for early ac- 
tions issued, National Research Council 
report 211 

Illinois annual air quality report, primary 
standards for particulates and sulfur diox- 
ide generally achieved, state EPA 142 

Industrial plant closings and curtailments due 
to environmental control requirements 
summarized, EPA quarterly report to 
Labor Dept. 205 

Land application of municipal and industrial 
waste-water, ety ee design manual to 
be published jointly by EPA and Corps of 
Engineers 212 

Land use, impact of infrastructure invest- 
ment analyzed, CEQ handbook 553 

Lead recovery from scrapped batteries, new 
sulfur-free process developed by Mines 
Bureau, test results reported 74 

National Commission on Water Quality, 
report to Congress on amending Federal 
Water Act, Dingell (D-Mich) requests GAO 
evaluation to determine whether contrac- 
tors had any potential conflict of interest, 
officials see request as effort to discredit 
report and recommendations 30; National 
Audubon Society critical of recommended 
amendments, proposed easing and post- 
ponement of water quality deadlines op- 
posed, summary 207 

National parks system, deterioration seen 
resulting from OMB’s funding recommen- 


through 13 


dations, resources of National Park Service 
found inadequate to carry out mandated 
tasks, House Government Operations Com- 
mittee report 504 

National water quality inventories, second 
report in series issued, severe problems 
found existing in highly populated areas, 
EPA 49 

NEPA and Energy Supply: A Case Study of 
the Effects of Sierra Club v. Morton on Coal 
Production in the Northern Great Plains, 
Tiefer ... Mono. No. 22 

New Jersey motor vehicles, stringent inspec- 
tion/maintenance program found reducing 
carbon monoxide and hydrocarbon 
emissions, results detailed, Environmental 
Protection Dept. report 544 

Nitrosamines, formation in ambient air con- 
firmed, substance may constitute health 
hazard, rational control strategy cannot be 
developed at present, EPA draft report 36; 
report reviewed by ad hoc committee of 
EPA Science Advisory Board, EPA seen 
devoting inadequate resources to deter- 
mining concentrations in water and soil, 
Alexander 69 

Nondegradation of air quality 

—Electric energy cost increases would not be 
offset by corresponding air quality im- 
provements from proposed amendments 
(HR 10498, S 3129), General Electric Co. 
report 13; EPA staff critique charges study 
as ‘‘biased”’ and overestimating costs 140 

—Electric power plant construction, 
provisions in Senate bill (S 3219) seen restric- 
ting construction of future plants, increased 
consumer costs projected, National Assn. 
of Electric Companies study 204 


—New and existing source review, EPA |. 


policy detailed in guidance paper, states’ 
assistance sought 4; states generally not 
implementing required reviews despite ap- 
proval of most procedures in implementa- 
tion plans, Strelow memo 5; procedures for 
consolidating individual regulatory re- 
quirements for review of new stationary 
sources into one regional review program 
outlined, EPA guidance paper 512 

—Nonferrous smelting industry, EPA 
regulations seen providing greater flexibili- 
ty and allowing more growth than proposed 
House or Senate plans, impacts projected, 
Commerce Dept. report 203 

—Studies on impact of proposals, annotated 
bibliography compiled by Commerce Dept., 
common conclusions summarized 211 

NTIS reports available, list 212, 304, 514 


Nuclear reactor accidents, study by Nuclear 
Regulatory Commission seen un- 
derestimating number of fatalities and in- 
juries which could result from accident, 
deficiencies in assumptions regarding 
evacuation as remedial measure cited, 
EPA report 440 


Nuclear Regulatory Commission, 1975 annual 
report issued, environmental protection ef- 
forts detailed 52 


Ocean waste disposal sites, report available, 
NTIS 212 


Oil development on Outer Continental Shelf, 
major impact on commercial fishing in- 
dustry in northeastern U.S. unlikely, Woods 
Hole Oceanographic Institution report 556 

Oil waste, recycling study cites need for 
government to play key role in recovery 
and disposal, Council on Environment of 
New York City 556 


Pennsylvania county’s severe air pollution 
episode, EPA report linking 14 deaths to 
episode, National Clean Air Coalition seeks 
congressional investigation, Pomerance 8; 
U.S. Steel Corp. accuses EPA of telling 
‘blatant’? lies about firm’s role during 
episode, Smith 77; two studies sponsored by 

.S. Steel Corp. refute conclusions in EPA 
report, misleading and erroneous assump- 
tions cited 355 


(ER) as 

Pollution Control equipment, global survey 
shows $11 billion market, Commerce Dept. 
study 442 

Pollution control expenditures by industry es- 
timated at $9.46 billion in 1976, figure 
represents 23 percent increase over 1975 
spending, McGraw-Hill Publications Co. 
survey 62 

Procurement of recycled products by Govern- 
ment, more management efforts and coor- 
dination needed by General Services Admn. 
and Defense Dept., GAO report 142 

Resources for the Future’s environmental 
research programs and activities reviewed, 
1975 annual report 81 

Rural lands and other open space, state laws 
to reduce owners’ tax burdens seen having 
little effect on conversion rate of land, CEQ 
report 449 

Salt marsh environments, movement, 
geochemical interactions, and fate of heavy 
metals summarized, EPA report 212 

Sludge management, needs outlined in EPA 
draft technical bulletin, land application 
and other disposal methods addressed 235 


Solid waste management and resource 
recovery, federal programs criticized as 
“‘inadequate,’”’ legislation recommended to 
merge EPA and ERDA energy recovery 
programs, House Government Operations 
Committee report 468 

State air quality plans, progress outlined, 
average concentrations of pollutants found 
decreased nationwide between 1970 and 
1974, EPA report 364 


Sulfate Remora! Experiment, Electric Power 
Research Institute report urges study of 
relationship between ambient air quality 
and conversion of sulfur oxide emissions to 
sulfates in northeastern U.S. 65 


Sulfates, draft utility industry report 
challenges prevailing assumptions of 
serious health effects from ambient sul- 
fates, sulfite species seen responsible for 
observed effects 291 


Sulfur dioxide removal from stack gases, 
process using ammoniacal solution describ- 
ed, TVA report 514 


Sulfur oxides and sulfate control, published 
reports charging EPA scientists with dis- 
torting study results used to shape strategy, 
further House investigation sought, 
Goldwater (R-Calif), other comments 32; 
former EPA employee cites study’s use of 
contaminated filters for sulfate analysis, 
finding of cause-and-effect relationship 
between sulfur pollution and increased 
respiratory disease questioned, Colucci 285; 
joint House committee report supports 
EPA’s position that stragegy is based on 
sound data 496 


Supersonic aircraft, noise from takeoff and 
approach at Dulles International Airport 
recorded, FAA figures issued, report 475 


Surface-mined lands, state reclamation 
programs, information system to record 
and report status and content urged, 
Geological Survey report 76 


Toxic pollutant effluent standards, supporting 
documents, technology assessments, and 
economic impact assessments available 
from NTIS, list 304 


Uranium mill tailings, exposure to radon-222 
and decay products cited as major hazard 
confronting Opeth g living near inactive 
deposits in Western states, EPA report 49 


Water demand by industry, decrease pro- 
jected for next 25 years, demand for recycl- 
ed water seen increasing by 70 percent over 
same period, Commerce Dept. study detail- 
ed, Kollar 356 


Wind machines, potential as clean and inex- 
haustible energy conversion system cited, 
further research recommended, National 
Science Foundation report 509 
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RADIATION 


See also ATOMIC ENERGY 

Drinking water, regulations establishing max- 
imum contaminant levels for radionuclides 
adopted, EPA 447 

Florida phosphate mining lands, interim 
recommendations for constructing 
facilities on reclaimed lands issued, EPA 
390 


Georgia Radiation Control Act, amendments 
approved ‘by governor, Human Resources 
Dept. required to administer statewide 
radiation program 514 

Low-level radiation effects discussed at En- 
vironmental Study Conference panel, ex- 
posure from diagnostic X-rays and nuclear 
facilities may cause cell damage and 
cancer, Morgan, other speakers 17 

Nuclear waste material discharges, EPA 
lacks authority under Federal Water Act to 
regulate discharges already subject to 
Nuclear Regulatory Commission controls, 
appeals court ruling reversed (US SupCt) 
199 


Ocean dumping of radioactive waste, small 
concentrations of radioactivity found leak- 
ed from containers at abandoned dumping 
sites, EPA survey results reported by Dyer, 
Congressional probe likely 230 

Radioactive waste management, ERDA 
proposes storage of high-level wastes in 
deep salt beds and rock formations in 
remote areas, Roberts, other testimonies, 
Joint Atomic Energy Committee hearings 
32 

Uranium mill tailings, exposure to radon-222 
and decay products cited as major hazard 
confronting persons living near inactive 
deposits in Western states, EPA report 49 

Uranium mining leases issued to Exxon Corp. 
suspended pending environmental impact 
analysis, Interior Dept. 395 

Waste material produced at uranium ore 
mills, Nuclear Regulatory Commission re- 
quests task force to gather data on develop- 
ing acceptable storage and disposal 
methods 510 


RECLAMATION 
See STRIP MINING 


RECYCLING 
See SOLID WASTE 


REFUSE ACT 
See WATER QUALITY STANDARDS 


REGIONAL ACTIVITY 


See ENVIRONMENTAL PROTECTION 
AGENCY 


REGULATIONS 


See status chart on p. 91:0061 in Federal 
Regulations binder; specific subject 
headings 


REGULATORY REFORM 


SEE ALSO LEGISLATION, 
13793, S 3428 

Congressional veto of federal agency 
regulations, EPA Administrator Train 
voices opposition to legislative proposals, 
subversion of orderly governmental 
processes alleged 147 
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REPORTS 
SEE PUBLICATIONS AND REPORTS 


RESEARCH AND DEVELOPMENT 


See also LEGISLATION, FEDERAL, HR 
10230, HR 12380; PROCUREMENT; 
specific subject headings 

American Petroleum Institute, environmen- 
tal research program for 1976 to concen- 
trate on fate and effect of oil in environ- 
ment, annual status report 135 

Aviation industry, Government urged to es- 
tablish research program aimed at 
stimulating airplane sales and encouraging 
manufacturers to build environmentally 
acceptable aircraft, Train, House hearings 
136 

Chlorinated water seen controlling bacterial 
growth that clogs lines and outlets of irriga- 
tion systems, Agriculture Dept. study 
reported, Davis 478 

EPA laboratory centers, noncompliance with 
federal property management regulations 
found resulting in $7.2 million inventory of 
unneeded and neglected equipment, poor 
recordkeeping cited, GAO report to 
Congress, Alm response 39 

Fluorocarbon-ozone depletion theory, 
National Academy of Sciences delaying 
final report on scientific bases to further in- 
vestigate potentially promising additional 
reaction involving formation of chlorine 
nitrate 39 

Fly ash emissions from power plant flue gas 
streams, Tennessee Valley Authority con- 
sidering financing research on advanced 
control method 510 

Lead recovery from scrapped batteries, new 
sulfur-free process developed by Mines 
Bureau, test results reported 74 

Motor vehicle diagnostic equipment, legisla- 
tion extending demonstration projects sign- 
ed by President 500 

NTIS reports available, list 212, 304, 514 

Oil spills, two techniques for sampling and 
measuring thickness of films on water 
devised, Naval Research Laboratory 557 

Pennsylvania county’s severe air pollution 
episode, report by EPA scientists linking 14 
deaths to emergency, National Clean Air 
Coalition seeks congressional investigation, 
Pomerance 8; U.S. Steel Corp. accuses 
EPA of telling ‘“‘blatant’’ lies about firm’s 
role during episode, Smith 77; two studies 
sponsored by U.S. Steel Corp. refute con- 
clusions in EPA report, misleading and 
erroneous assumptions cited 355 

Physical coal cleaning, three-year project to 
demonstrate effectiveness in meeting 
federal and state pollution laws to be con- 
ducted by EPA and two electric utilities 507 

Procurements for experimental, developmen- 
tal, or research work, interim final 
regulations issued by EPA, pilot and 
demonstration projects included 45 

Resources for the Future’s environmental 
research programs and activities reviewed, 
1975 annual report 81 

Sulfate emissions from stationary combustion 
sources, Federal Power Commission 
proposes two-year study to ensure that 
strategies and control techniques will be 
productive and cost effective, funding from 
four other federal agencies sought 300 

Sulfate rab soa Experiment, Electric Power 
Research Institute report urges study of 
relationship between ambient air quality 
and conversion of sulfur oxide emissions to 
sulfates in northeastern U.S. 65 

Sulfur oxides and sulfate control, published 
reports charging EPA scientists with dis- 
torting study results used to shape strategy, 
further House investigation sought, 
Goldwater (R-Calif), other comments 32; 
former EPA employee cites study’s use of 
contaminated filters for sulfate analysis, 
finding of cause-and-effect relationship 


between sulfur pollution and increased 
respiratory disease questioned, Colucci 
285; joint House committee report supports 
EPA’s position that strategy is based on 
sound data 496 


RIVERS 
See LAKES AND RIVERS 


Ss 


SECURITIES AND EXCHANGE COM- 
MISSION 


Environmental compliance information, two 
proposed amendments to increase data 
available to investors withdrawn 29 


SEWAGE TREATMENT 


See also EFFLUENT LIMITATION 
GUIDELINES; WATER QUALITY STAN- 
DARDS 

Areawide waste treatment management, 
start-up grant funds, EPA ordered to 
release $136.4 million in unspent fiscal 1973 
and 1974 funds (DC DC) 59; final court 
order requires funds to remain available 
until Sept. 1977, EPA required to 
promulgate regulations to implement 
terms of order 197; new allocation formula 
proposed by EPA in response to court 
order, text 495, 527 

Camden, N.J., treatment facilities, city 
ordered to repair, restore, and maintain 
two plants and submit periodic progress 
reports to EPA and court (DC NJ) 535 

Construction costs for municipal treatment 
plants, increase reported for second 
quarter of 1976, EPA index 555 

Defense Dept. treatment plants, survey of 
military bases shows most facilities un- 
satisfactory, review recommended to 
assess improvements needed to meet 
Federal Water Act standards, GAO report 
445 

Discharge permit program, see WATER 
QUALITY STANDARDS 

Dow Chemical’s Texas Div. using algae and 
brine shrimp to remove suspended solids as 
possible alternative to conventional 
methods of eliminating solids from treat- 
ment facilities, Jacob 504 

Grants, see FINANCING, FEDERAL 

Hydrogen peroxide, use in controlling odor 
and corrosion problems in sewage systems 
and municipal treatment plants cited, Eley 
135 


Industrial and municipal dischargers unable 
to meet 1977 statutory compliance 
deadline, EPA to permit commitments of 
no enforcement, enforcement compliance 
schedule letter may be issued, Legro 
memo, text 219, 244; memo on industrial 
dischargers, text 241; memo on municipal 
dischargers, text 242; House and Senate 
staffs taking wait-and-see attitude toward 
new policy, hearings or GAO inquiry may 
be sought 294; Muskie (D-Me) attacks new 
policy as ‘‘unlawful,’’ sections of Federal 
Water Act seen requiring enforcement of 
deadlines 379 

Ketchikan Pulp Company’s failure to con- 
struct secondary wastewater treatment 
facilities at mill, EPA postpones enforce- 
ment action until 1977, Coate 141 

Lake Champlain vessels, EPA certifies that 
New York waters are served by adequate 
sanitation facilities 363 

Land application of municipal wastewater, 
long-term effects to be studied under four 
research contracts awarded by EPA, con- 
tract to prepare land treatment design 
manual to be awarded 36; planning and 
design manual to be published joints by 
EPA and Corps of Engineers 2 
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SEWAGE TREATMENT—Contd. 


Navy’s program for sewage and oil pollution 
abatement from ships proceeding on 
schedule, completion by fiscal 1981 pro- 
jected 518 

North Carolina chemical firm’s discharge of 
nutrient-laden wastewater causing abnor- 
mal algae growth in river, firm cited for 
discharges without permit, state En- 
vironmental Management Div. 469 

Ocean dumping 

—Discharge regulations, publication of 
proposed rules in Federal Register not im- 
hg extensive draft revisions projected 

—New Jersey city’s permit to dump sewage 
sludge off Maryland’s coast, EPA Region 
III ordered to hold public hearing on per- 
mit, injunction against dumping rejected 
(DC Md) 63 

—Sludge dumping in New York bight area, 
EPA holds public hearing on permit 
applications, National Wildlife Federation 
urges phase-out by 1981, recommendations 
presented, Kamlet 43; interim dumping 
permits approved by Region II Ad- 
ministrator Hansler, halt to sludge dum- 
ping in Atlantic Ocean by 1981 required, 
compliance schedules for ending practice 
ee starting new disposal techniques set 

96 


San Francisco sewer connection ban partially 
relaxed, Calif. Water Quality Control Board 
regional office 365 


Secondary treatment information regulations 
amended to delete effluent limitation for 
fecal coliform bacteria, EPA 547 

Sizing and staging of municipal treatment 
plants, Natural Resources Defense Council 
challenges effectiveness of EPA draft 
guidelines in limiting unintended growth, 
changes recommended to prevent 
overdesign of treatment work while en- 
suring cost-effective capacity 294 

Sludge management, needs outlined in EPA 
draft technical bulletin, land application 
and other disposal methods addressed 235 

Storage tank explosion in Long Island, N.Y., 
threat of pollution prompts county health 
department to temporarily close beaches, 
cause of blast unknown 233; most beaches 
in Nassau and Suffolk Counties reopened 
following massive cleanup efforts, list of 
probable major and minor sources of pollu- 
tion published by EPA 397 

Stream pollution from untreated sewage, 
private citizens have no federal common 
law right to enjoin pollution which is not 
enjoinable under Federal Water Act, group 
denied relief due to state agency’s applica- 
tion for discharge permit (CA 4) 540 

Virginia 

—Legislation approved by governor for in- 
dustrial surveys, sewerage system use per- 
mits, and discharge requirements for cer- 
tain cities 145 

—Sewerage systems, proposed regulations for 
design, construction, and operation, Water 
Control Board and Health Dept. schedule 
joint hearings 137 

Wisconsin sewerage district’s violations of 
discharge permit, Natural Resources Dept. 
seeks prosecution by state Justice Dept. 391 

Wyoming wastewater discharge violations, 
consent agreements signed with two com- 
panies, Environmental Quality Dept. 391 


SHIPS AND BOATS 


Deepwater ports, Coast Guard draft impact 
statements on ports proposed for construc- 
tion off La. and Tex. coasts, EPA predicts 
accompanying onshore development of 
refineries will increase hydrocarbon 
emissions, environmental reservations ex- 
pressed, alternatives suggested, comments 
submitted 471 ; 


through 13 


| Lake Champlain vessels, EPA certifies that 


New York waters are served by adequate 
sanitation facilities 363 

Navies of world seen ‘“‘virtually immune”’ 
from international regulation of en- 
vironmental standards, concept of ‘‘univer- 
sal port state enforcement’? may be 
accepted by Law of the Sea Conference, 
Train 475 

Navy’s program for sewage and oil pollution 
abatement from ships proceeding on 
schedule, completion by fiscal 1981 pro- 
jected 518 

Oil spills, Coast Guard proposed regulations 
for segregated ballast on tankers entering 
U.S. navigable waters, Council on Wage and 
Price Stability urges substitution of less 
costly control method 475 

Trident nuclear submarine base construction, 
request for preliminary injunction due to 
alleged NEPA violations denied (DC Wash) 
284 


SMALL BUSINESS 
See LEGISLATION, FEDERAL, S 2498 


SOIL CONSERVATION SERVICE 


Archeological and historical properties, in- 
terim final guidelines for protection while 
carrying out SCS programs published 449 

Irrigation water supplies in Calif. and Nev. 
may be ‘‘critically low’’ for users who de- 
pend on rivers flowing from Sierra 
Nevadas, runoff from melting snow below 
average 144 

Multi-dam watershed project, suit to enjoin 
construction, Service not required to 
analyze costs and benefits of individual 
dams, preparation of overall analysis ap- 
proved (CA 3) 229 

Stream channelization, guidelines being 
drafted with Fish and Wildlife Service in 
attempt to resolve agency conflicts 365 


SOLID WASTE 


See also LEGISLATION, FEDERAL, HR 
10612, HR 12380, HR 14496, S 2150 

American Cyanamid Co. industrial wastes, 
advanced design incinerator using thermal 
oxidizer system to be operated as alter- 
native to ocean disposal 517 

Beverage containers, EPA proposed 
guidelines for federal facilities revised and 
sent out for final interagency review, sum- 
mary of changes 392; program to test 
effects of proposed guidelines being con- 
ducted at Yosemite National Park, returns 
of 72 percent of containers sold at parks 
reported, EPA 505 

Bureau of Land Management adopts disposal 
regulations for complying with EPA 
guidelines and Solid Waste Disposal Act 516 

Federal waste management and resource 
recovery programs criticized as ‘‘inade- 
quate,”’ legislation recommended to merge 
EPA and ERDA energy recovery 
programs, House Government Operations 
Committee report 468 

Florida proposals governing resource 
recovery and waste management, hearings 
scheduled, Environmental Regulation 
Dept. 137 

Illinois waste management firm ordered to 
stop handling and storing two chemicals at 
landfill, odors seen as immediate danger to 
health, state EPA 447 

Minnesota draft hazardous waste regulations, 
public meeting scheduled, Pollution Control 
Agency 363 

Oil shale waste, Interior Dept. endorses 
legislation (HR 11163) to give additional 
statutory authority to issue leases for off- 
site disposal, Farrand, House hearings 357 


(ER) 25 


Product disposal charges for municipal 
waste, Hart (D-Colo) draft proposal to 
phase in charges discussed, EPA studies on 
waste charge scheme reported, Meyers, 
other testimonies, Senate hearings 130 

Recycling 

—See also LEGISLATION, FEDERAL, HR 
10612, HR 14496 

—Aluminum beverage cans, Adolph Coors Co. 
recycling program in western states ac- 
counted for over one-third of all cans 
recovered in 1975... 46 

—Lead recovery from scrapped batteries, 
new sulfur-free process developed by Mines 
Bureau, test results reported 74 

—Oil waste, recovery project being conducted 
by Standard Oil Co. of Ohio and local en- 
vironmental group 549 

—Oil waste, study cites need for key govern- 
ment role in recovery and disposal, Council 
on Environment of New York City 556 

—Paper, elimination of tax subsidies for 
pulpwood use and tightening of environmen- 
tal regulations recommended to improve 
market, Skinner, other speakers, conserva- 
tion and recycling symposium 79 

—Procurement by government of recycled 
products, need for more management ef- 
forts and coordination by General Services 
Admn. and Defense Dept. cited, GAO 
report 142 

—Water recycling by utilities, industry de- 
mand seen increasing by 70 percent over 25 
years, Commerce Dept. study detailed, 
Kollar 356 

Reserve Mining Company’s discharge of 
taconite tailings into lake, onland disposal 
site proposed by firm rejected as un- 
suitable, feasible alternative sites exist, 
Minn. hearing officer’s decision 227; dis- 
trict court orders state to decide by July 1 
whether to accept firm’s application for 
onland disposal, firm’s statement 
challenges hearing officer’s findings 351; 
firm ordered to halt discharges into lake 
within one year, appeal filed (DC Minn) 463 

Serap iron and iron ore, ICC coordinator’s 
conclusion that two are ‘‘complementary”’ 
and not ‘‘competitive’’ criticized by 
Institute of Scrap Iron and Steel, ICC re- 
quested to set aside findings 446 

Tax-exempt industrial development bonds for 
financing municipal collection and treat- 
ment systems, conditions and requirements 
defined, Internal Revenue Service ruling 


298 

Vinyl chloride-containing aerosol cans, 

- recommended disposal procedures issued 
by EPA, procedures’ include 
high-temperature incineration, burial in ap- 
proved waste landfills, and burial in 
separate area of approved sanitary landfills 
234 


STATE DEPARTMENT 


Agency for International Development, 
procedures for complying with NEPA 
adopted 448 

Appropriations, see LEGISLATION, 
FEDERAL, HR 14239 


STATES (in General) 


See also specific states 

Air quality implementation plans, see AIR 
QUALITY STANDARDS; specific states 

Coastal zone management, Corps of 
Engineers proposes policies and procedures 
to assist states in implementing programs, 
text 500, 523 

Energy conservation, FEA proposed program 
for establishing state plans, EPA 
challenges legality, Train comments 
suggest unforeseen environmental impacts, 
hearings on proposal scheduled 292 

Enforcement actions 47, 141, 201, 303, 363, 
447, 469, 544 


26 (ER) 


STATES (in General)—Contd. 


Federal facilities exempt from state air pollu- 
tion control permit programs or 
state-issued NPDES permits (US SupCt) 
221 

Federal Government’s power over states pur- 
suant to Commerce Clause of U.S. Constitu- 
tion sharply limited, 1974 amendments to 
Fair Labor Standards Act ruled un- 
constitutional (US SupCt) 399 

Nondegradation of air quality, EPA policy on 
new and existing source review detailed in 
guidance paper, states’ assistance sought 4; 
states generally not implementing required 
reviews despite approval of most new 
procedures in implementation plans, 
Strelow memo 5; procedures for con- 
solidating individual regulatory re- 
quirements for review of new stationary 
sources into one regional review program 
outlined, EPA guidance paper 512 

Sulfur oxide rules, state actions to relax rules 
prompting EPA to examine procedures and 
policies for approving changes in clean-up 
plans, problems and questions being con- 
fronted summarized 295; basis for approval 
of relaxations is whether national primary 
ambient standards will be attained and 
maintained, EPA policy outlined, Train 
memo to regional administrators, text 386, 
401 

Surface-mined lands, state reclamation 
programs, information system to record 
and report status and content urged, 
Geological Survey report 76 

Water quality management plans require- 
ment under Federal Water Act, power 
firms’ suit challenging EPA regulations, 
Natural Resources Defense Council allowed 
to intervene in suit, group’s motion for 
change of venue denied (DC IIl) 348 


STEEL INDUSTRY 


See also EFFLUENT LIMITATION 
GUIDELINES, subhead: Iron and steel in- 
dustry 

Armco Steel Corp., Ohio, firm to rehabilitate 
coke ovens and control particulate 
emissions in attempt to bring facilities into 
compliance with state air quality rules, con- 
sent agreement signed with state and 
federal EPA 544 

Bethlehem Steel Co., Md., reduction of dis- 
charges into Chesapeake Bay by July 1977 
ordered, firm’s request for deadline exten- 
sion rejected, Natural Resources Dept. 469 

CF&I Steel Corp., Colo., alleged air pollution 
violations at oxygen furnace and coke plant, 
Justice Dept. files suit 447 

Republic Steel Corp., Ohio 

—Consent order signed with city of Cleveland 
to permit operation of new coke oven 
battery 304; state EPA signs consent 
agreement, firm to improve facilities to 
comply with state air pollution control laws 


—Electrostatic precipitators installed in two 
facilities to remove particulate emissions 
caused by firing boilers 550 

Scrap iron and iron ore, ICC coordinator’s 
conclusion that two are ‘“‘complementary”’ 
and not ‘‘competitive’’ criticized by 
Institute of Scrap Iron and Steel, ICC re- 
quested to set aside findings 446 

U.S. Steel Corp. 

—Clairton Coke Works, firm charged with 
violating air pollution control agreement, 
agreement reached on interim standards 
and other areas by EPA, Pennsylvania 
agency, county, and firm 363 

—Indiana plant ordered to reduce discharges 
into Lake Michigan by July 1977, requested 
delay denied, EPA 469 

—Pittsburgh air pollution emergency, EPA 
accused of telling ‘‘blatant’’ lies about 
firm’s role during episode, Smith 77; EPA 
report linking deaths to emergency, two 
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studies sponsored by firm refute con- 
clusions, misleading and erroneous assump- 
tions cited 355 


STRIP MINING 


Georgia Surface Mining Act, amendments ap- 
proved by governor requiring operators of 
mining firms to obtain permits 514 

Kentucky 

—Firm’s violations of state laws at two mine 


sites, firm agrees to pay $9,500 for 
violations and perform remedial measures 
48 


—Penalties collected during May for violations 
of mining rules reported, Natural 
Resources and Environmental Protection 
Dept. 391 

Ohio mining firm’s discharge of acid water in 
violation of state reclamation laws, fine im- 
posed, Natural Resources Dept. 142 

Reclamation of surface-mined lands, infor- 
mation system to record and report status 
and content of state programs urged, 
Geological Survey report 76 


SULFUR AND SULFUR OXIDES 


California 

—Enmissions charges rather than regulations 
proposed by economics staff of Air 
Resources Board for controlling surface ox- 
ide emissions in South Coast Air Basin, Car- 
son 442 

—Sulfur dioxide standard, Western Oil & Gas 
Assn. files suit to enjoin Air Resources 
Board from implementing and enforcing 
standard 19 

Citrate process for removing sulfur dioxide 
from flue gas, Mines Bureau and St. Joe 
Minerals Corp. cooperating on $12.7 million 
demonstration program 557 

Coal delivered to power plants during 1975, 
nearly half found exceeding sulfur 
limitations set in state air quality plans, 
cost and quality of fuels summarized, FPC 
staff report 235 

Environtech Corp., Chemico Air Pollution 
Control Div. to furnish sulfur dioxide 
removal system for Utah power plant 517 

EPA control strategy for sulfur oxides and 
sulfates, published reports charging EPA 
scientists with distorting study results used 
to shape strategy, further House investiga- 
tion sought Goldwater (R-Calif), other 
comments 32; former EPA employee cites 
study’s use of contaminated filters for sul- 
fate analysis, finding of cause-and-effect 
relationship between sulfur pollution and in- 
creased respiratory disease questioned, 
Colucci 285; joint House committee report 
supports EPA’s position that strategy is 
based on sound data 496 

Idaho air quality plan, EPA approved revision 
revoking sulfur dioxide control regulation 
and providing substitute rules for two 
sources 236 

Illinois 

—Intermittent contrel systems for sulfur 
dioxide emissions, hearing scheduled 137 

—Primary ambient standards generally 
achieved, state EPA annual air quality 
report 142 

Kentucky sulfur dioxide control strategy, 
revision to air quality plan approved with 
three exceptions, EPA 44 

Measurement of ambient sulfur dioxide con- 
centrations, new equivalent method 
designated, EPA 518 

New England area, no violations of sulfur ox- 
ides standards recorded during 1975, EPA 
Regional I report, McGlennon 398 

New Jersey air quality plan, revision propos- 
ed by EPA to increase applicable sulfur-in- 
fuel limitations for 17 facilities, text 134, 
149; revision relaxing sulfur-in-fuel 
regulations for 17 sources approved, EPA 
475 


New York air quality plan, EPA proposes 
revision establishing special limitations for 
sulfur-in-fuel content for various power 
plants, text 134, 148; EPA approves revi- 
sion establishing special sulfur-in-fuel 
limitations for three sources 500 


Pennsylvania air quality plan, EPA approves 
revisions regarding sulfur oxide emissions 
from zinc smelters and attainment of sulfur 
dioxide standard in metropolitan 
Philadelphia 21; EPA proposes revision to 
delay effective date of sulfur-in-fuel re- 
quirement for metropolitan Philadelphia 
control region, text 44, 53 


Reference method designated by EPA for 
measuring ambient sulfur dioxide concen- 
trations criticized as unreliable, New York 
agency cites inaccurate readings from use 
of West-Gaeke method, Ferrand 302 


Scrubbers 

—EPA testimony before National Governor’s 
Conference on viability of systems, Federal 
Power Commission charges alleging 
‘‘misleading’’ testimony rebutted, 
technology cited as reliable and effective, 
Train letter 136 

—Nondegradation of air quality, increase in 
oil consumption by utilities projected if 
power plants are required to install systems 
to meet proposed Clean Air Act 
amendments, Federal Energy Admn. es- 
timates issued, EPA critique challenges 
conclusions 137; studies projecting 
amendments as constraining coal develop- 
ment and increasing oil consumption 
criticized by EPA, questionable assum 
tions cited, Ryan 237: environmental lob. 
bying group criticizes FEA study, incorrect 
interpretations and unrealistic predictions 
cited, Ayres 305 

—Power firm’s suit challenging use to 
achieve national ambient air standards, 
appeals court ruling that lower court lacked 
jurisdiction to hear suit filed without re- 
quired 60 days’ notice, _ Supreme Court 
review denied 348 


Spray tower absorber used in removing sulfur 
dioxide from fossil steam generator flue 
gases, new control system devised, Com- 
bustion Engineering, Inc. 517 


Stack gases, removal of sulfur oxides through 
process using ammoniacal solution describ- 
ed, TVA report 514 


State actions to relax sulfur oxide rules 
prompting EPA to examine procedures and 
policies for approving changes in clean-up 
plans, summary of problems and questions 
being confronted 295; basis for approval of 
relaxations is whether national primary 
ambient standards will be attained and 
maintained, EPA policy outlined, Train 
memo to regional administrators, text 386, 
401 


Sulfates 

—Conversion of sulfur oxide emissions to sul- 
fates, study of relationship with ambient air 
quality urged, Electric Power Research 
Institute report 65 

—Draft utility industry r ioe challenges 
prevailing assumptions of serious health 
effects from ambient sulfates, sulfite 
species seen responsible for observed 
effects 291 

—Long-range transport, field tests indicate 
need for federal control strategy, Wilson 
386 


—Sierra Club lawsuit seeks to force EPA to 
develop ambient air standards, Train 
response to club’s request cites ‘‘data 
limitations’’ 62 

—Stationary combustion source emission, 
Federal Power Commission proposes 
two-year study to ensure that strategies and 
control techniques will be productive and 
cost effective, funding from four other 
federal agencies sought 300 
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SULFUR AND SULFUR OXIDES—Contd. 

Virgin Islands air quality plan, EPA proposes 
revision to limit sulfur dioxide emissions 
and sulfur content in fuel oil, text 69, 105; 
revision approved 475 

West Virginia 

—Secondary sulfur dioxide standards, EPA 
proposes revision to air quality plan to 
delete annual arithmetic mean and max- 
imum 24-hour concentration from 
regulations 134 

—Sulfur oxide emissions regulations, hearing 
scheduled to consider proposed 
amendments, Air Pollution Control Com- 
mission 81, 364 


SUPREME COURT OF THE UNITED STATES 


Review sought 

—Lead additives in gasoline, appeals court 
ruling upholding EPA regulations limiting 
use 30; review denied 283 

—Refuse Act, appeals court ruling that river 
log driving operations constitute refuse and 
require permit, paper firms file petition 31 

Review granted 

—Air quality implementation plans, appeals 
court judgment concerning technological 
and economic feasibility vacated, court in- 
structed to dismiss case as moot 124 

—Effluent limitations and guidelines under 
Federal Water Act, Court to consider 
relationship and decide whether federal dis- 
trict or appeals courts should have initial 
jurisdiction to review EPA’s regulations, 
EPA’s cross-petition questioning whether 
Sec. 306 standards are only ‘‘presumptively 
applicable” granted 347 

—Transportation controls, scope of EPA’s 
authority to impose controls to be decided, 
review granted in four cases 199; Supreme 
Court decision holding 1974 amendments to 
Fair Labor Standards Act unconstitutional 
may affect consideration of transportation 
control issue, power of Federal Govern- 
ment over state pursuant to Commerce 
Clause of U.S. Constitution sharply limited 
399 


Decisions 
—Air quality implementation plans, EPA can- 


not consider technological or economic | 


feasibility when deciding on approval 379; 
appeals court ruling that EPA must con- 
sider economic feasibility of emission 
limits vacated 384 

—Coal development in Northern Great Plains, 
Interior Dept. not required to prepare im- 
pact statement on regional effects 380 

—Environmental issues considered during 
1975-1976 term reviewed cases docketed 
for fall term projected, summary 465 

—Fair Labor Standards Act, 1974 
amendments held unconstitutional, power 
of Federal Government over states sharply 
limited under Commerce Clause of U.S. 
Constitution, decision may affect Court’s 
consideration of cases challenging 
transportation controls under Clean Air Act 


399 

—Federal facilities, appeals court ruling re- 
quiring compliance with all provisions of 
state implementation plans, vacated and 
remanded 283 

—Federal facilities held exempt from state 
air pollution control permit programs or 
state-issued NPDES permits, separate 
rulings 221 

—Interstate land sales, HUD Dept. review of 
property reports filed under disclosure law, 
impact statement not required 383 

—Land use, city charter barring changes 
without citizen referendum, legality up- 
held, provision does not violate due process 
rights of landowner who applied for zoning 
change 348 

—Nuclear waste discharges, EPA lacks 
authority under Federal Water Act to 
regulate discharges already subject to 


Nuclear Regulatory Commission control, 
appeals court ruling reversed 199 

Review denied 

—Chemical toxicants, appeals court ruling 
that EPA’s order cancelling registrations 
did not require NEPA impact statement 
9 


199 

—Lead additives in _ gasoline, appeals 
court ruling upholding EPA regulations 
limiting use 283 

—Scrubbers, power firm’s suit challenging 
use to achieve national ambient air stand- 
ards, appeals court ruling that lower court 
lacked jurisdiction to hear suit filed without 
required 60 days’ notice 348 

—Texas air quality plan, appeals court ruling 
that EPA did not act arbitrarily and 
capriciously in rejecting plan for photo- 
chemical oxidants and in promulgating 
substitute plan 384 


TAXES 
See also LEGISLATION, FEDERAL, HR 
10612 


California sulfur oxide emissions, system of 
emission charges rather than regulations 
proposed by economics staff of Air 
Resources Board for controlling pollution in 
South Coast Air Basin, Carson 442 

Municipal solid waste collection and treat- 
ment systems, portions which may be 
financed by tax-exempt industria] develop- 
ment bonds defined, Internal Revenue Ser- 
vice ruling 298 

Rural lands and open space, state laws 
to reduce owners’ tax burdens seen having 
little effect on conversion rate of land, CEQ 
report 449 


TENNESSEE VALLEY AUTHORITY 


Fly ash emissions from power plant flue gas 
streams, Board of Directors considering 
financing research on advanced control 
method 510 


TEXAS 


Air and water standards violations, four firms 
fined $3,000 by Harris County criminal 
court-at-law judges 544 

Air quality implementation plan, appeals 
court ruling that EPA did not act arbitrari- 
ly and capriciously in rejecting plan for 
photochemical oxidants and in 
promulgating substitute plan, Supreme 
Court review denied 384 

Nitrogen dioxide emissions from gas fired 
steam generating units, regulation amend- 
ed to exempt certain existing units, Air 
Control Board 513 

Zinc oxide smoke emissions from metals 
plant, firm fined for misdemeanor pollu- 
tion charges 470 


TOXIC SUBSTANCES 


See CHEMICALS AND CHEMICAL IN- 
DUSTRY; EFFLUENT LIMITATION 
GUIDELINES; LEGISLATION, 
FEDERAL, HR 10318, HR 14032, S 3149 


TRANSPORTATION CONTROL PLANS 


See AIR QUALITY STANDARDS; specific 
states 


(ER) 27 


UNIONS (In General) 


Alliance of labor unions and environmen- 
talists urged as means of ending ‘‘en- 
vironmental blackmail’? by corporate 
polluters, Woodcock 46 


UTAH 


Stationary source performance standards, 
state delegated enforcement authority, 
EPA 305 


UTILITIES 


Electric utilities 
—Environmental controls, economic effects 
a industry projected, EPA study released 
8 


—Reporting of air and water quality data at 
steam-electric generating plants, revised 
information requirements adopted, Federal 
Power Commission 508 

Potomac Electric Power Co. agrees to pay 
fine for violating Md. air pollution 
regulations and to make improvements at 
ae generating plants, consent agreement 


V 


VIRGIN ISLANDS 


Air quality implementation plan, EPA 
proposes revision to limit sulfur dioxide 
emissions and sulfur content of fuel oil, text 
69, 105; revision approved 475 

Discharge permit program, enforcement 
authority delegated by EPA 552 


VIRGINIA 


Air quality implementation plan, EPA 
proposes revision to increase oxidant 
criteria pollutant level for alert stage of 
pollution episode 22 

Critical groundwater areas, hearing schedul- 
ed to consider proposal to designate 
Eastern Shore region, Water Control Board 
81 

Kepone contamination of Chesapeake Bay, 
Governor Godwin announces no further ac- 
tion will be taken to halt fishing at present 
time 553 

Oil spills, legislation governing liability ap- 
proved by governor 145 

Sewage systems, legislation governing in- 
dustrial waste surveys, use permits, ‘and 
discharge requirements for certain cities 
approved by governor 145 

Sewerage systems, proposed regulations for 
design, construction, and operation, Water 
Control Board and Health Dept. schedule 
joint hearings 137 


Ww 


WASHINGTON 


Air quality implementation plan, EPA ap- 
proves revision requiring hog fuel boilers to 
meet emission limitation 134; EPA re- 
quests revisions to correct three possible 
deficiencies in attainment of standards, 
text 442, 450 

Coastal zone management, state awarded $2 
million grant for messy out first federal- 
ly approved program, NOAA 449 

Discharge permit program, regulations 
governing public notice on applications 
adopted, Ecology Dept. 518 
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WASHINGTON—Contd. 

Pollution violations and related resource 
damage, penalties collected during first 
quarter of 1976 reported, Ecology Dept. 202 

Shoreline developments, hearings scheduled 
to consider amendments to permit rules, 
Ecology Dept. 81, 137 

Smelter’s arsenic emissions in violation of air 
pollution rules, firm agrees to pay penalties 
to Puget Sound Control Agency 142 

State Environmental Policy Act requiring 
preparation of impact statements for all 
major actions which significantly affects 
environment, implementation guidelines 
adopted, Ecology Dept. 511 


WASHINGTON, D.C. 
See DISTRICT OF COLUMBIA 


WATER 


See following heads: 

—COASTAL ZONES 

—CONTINENTAL SHELF 

—DREDGING 

—EFFLUENT LIMITATION GUIDELINES 
—LAKES AND RIVERS 

—OCEANS 

—SEWAGE TREATMENT 

—SHIPS AND BOATS 

—WATER POLLUTION (In General) 
—WATER QUALITY STANDARDS 
—WATER RESOURCES AND SUPPLIES 


WATER POLLUTION (In General) 


See also LAKES AND RIVERS; SEWAGE 
TREATMENT; WATER QUALITY STAN- 
DARDS 

Aquatic weed control with biological agents 
and chemicals, Agricultural Research Ser- 
vice study planned, Fla. Natural Resources 
Dept. to provide funds under cooperative 
agreements 51 

Arkansas oil firm’s discharge of salt water 
onto ground in violation of state laws, fine 
and court costs assessed 48; two additional 
firms fined and placed on one-year proba- 
tion for discharging salt water and oil 447 

Colorado brewery’s violation of discharge 
permit, fine imposed, Water Quality Con- 
trol Commission 304 

Kansas salt firm’s dumping of brine 
byproduct onto ground, $10,000 fine assess- 
ed 48 

New Hampshire nuclear generating station’s 
proposed discharge of thermal wastes, 
hearing scheduled to consider request to 
suspend provisions of permit 364 

Oil spills, see OIL AND GAS 

Pennsylvania firms requested to submit pollu- 
tion incident prevention program plans, En- 
vironmental Resources Dept. 142 

Salt marsh environments, movement, 
geochemical interactions, and fate of heavy 
metals summarized, EPA report 212 

Toxic pollutant discharges, President seeks 
additional $11.3 million for EPA regulation 
235 


WATER QUALITY STANDARDS 


See also EFFLUENT LIMITATION 
GUIDELINES; SEWAGE TREATMENT; 
WATER POLLUTION (In General); 
WATER RESOURCES AND SUPPLIES 

Arizona rivers, regulations establishing 
nutrient standards for certain segments 
issued, EPA 359 

Colorado control regulation violations, hear- 
ing scheduled to consider proposed 
eager ts for enforcement actions, Health 

pt. 81 

Discharge permit program 

—Adjudicatory hearing request which in- 
volved no disputed issues of material facts, 
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EPA did not act illegally in denying request 
(CA 1) 541 

—Adjudicatory hearings on major industrial 
permits, completion by end of 1976 urged, 
Quarles Memo to EPA regional ad- 
ministrators 221 

—Agricultural activities, point sources to be 
subject to general permit program, final 
discharge regulations issued, EPA 467 

—Coal mining firm’s application for permit, 
state’s decision to certify permit for two 
years rather than usual five year term, due 
process considerations entitle discharger to 
adjudicatory hearing and EPA review (CA 
4) 464 

—Connecticut issuance of permit to water 
firm, state modification of permit ruled not 
reviewable by appeals courts (CA 2) 540 

—Enforcement actions under Sec. 309 of 
Federal Water Act for alleged violation of 
permit held maintainable despite lack of 
effluent guidelines for point source (DC 
Tenn) 284 

—EPA Region IV enforcement actions under 
program reported 202 

—Federal facilities ruled exempt from 
state-issued NPDES permits, appeals 
court decision reversed (US SupCt) 221 

—Industrial and municipal dischargers unable 
to meet 1977 statutory compliance 
deadline, EPA announces new policy to per- 
mit commitments of no enforcement, 
procedures for issuing enforcement com- 
pliance schedule letters detailed, Legro 
memo, text 219, 244; enforcement policy on 
industrial dischargers failing to meet 
deadline, Legro Memo, text 241; enforce- 
ment policy on municipal dischargers fail- 
ing to meet deadline, Legro memo, text 
242; House and Senate staffs taking wait- 
and-see attitude toward new policy, 
hearings or GAO inquiry may be sought 
294; Muskie (D-Me) attacks new policy as 
“unlawful,”’ sections of Federal Water Act 
seen requiring enforcement of deadlines 
379 


—North Carolina permits for wastewater dis- 
charges, regulations governing issuance of 
permits adopted, rules prescribing effluent 
limits for municipal discharges adopted, 
Natural and Economic Resources Dept. 75 

—Oregon Environmental Quality Dept. adopts 
regulations prescribing requirements and 
procedures for obtaining NPDES and Water 
Pollution Control Facilities permits 513 

—Regional administrators not in position to 
redetermine data when reviewing state per- 
mits, EPA policy statement, Legro 35 

—Silvicultural activities, discharge 
regulations adopted by EPA for four ac- 
tivities 361 

—State-issued permits, permittees have no 
rights to seek administrative review of 
EPA vetoes, General Counsel Frick’s 
response to inquiry 351 

—Steam electric industry permits, cooling 
tower requirement may be imposed on 
case-by-case basis without regard to 1981 
thermal effluent limitations compliance 
date, EPA General Counsel's decision 301 

—U.S. Pipe and Foundry Co., Ala., permit 
requires firm to achieve effluent 
limitations by 1977 instead of previously 
specified 1979 date, EPA Administrator 
Train’s ruling modifies earlier decision 532 

—Virgin Islands delegated enforcement 
authority, EPA 552 

—Washington regulations governing public 
notice on applications adopted, Ecology 
Dept. 518 

Drinking water, see WATER RESOURCES 
AND SUPPLIES 


Federal Water Pollution Control Act 

—See also subhead: Discharge permit 
program; LEGISLATION, FEDERAL, HR 
9560, S 3037 

—Administration and Muskie (D-Me) differ 
on extent to which Congress should amend 


Act, Muskie backs $5 billion authorization 
for fiscal 1977 construction grants 
program, Administration opposes 
measures providing additional funds 
without addressing questions of eligibility 
and priorities, testimonies, Senate hearings 
201 
—Defense Dept. wastewater treatment 
plants, survey shows most facilities un- 
satisfactory, review recommended to 
assess improvements needed to meet 
effluent and water quality standards, GAO 
report 445 
—Dredge and fill amendments under Sec. 404, 
Natural Resources Defense Council forms 
separate lobbying group to oppose Breaux 
amendment to HR 9560, strategy outlined 
5 


3 

—Dredge and fill operations under Sec. 404, 
interim final regulations adopted by Corps 
of Engineers to define jurisdiction, Wyom- 
ing files suit alleging rules unconstitutional 
229 

—Dredge or fill section, Administration 
proposes revisions including narrow 
criteria for permits, delegation to states of 
regulatory authority, and grandfather 
clause for farmers and ranchers, 
testimonies, Senate oversight hearings on 
Corps of Engineers program 531 

—EPA’s approach to administering Act 
scored, deliberate, systematic misinter- 
pretation and misapplication of law cited, 
Billings 289 

—National Water Quality Commission’s 
report to Congress on amending Act, 
Dingell (D-Mich) requests GAO evaluation 
to determine whether contractors had any 
potential conflict of interest, officials see 
request as effort to discredit report and 
recommendations 30; National Audubon 
Society critical of recommended 
amendments, proposed easing and post- 
ponement of water quality deadlines op- 
posed, summary 207 

—Nuclear waste discharges, EPA lacks 
authority under Act to regulate discharges 
already subject to Nuclear Regulatory 
Commission control, appeals court ruling 
reversed (US SupCt) 199 

—President urges Congress to pass 
amendments before end of current session 
548 

—Sec. 208 waste treatment management, 
EPA ordered to release $136.4 million in 
grant funds that agency failed to obligate in 
fiscal 1973 and 1974 (DC DC) 59; final 
court order requires funds to remain 
available until Sept. 1977, EPA required to 
promulgate regulations to implement 
terms of order 197; new allocation formula 
proposed by EPA in response to court 
order, text 495, 527 

—Stream pollution from untreated sewage, 
private citizens have no federal common 
law right to enjoin pollution which is not 
enjoinable under Act, group denied relief 
due to state agency’s application for dis- 
charge permit (CA 4) 540 


National Pollutant Discharge Elimination 
System (NPDES), see subhead: Discharge 
permit program 

National water quality inventories, second 
report in series issued, severe problems 
found existing in highly populated areas 49 

New York 

—Revised standards, court declines to review 
EPA’s partial approval, lack of jurisdiction 
cited (CA 2) 462 

—Tidal Wetlands Act, hearings scheduled to 
consider implementation regulations, En- 
vironmental Conservation Dept. 364 

Ohio standards for Mahoning River Valley 
iron and steel plants, state EPA schedules 
hearing to consider proposed revisions 363; 
pee downgrading of standards for 

ahoning River Valley in response to EPA 
ruling exempting steel plant for effluent 


INDEX—SUMMARY — REPORTS 1 


WATER QUALITY STANDARDS—Contd. 


Ohio standards—Contd. 
limitations, industry and government of- 
ficials question approach during public 
hearing, comments 473 

Polychlorinated biphenyls, regulations to 
limit industrial discharges into waterways 
proposed, action in response to consent 
agreement compelling EPA to add certain 
substances to toxic pollutants list 507; 
proposed standards published, text 538, 558 

Refuse Act, appeals court ruling that river log 
driving operations constitute refuse and 
require permit, paper firms petition for 
Supreme Court review 31 

State water quality management plans, power 
firms’ suit challenging EPA regulations, 
Natural Resources Defense Council allowed 
to intervene in suit, group’s motion for 
change of venue denied (DC IIl) 348 
program 

Wisconsin legislation to increase fines for 
dumping substances into state waters ap- 
proved by governor 557 


WATER RESOURCES AND SUPPLIES 


See also LAKES AND RIVERS; LEGISLA- 
TION, FEDERAL, S 3106 

Appropriations for water and power develop- 
ment, see LEGISLATION, FEDERAL, HR 
14236 


California and Nevada irrigation water 
supplies may be ‘‘critically low’’ for users 
depending on rivers flowing from Sierra 
Nevadas, Soil Conservation Service 144 


California supply project to convey water 
from delta to two counties, Reclamation 
Bureau enjoined from further construction 
pending preparation of adequate impact 
statement (DC Calif) 449 


Cape Cod’s groundwater resources, monitor- 
ing system established to protect supply 
from contamination, Geological Survey 76 


Chlorinated water seen controlling bacterial 
growth that clogs lines and outlets of irriga- 
tion systems, Agriculture Dept. study 
reported, Davis 478 


Drinking water 

—Asbestos fibers found in water supplies of 
five out of 10 cities surveyed, EPA 12 

—Connecticut Health Dept. adopts new stan- 
dards, summary of requirements 511 

—Florida water quality monitoring, En- 
vironmental Regulation Dept. and Health 
and Rehabilitative Services Dept. sign in- 
teragency agreement 52 


through 13 


—Organic chemicals, EPA’s failure to es- 
tablish maximum contaminant levels in in- 
terim primary regulations seen contrary to 
language and intent of Safe Drinking Water 
Act, Environmental Defense Fund brief fil- 
ed in lawsuit 383; advance notice of propos- 
ed rulemaking issued by EPA, options for 
controlling organic contaminants describ- 
ed, public comments sought 436; advance 
notice published, text 477, 479 

—Radionuclides in water, regulations es- 
tablishing maximum contaminant levels 
adopted, EPA 447 

Flood control project, court refuses to enjoin 
project, impact statement prepared by 
Corps of Engineers held adequate (DC 
WVa) 64 


Garrison Diversion Unit, N.D., irrigation 
project seen reducing salinity and augmen- 
ting flow conditions in five rivers, water 
supply potential seen enhanced, joint report 
by Reclamation Bureau and private 
engineering firm 233; House Government 
Operations Committee report recommends 
delaying work on three major areas of pro- 
ject pending completion of supplemental 
impact statements, Reclamation Bureau’s 
“segmented approach’’ criticized, other in- 
adequacies detailed, summary 502 


Groundwater contamination from waste dis- 
posal sources, EPA seeks contractor to 
provide guidance for assessing potential 
contamination 509 


Illinois communities’ failure to meet 
chlorination deadline, state EPA to file 
cases against water supply systems 141 


Industry demands for water, decrease pro- 
jected for next 25 years, demand for recycl- 
ed water supplied by utilities seen in- 
creasing by 70 percent over same period, 
Commerce Dept. study detailed, Kollar 356 


Reserved water rights doctrine, use in 
promoting instream uses on federally own- 
ed lands endorsed, Kiechel 51 


Soil Conservation Service multi-dam water 
shed project, suit to enjoin construction, 
analysis of costs and benefits not required 
for individual dams, preparation of overall 
analysis approved (CA 3) 229 


Stream channelization, Fish and Wildlife Ser- 
vice and Soil Conservation Service drafting 
guidelines in attempt to resolve conflicts 
365 


Virginia proposal to designate Eastern Shore 
region as critical groundwater area, Water 
Control Board hearing scheduled 81 


(ER) 29 


WEATHER 


Atmospheri¢ diffusion processes to be studied 
by NOAA, giant balloon to be launched as 
part of Project Da Vinci 143 

Global Environmental Monitoring System 
(GEMS), recommendations for early ac- 
tions issued, National Research Council 
report 211 

Ozone depletion theory 

—National Academy of Sciences delaying 
final report on scientific bases for theory to 
investigate potentially promising additional 
reaction involving formation of chlorine 
nitrate 39 

—Validity defended by one of original 
proponents at NBS photochemistry con- 
ference, Molina, other comments 391 


WEST VIRGINIA 


Air quality implementation plan, secondary 
sulfur dioxide standards, EPA proposes 
revision to delete annual arithmetic mean 
and maximum 24-hour concentration from 
regulations 134 

Sulfur oxide emissions regulations, hearing 
scheduled to consider proposed 
amendments, Air Pollution Control Com- 
mission 81, 364 


WILDLIFE 
See FISH AND WILDLIFE 


WISCONSIN 


Milwaukee Metropolitan Sewerage District’s 
violations of discharge permit, Natural 
Resources Dept. seeks prosecution by state 
Justice Dept. 391 

Waste dumping into state waters, legislation 
providing for increased fines approved by 
governor 557 


WYOMING 


Air quality implementation plan, EPA 
proposes revision to amend legal authority, 
public availability of emission data, and 
compliance schedule portions, text 208, 214 

Wastewater discharge violations, consent 
agreements signed with two companies, 
Environmental Quality Dept. 391 

Wyodak Resources Development Corp. found 
mining outside boundaries of permit on 
lands not affected by state reclamation 
plan, $10,000 fine assessed, Environmental 
Quality Dept. 544 
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Quarles, John 573, 765, 769, 849 
Quinn, Tom 636 

Reinwand, Jerry 955 

Rhett, John T. 767, 779, 956 

Ritch, John B. 773 

Rogers, Paul G. 599 

Rosenberg, William G. 602 

Roush, George 754 

Schoenbrod, David 743 

Shutler, Norman D. 764 

Skinner, John 606 

Stanley, Richard 587 

Steigerwald, Bernard J. 888, 906 
Stevens, Robert K. 688 

Stork, Eric O. 576, 652, 681, 745, 756, 952 
Strelow, Roger 615, 846, 859, 918, 950 
Sudweeks, Calvin K. 892 


‘Talley, Wilson K. 666, 692, 924 


Terrell, Richard L. 889 

Train, Russell E. 576, 604, 636, 640, 642, 652, 
657, 664, 727, 733, 742, 781, 899, 924, 931, 
948, 957 


ADVISORY COMMITTEES 
National Academy of Sciences’ Drinking 


Water Standards Committee, NAS requests ~ 


and receives resignation of member who 
admitted disclosing information from clos- 
ed sessions to Reserve Mining Co. 671 

National Advisory Committee for Oceans and 
Atmosphere, fifth annual report submitted 
to Congress and President, formation of ad 
hoc task force to formulate comprehensive 
marine affairs policy recommended, 
federal agencies comment 928 

Pesticide Policy Committee, EPA, manpower 
seen insufficient to meet Oct. 1977 deadline 
for registering new pesticides and 
reregistering existing ones, establishment 
of priority system suggested as preferable 
St strategy subcommittee resolution 

52 


President’s Advisory Committee on En- 
vironmental Quality, study on paper recy- 
cling released, Federal Government urged to 
impose disposal tax on waste products and 
initiate paper stockpiling plan to encourage 
recycling, Diamond 893 

Science Advisory Board, EPA, ad hoc study 
group’s report on nitrosamines forwarded 
to EPA, danger to human health confirmed, 
risk estimates seen precluded by lack of 
data, research needs identified, summary 
of findings 681; criteria documents un- 
mo sbey national ambient standards, EPA 
timetable for revising and regrouping 
documents reported to executive com- 
mittee, Talley 692; environmental health 
committee recommends procedures for 
strengthening EPA toxic substances office 
and individual programs 933;three-year 
schedule for revision of criteria documents 


announced, Talley 924; Farmlands, federal ; 
Copyright © 1976 by The Bureau of National Affairs, Inc. 


agencies’ impact statements should include 
analysis of effects of proposed actions 
on ‘“‘prime and unique farmlands,” large- 
scale conversion of lands to urban use 
cited, CEQ advisory memorandum 723 


AGRICULTURE 


See also PESTICIDES 

State-Federal FIFRA Implementation Com- 
mittee, guidelines for reregistering 
pesticides now on tight schedule, EPA 
deciding on necessary revisions in process, 
status of rules outlined, Ritch, other 
speakers 773 

Scientific Advisory Panel established by EPA 
under Federal Insecticide, Fungicide and 
Rodenticide Act, nominees announced, list 
583 


AIR 


See following heads: 

—AIR POLLUTION (In General) 

—AIR QUALITY STANDARDS 
—NITROGEN AND NITROGEN OXIDES 
—PARTICULATE MATTER 

—SULFUR AND SULFUR OXIDES 


AIR POLLUTION (In General) 


See also AIR QUALITY STANDARDS; 
NITROGEN AND NITROGEN OXIDES; 
PARTICULATE MATTER; SULFUR AND 
SULFUR OXIDES 

Aircraft discharging fuel in flight, EPA urged 
to set minimum standards, studies to deter- 
mine impact on pollution problems propos- 
ed, GAO report 733 

Automotive emissions, see MOTOR 
VEHICLES 

CEQ annual report on U.S. environmental 
quality issued, progress in improving air 

uality noted, pollution control expen- 
itures through 1985 projected 851 

Chemical contamination of stratosphere, 
NOAA launching two balloons to measure 
manmade chemicals and to demonstrate 
technique for Soviet scientists 617 

District of Columbia power plant’s visible 
emissions ruled violation of air quality 
plan, contentions of technological and 
economic infeasibility held invalid defense 
(DC DC) 683 

Gasoline vapor recovery regulations, storage 
vessel owners in three Texas control 
ee found in violation, EPA Region VI 
will not seek penalties provided certain con- 
ditions are met 753 

Iowa power plants prohibited from using 
petroleum products as primary energy 
source, compliance date extensions issued 
by EPA under energy-related authority 749 
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AIR POLLUTION (in General)—Contd. 


Kansas power plants prohibited from using 
petroleum products as primary energy 
source, compliance date extensions issued 
by EPA under energy-related authority 
749; additional source granted extension, 
EPA 848 

Measurement of ambient carbon monoxide 
and sulfur dioxide concentrations, 
reference and equivalent methods 
designated, EPA 691 

Missouri power plants prohibited from using 
petroleum products as primary energy 
source, compliance date extensions issued 
by EPA under energy-related authority 749 

Monitoring of sulfur dioxide and nitrogen ox- 
ide emissions at fossil fuel-fired steam 
generators, two alternative methods ap- 
proved, EPA 897 

New Hampshire power plant’s compliance 
with pollution rules, EPA issues extension 
under energy-related authority 686 

New York City’s ocean dumping of sewage 
sludge, report to Interstate Sanitation Com- 
mission cites need for EPA to waive air 
pollution rules so that pyrolysis plants can 
be constructed before 1981 dumping 

_ deadline 603 

New York power plant’s compliance with air 
pollution requirements, compliance date 
extension proposed by EPA rescinded 749 

Nitrosamines in environment, EPA advisory 
group confirms dangers to human health, 
risk estimates seen precluded by lack of 
data, research needs identified, study 
group’s report forwarded to EPA, sum- 
mary of findings 681; rocket fuel produc- 
tion facilities and heavy-duty diesel engine 
crankcase emissions targeted by EPA for 
control of airborne nitrosamines 796 

Opacity testing to determine compliance with 
standards, Colo. Health Dept. required to 
give industries timely notice of visual 
readings (Colo SupCt) 744 

Organic chemicals in ambient air, EPA seeks 
contractor to conduct survey at West 
Virginia and Maryland locations 899 

Pennsylvania coal refuse pile owner issued 
pollution abatement order, deadline for ex- 
tinguishing fire set, Environmental 
Resources Dept. 753 

Photochemical oxidants, health effects of 
pollution detailed, adverse impacts on 
human health noted, EPA report 933 

Photochemical smog, methods for deter- 
mining levels seen hampering understan- 
ding of other potentially harmful oxidants, 
monitoring recommendations issued, 
National Research Council report 668 

Reporting of daily air quality standardized 
pollution index for local and state control 
agencies announced, federal interagency 
task force 653 

Standard Oil Co. of Ohio’s proposed facility to 
transport Alaskan oil through Calif., state 
Air Resources Board predicts construction 
will increase emissions, FEA cites board’s 
adverse reaction as based partly on ‘‘inap- 
propriate’? and ‘‘misleading’’ figures in 
federally funded study, Rosenberg 602; Air 
Resources Board adopts stringent air stan- 
dards for new industrial sources which 


could prevent siting of terminal and, 


pipeline project 949 

Texas petroleum refinery’s discharge of 
ethylene ruled violation of state Clean Air 
Act, fine assessed (Tex DistCt) 753 

Transportation, report to help predict impact 
on air quality released, scientific papers 
presented at earlier conference compiled in 
report, Transportation Dept. 616 

U.S. Steel Corp., Pa. coke plant’s emissions, 
firm signs tentative agreement with state 
and county to clean up pollution, installa- 
tion of control equipment and shutdown of 
certain coke oven batteries provided, 
agreement ends three years of litigation 
884 


ENVIRONMENT REPORTER — Aug. 6 — Oct. 29, 1976 


Washington, D.C.-Baltimore area, EPA air- 
craft making series of flights to measure 
movement of pollutants, special sensing 
equipment to be used 671 


Weather links with pollution sought by NOAA 
scientists, delicate sensors being flown into 
pollution plumes 612 


AIR QUALITY STANDARDS 


See also AIR POLLUTION (In General) 

Aircraft engines, pollution control regulations 
amended by EPA, test procedures standar- 
dized and improved, other revisions includ- 
ed 771 


Alabama 

—Continuous in-stack monitoring for certain 
steam generators and sulfuric acid plants, 
regulations to be considered, Air Pollution 
Control Commission hearing scheduled 780 

—State delegated authority to enforce per- 
formance standards for new stationary 
sources and national emission standards for 
hazardous pollutants, EPA 773 


California 

—Basinwide pollution control districts re- 
quired to adopt control plans within 60 days 
after beginning operations and submit plans 
to state Air Resources Board, legislation 
signed by governor 612 

—Cargo tanks used for hauling flammable li- 
quids, legislation setting controls on vapor 
emissions signed by governor 934 

—Hydrocarbon vapor control, Air Resources 
Board requiring Bay Area Control District 
to either revise regulations for storage 
tanks or face board action 775 

—Madera County, state delegated authority 
on behalf of county to enforce performance 
standards for new stationary sources and 
national emission standards for hazardous 
pollutants, EPA 609 

—New source review procedures adopted by 
Air Resources Board, stringent rules could 
prevent siting of controversial terminal and 
pipeline project for unloading Alaskan 
crude oil 949 

—Pollution emergency plan adopted by Air 
Resources Board, stationary source curtail- 
ment required during combination pollutant 
episodes, emergency stages outlined 583 

—Stanislaus County, state delegated authority 
on behalf of county to enforce performance 
standards for new stationary sources and 
national emission standards for hazardous 
pollutants, EPA 773 


Clean Air Act 

—See also LEGISLATION, FEDERAL, HR 
10498, S 3219 

—Attorneys’ fees, environmental group’s suit 
challenging EPA approval of Georgia im- 
plementation plan under Sec. 307, fees 
denied (CA 5) 886 

—Industrial expansion, EPA seeks contractor 
to analyze economic impacts of Act’s re- 
quirements 588 

—Presidential candidate Carter and Presi- 
dent Ford outline positions on pending 
legislative amendments in responses to 
American Society of Mechanical Engineers 
questionnaire 725 

Coal supply, impact of air quality re- 
qursnens assessed, Mines Bureau report 

1 

Cost estimates and economic analyses 
relating to ambient standards, new source 
performance standards, and national stan- 
dards for hazardous pollutants, EPA seeks 
contractor to provide information 641 

Criteria documents underlying national am- 
bient standards, EPA timetable for revis- 
ing and regrouping documents reported to 
Science Advisory Board, Talley 692; 
three-year schedule for revision of 
documents announced, Talley 924 


Indian delegated authority to enforce per- 
formance standards for new stationary 
sources and national emission standards for 
hazardous pollutants, EPA 848 

Indirect source review, petitions seeking 
review of EPA regulations ordered 
suspended from active docket, ‘‘completely 
unsettled’ state of regulations cited (CA 
DC) 683 

Kraft pulp mills, new source performance 
standards proposed by EPA, reduction in 
particulate matter and sulfur emissions 
required, text 793, 803 

Lead in ambient air, district court ruling that 
Clean Air Act imposes upon EPA man- 
datory duty to list substance as pollutant for 
which criteria must be established, EPA 
asserts agency has discretion to determine 
which regulatory mechanisms to use for 
control, oral arguments before appeals 
court 792 

Massachusetts proposed plan for attainment 
and short-term maintenance of ambient 
standards for sulfur dioxide and total 
suspended particulates to be considered, 
Environmental Quality Engineering Dept. 
hearing scheduled 780 

Measurement of ambient carbon monoxide 
and sulfur dioxide concentrations, 
reference and equivalent methods 
designated, EPA 691 

Monitoring of sulfur dioxide and nitrogen ox- 
ide emissions at fossil fuel-fired steam 
generators, two alternative methods ap- 

_ proved, EPA 897 

New Jersey regulations governing emissions 
of smoke and solid particles from fuel com- 
bustion processes and particulates from 
manufacturing processes, hearing to con- 
sider amendments scheduled, Environmen- 
tal Protection Dept. 750 

Nitrogen oxides, national control strategy out- 
lined, EPA will not set short-term nitrogen 
dioxide standard until agency has revised 
criteria document, Steigerwald memo, text 
888, 906 

Nondegradation of air quality 

—See also LEGISLATION, FEDERAL, HR 
10498, S 3219 

—Clean Air Act amendments requiring 
prevention of deterioration seen illustrating 
‘myopia’ of government decisionmakers, 
efforts to rewrite or reinterpret Act beyond 
reason or necessity criticized, Overton 600 

—EPA program for preventing significant 
deterioration of air quality, agency urged to 
amend regulations to bring them into con- 
formity with provisions of now defunct 
Clean Air amendments, Reinwand 955 

—EPA regulations upheld, panel reaffirms 
finding that Clean Air Act implicitly re- 
quires prevention of deterioration (CA DC) 
572 


—Phased construction approvals under EPA 
regulations, general guidance on issuance 
of permits sent to regional administrators, 
Strelow 950 

—Refinery industry, House and Senate 
proposals seen having no significant 
economic impact and will not prevent con- 
struction or expansion, different control 
strategies may be required at some plants, 
report submitted to EPA’s energy policy 
group 659 ; 

—Regional administrators instructed on 
means of carrying out EPA rules to prevent 
deterioration in clean air areas, permit ap- 
proval conditions specified, Strelow memo, 
text 846, 859 

North Dakota delegated authority to enforce 
performance standards for new stationary 
sources and national emission standards for 
hazardous pollutants, EPA 897 

Oregon 

—Open burning by board products industries, 
Environmental Quality Commission 
schedules hearing to consider revisions to 
rules 801 
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AIR QUALITY STANDARDS—Contd. 
Oregon—Contd. 


—Veneer driers, regulations governing air 
contaminant emissions, hearing scheduled 
to consider amendments, Environmental 
Quality Commission 750 


Petroleum refinery regenerators, EPA 
proposes revision to opacity standard, text 
691, 698 

Petroleum refinery sulfur recovery plants, 
new source performance standards propos- 
ed by EPA, elimination of almost all sulfur 
dioxide emissions required, text 848, 861 


Photochemical oxidants 

—Measurement in atmosphere, EPA con- 
sidering proposal to amend calibration 
procedures, advanced notice of proposed 
rulemaking, text 851, 871 

—State and local pollution control officials 
adopt seven-point program for meeting 
national ambient standards by reducing 
hydrocarbon emissions, areas of agreement 
listed 790 

Preconstruction review requirements, EPA 
considering policy to permit industrial 
plants to expand or locate in dirty-air areas 
if they trade pollution cuts for pollution in- 
creases on better than one-for-one basis, 
state role emphasized in deciding permit 
approval, requirements summarized, draft 
interpretative ruling, text 915, 939 


State implementation plans 

—See also subhead: Transportation control 
plans; specific states 

—Gasoline rationing requirements under five 
plans revoked, possible adverse social and 
economic consequences cited, EPA 920 

—Revisions to six plans requested by EPA, 
portions found inadequate to attain and 
maintain national standards 582; six New 
England states requested to submit 
revisions 772 

—Sulfur oxides, report providing summaries 
of each state’s regulations available from 
NTIS 644 

—Technological and economic feasibility 
claims cannot be considered by court, 
utility’s petition for review of EPA ap- 
proval of Pa. plan dismissed (CA 3) 598 

Stationary sources, monitoring requirements 
provided under performance standards for 
new sources amended, EPA 658 

Supersonic aircraft engines, emission stan- 
dards adopted, EPA 641 


Transportation control plans 

—See also specific states 

—FEPA control authority seen as less of intru- 
sion on state sovereignty than direct federal 
control, court cases on controls reviewed, 
Frick 777 

—Parking management and fuel vapor 
recovery, petitions seeking review of EPA 
regulations ordered suspended from active 
docket, ‘‘completely unsettled’’ state of 
regulations cited (CA DC) 683 

—Urban areas seen unable to meet air stan- 
dards unless effective transportation 
strategies are developed to reduce use of 
automobiles, support and cooperation of 
local communities urged, Train 604 

—Voluntary carpooling and bus-lane 
proposals found ‘‘disappointing” in reduc- 
ing automobile emissions, cost-effec- 
tiveness and feasibility of selected control 
measures on oxidant reduction analyzed, 
EPA staff report 602 


Vinyl chloride emissions, EPA issues final 
regulations, producers required to use best 
available control technology, potential 
adverse environmental effects estimated, 
emissions testing and submission of data 
required 892 

Virgin Islands given authority to enforce 
national emission standards fon hazardous 
pollutants, EPA 643 


Wisconsin regulations governing permit 
procedures for air contaminant sources, 
hearings to consider amendments schedul- 


ed, Natural Resources Dept. 750 


AIR TRANSPORT 


Air pollutants in Washington, D. C.-Baltimore 
area, EPA aircraft making series of flights 
to measure movement, special sensing 
equipment to be used 671 

Aircraft engines, pollution control regulations 
amended by EPA, test procedures stand- 
ardized and improved, other revisions in- 
cluded 771 

Fuel discharges from in-flight aircraft, EPA 
urged to set minimum standards, studies to 
determine impact on pollution problems 
proposed, GAO report 733 

Supersonic aircraft engines, air pollution 
emission standards adopted, EPA 641 


ALABAMA 


Air quality implementation plan, EPA ap- 
proves revision of bases for application of 
sulfur dioxide emission limitations for fuel 
combustion sources 848; Tennessee Valley 
Authority plant’s failure to meet standards 
deadline, consent agreement with state 
provides for compliance schedule to install 
control equipment (DC Ala) 885; EPA 
proposes revision to plan to amend state’s 
limitations for photochemical oxidants dur- 
ing air pollution emergency episodes 897 


Air standards, state delegated authority to en- 
force performance standards for new 
stationary sources and national emission 
standards for hazardous pollutants, EPA 
773 


Continuous in-stack monitoring for certain 
steam generators and sulfuric acid plants, 
Air Pollution Control Commission 
schedules hearing to consider regulations 
780 

Water quality standards, hearing scheduled to 
review standards pursuant to Sec. 303 of 
Federal Water Act, Water Improvement 
Commission 750 


APPOINTMENTS, PERSONNEL CHANGES 


Council on Environmental Quality 

—Peterson resigns as chairman to become 
president and chief executive officer of new 
citizen’s lobby 724 

Environmental Protection Agency 

—Scientific Advisory Panel established under 
FIFRA, nominees announced, list 583 


APPROPRIATIONS AND AUTHORIZATIONS 
See BUDGET, U.S. 


ARIZONA 


Governor’s Commission on Arizona Environ- 
ment meeting, urban areas seen unable to 
meet air standards unless effective 
transportation strategies are developed to 
reduce use of automobiles, support and co- 
operation of local communities urged, 
Train 604 


ARKANSAS 


Air quality implementation plan, revision 
amending regulations for controlling par- 
ticulate matter approved, EPA 848 

Ouachita River Basin, hearings scheduled to 
consider proposed management plan, Pollu- 
tion Control and Ecology Dept. 750 
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Water quality inventory report issued by state 
Pollution Control and Ecology Dept., 28 
percent of streams seen unable to achieve 
1983 goals of ‘“fishable and swimmable”’ 
waters, salinity and dissolved oxygen 
problems outlined 802 

Water quality standards governing stream 
flow and dissolved oxygen, Governor Pryor 
opposing legislative council resolution to 
weaken standards 671 


ARMY 


See also CORPS OF ENGINEERS 

Ammunition plants, pollution abatement 
processes for Government-owned contrac- 
tor-operated plants to be tested, Mobility 
Equipment Research and Development 
Command 614 


ATOMIC ENERGY 


China’s detonation of nuclear bomb, EPA 
data on milk contamination shows increase 
in radiation not widespread 933 

Nuclear power plants 

—Mixed-oxide fuels, regulations for use in 
light-water reactors, amendments propos- 
ed, Nuclear Regulatory Commission 777 

—Plutonium use, earlier decision holding 
Nuclear Regulatory Commission in viola- 
tion of NEPA for granting interim commer- 
cial licenses without completing general 
impact statement, court refuses to recon- 
sider ruling (CA 2) 743 

—Radioactive wastes, appeals court ruling 
requiring Nuclear Regulatory Commission 
to consider environmental effects of 
reprocessing and disposing before granting 
operating license, NRC deferring issuance 
of operating licenses and construction per- 
mits for eight plants while information is 
being prepared 658; NRC Atomic Safety 
and Licensing Appeals Board withdraws 
construction permit for Seabrook, N.H., 
plant as result of ruling, adverse environ- 
mental impacts cited, additional withdraw- 
al requests on file with agency 850; NRC 
proposes interim rule to enable agency to 
resume issuing construction permits and 
operating licenses for new plants 926 

Nuclear Regulatory Commission contracts, 
see PROCUREMENT 

Radiation protection activities, EPA annual 
report for 1975 issued, significant events 
and accomplishments by federal agencies 
outlined 644 

Radioactive waste disposal, EPA and Nuclear 
Regulatory Commission assure House sub- 
committee that waste can be managed safe- 
ly, NRC _ staff assessing environmental 
effects of nuclear fuel reprocessing and 
waste management, Natural Resources 
Defense Council criticizes federal manage- 
ment programs, testimonies 779 

Radiological surveys of former research and 
development work sites to be conducted by 
ERDA, possible residual contamination to 
be determined 778 


AUTOMOBILES 
See MOTOR VEHICLES 


BENZIDINE MANUFACTURING 


See EFFLUENT LIMITATION GUIDE- 
LINES 
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BEVERAGE CONTAINERS 
See SOLID WASTE 


BUDGET, U.S. 


Environmental Protection Agency research 
programs, see LEGISLATION, FEDERAL 
HR 7108 

Federal Insecticide, Fungicide, and Roden- 
ticide Act appropriations, see LEGISLA- 
TION, FEDERAL, HR 12944 

Public works, see LEGISLATION, FED- 
ERAL, HR 15194 


BUILDING AND CONSTRUCTION 
Electric power plants, see ELECTRIC 
OWER 


Emission sources, guidance for issuing phas- 
ed construction approvals under EPA 
significant deterioration regulations sent to 
regional administrators, Strelow 950 

New Jersey coastal areas, interim land use 
guidelines to be implemented in review of 
permit applications for major construction 
projects, Environmental Protection Dept. 


611 

Post office construction, Postal Service 
violated NEPA by failing to review impact 
of transfer of operations from downtown to 
suburban area (CA2) 766 

Standard Oil Co. of Ohio’s proposed facility to 
transport Alaskan oil through Calif., state 
Air Resources Board predicts adverse im- 
pact on air quality, FEA cites board’s 
adverse reaction as based partly on ‘‘inap- 
propriate’ and ‘“‘misleading’’ figures in 
federally funded study, Rosenberg 602; Air 
Resources Board adopts stringent air stan- 
dards for new industrial sources which 
could prevent siting of terminal and 
pipeline project 949 

Trident nuclear submarine base construction, 
Navy required to partially revise impact 
statement, court refuses to enjoin work on 
site pending compliance (CA DC) 924 

Waste treatment plant construction, 
SEWAGE TREATMENT 


see 


BUREAUS 


See other parts of title and specific subject 
headings 


CALIFORNIA 


Air pollution emergency plan adopted by Air 
Resources Board, stationary source curtail- 
ment required during combination pollutant 
episodes, emergency stages outlined 583 

Air quality implementation plan, EPA 
proposes revision to amend Great Basin 
pollution control district regulations, per- 
mit procedure provided for construction or 
operation of equipment producing air con- 
taminants 643; changes to air quality 
regulations for six county pollution control 
districts proposed by EPA as revisions 749; 
gasoline rationing requirements revoked by 
EPA, possible adverse social and economic 
consequences cited 920 

Air standards 

—Madera County, state delegated authority 
on behalf of county to enforce performance 
standards for new stationary sources and 
national emission standards for hazardous 
pollutants, EPA 609 

—Stanislaus County, state delegated authority 
on behalf of county to enforce performance 
standards for new stationary sources and 
national emission standards for hazardous 
pollutants, EPA 773 


Basinwide air pollution control districts re- 
quired to adopt control plans within 60 days 
after beginning operations and must submit 
plans to Air Resources Board, legislation 
signed by governor 612 

Cargo tanks used for hauling flammable li- 
quids, legislation setting controls on vapor 
emissions signed by governor 934 

Coastline development, legislation imposing 
permanent controls approved by 
legislature, Coastal Zone Conservation 
Commission established as permanent 
agency 660; legislation apnroved by gover- 
nor, summary of provision 854 

Environmental Quality Act 

—Fish and Game Commission’s issuance of 
hunting regulations and permits, Act ruled 
applicable, failure to prepare impact report 
ruled violation (Calif SupCt) 727 

—Legislation amending Act signed by gover- 
nor, certain projects exempted from im- 
pact report requirements 934 

—Los Angeles’ extraction of subsurface water 
from Owens Valley Basin, limitations im- 
posed pending city’s preparation of impact 
report (Calif CtApp) 727 

Hydrocarbon vapor control, Air Resources 
Board requiring Bay Area Control District 
to either revise regulations for storage 
tanks or face board action 775 

Motor vehicles 

—Air Resources Board required to consider 
state’s economic climate before setting 
future emission regulations, legislation 
signed by governor 934 

—Datsun model vehicles, three dealers charg- 
ed with registering cars out of state and 
Selling them in state as used vehicles to 
avoid installing smog control equipment, Air 
Resources Board suit filed 753 

Standard Oil Co. of Ohio’s proposed facility to 
transport Alaskan oil through state, Air 
Resources Board predicts construction will 
increase air emissions, FEA cites board’s 
adverse reaction as based partly on ‘‘inap- 
propriate’ and ‘misleading’ figures in 
federally funded study, Rosenberg 602 

Air Resources Board adopts stringent air 
standards for new industrial sources which 
could prevent siting of terminal and 
pipeline project 949 

Transportation controls, pilot program funded 
by federal agency to encourage carpooling 
and bus travel during rush hours on Los 
Angeles freeway halted, violations of 
NEPA and state Environmental Quality 
Act cited (DC Calif) 633; court’s written 
findings of fact and conclusions of law filed, 
project held not exempt from requirements 
of NEPA and CEQA (DC Calif) 843 

Water reclamation, state Water Resources 
Control Board considering ‘‘policy and ac- 
tion plan’ for reclaiming and reusing 
treated wastewater 800; board schedules 
hearings to consider regulations governing 
water reuse 801 

Water supply systems, few systems found 
consistently meeting state health stan- 
dards, difficulties in improving systems 
cited, state Consumer Affairs Dept. report 
670 


CEMENT MANUFACTURING 


See EFFLUENT LIMITATION 
GUIDELINES 


CHEMICALS AND CHEMICAL INDUSTRY 


See also LEGISLATION, FEDERAL, HR 
14032; PESTICIDES; SULFUR AND 
SULFUR OXIDES 

Allied Chemical Co., Va., discharge of 
pesticide Kepone into James River, firm 
assessed maximum allowable fine of $13.2 
million (DC Va) 844 

American Chemical Society, 
CONFERENCES AND MEETINGS 


see 


Benzidine manufacturing, see EFFLUENT 
LIMITATION GUIDELINES 

Chemicals Metals Industries, Inc., Md., firm 
ordered to ensure that mixing vats are kept 
airtight to prevent release of odors, 
Baltimore Health Dept. 630 


Environmental measurements symposium 
sponsored by National Bureau of Standards, 
lake of comprehensive baseline data noted, 
Brown (D-Calif) 782 

Fluorocarbons 

—Pesticide sprays, voluntary program for 
removing propellants begun by EPA, 
manufacturers urged to use other 
propellants, possible ban on chemical seen, 
labeling required on products 953 

—Regulatory action by U.S. seen insufficient 
to effect long-term reductions in ozone 
layer, NATO member nations urged to 
adopt policy commitments to phase out non- 
essential uses, Train 931 

—Stratospheric impacts evaluated, regulation 
seen as certain necessity, two-year wait to 
resolve uncertainties about available data 
recommended, National Academy of 
Sciences report 741; federal interagency 
task force reiterates call for rulemaking 
proceedings to control use of chemicals, 
NAS report seen substantiating findings of 
potential threat 798 


Kepone production, Va. chemical firms and 
officers indicted by federal grand jury for 
conspiring to violate water pollution control 

» laws 581 

Lead in ambient air, district court ruling that 
Clean Air Act imposes upon EPA man- 
datory duty to list substance as pollutant for 
which criteria must be established, EPA 
asserts agency has discretion to determine 
which regulatory mechanisms to use for 
control, oral arguments before appeals 
court 792 

Midland-Ross Corp., Ohio, research project 
planned to determine viability of in- 
cinerating Kepone sludge 800 

Nitrosamines in environment, EPA advisory 
group confirms dangers to human health, 
risk estimates seen precluded by lack of 
data, research needs identified, study 
group’s report forwarded to EPA, sum- 
mary of findings 681; rocket fuel produc- 
tion facilities and heavy-duty diesel engine 
crankcase emissions targeted by EPA for 
control of airborne nitrosamines 796 

Organic chemicals in ambient air, EPA seeks 
contractor to conduct survey at West 
Virginia and Maryland locations 899 

Organochlorine waste dumping, EPA 
designates northwestern section of Gulf of 
Mexico as site for high temperature in- 
cineration 751 

Polybrominated biphenyls (PBBs), excessive 
levels found in Pine River water and fish 
samples, Michigan Public Health Dept. ad- 
vises against eating fish taken from river 
900 

Polychlorinated biphenyls (PCBs) 

—Effluent standards, Natural Resources 
Defense Council scores EPA proposals as 
“totally inadequate’ to protect environ- 
ment and human health, zero discharge urg- 
ed, other groups comment, hearing schedul- 
ed to cross-examine EPA witnesses on 
proposed rules 665 

—General Electric Co. discharges into Hud- 
son River, N.Y. Environmental Conserva- 
tion Dept. and firm reach agreement to set- 
tle legal action, firm to halt use and help 
pay for river cleanup 746 

—Georgia Natural Resources Dept. closes 
portions of several rivers to commercial 
fishing, fish taken from rivers found con- 
taining levels of PCBs higher than FDA 
tolerance 747; ban on fis ing continued, 
Dept. finds only ‘‘small traces’’ of PCBs in 
fish taken from other major streams and 
impoundments 899 
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—Contd. 


Polychlorinated biphenyls (PCBs)—Contd. 


—Massachusetts Environmental Affairs 
Dept. and EPA monitoring Acushnet River 
and New Bedford harbor to determine ex- 
tent of contamination 797 

—Michigan control law, hearing scheduled to 
consider proposed regulations governing 
use, sale, and manufacture of products, 
Natural Resources Dept. 584 

—Monsanto Co. to halt manufacture and sale 
by Oct. 1977, electrical industry testing 
alternatives, Harbison 851 

—Monsanto Industrial Chemicals Co., studies 
show no cases of malignant melanoma or 
pancreatic cancer among current or former 
employees, Roush 754 

—Nursing mothers, detectable levels of PCBs 
found in almost all milk samples, EPA test 
results released 754; preliminary results of 
study discussed at meeting by federal agen- 
cy officials, physicians, and pediatricians, 
mothers urged to avoid eating fresh water 
fish during pregnancy and nursing period, 
comments 798 

—Sangamo Electric Co., S.C., ordered to 
reduce levels of discharges into lake, EPA 
Region IV 747 

—Substitutes in transformers and capacitors 
being investigated by EPA, electrical 
power generating industry, and chemical 
firms, Train letter to senators and con- 
gressmen 576 

Polyvinyl chloride concentrations found per- 
sisting at former landfill sites, Battelle 
Columbus Laboratory scientists recom- 
mend health effects studies of persons liv- 
ing nearby, Markle 748 

Pyrolysis fuel oil, Union Carbide Corp. ad- 
vises NIOSH of possible carcinogenicity 667 

Toxic substances 

—See also EFFLUENT LIMITATION 
GUIDELINES; LEGISLATION, 
FEDERAL, HR 14032, S 3149 

—EPA office of toxic substances, advisory 
committee recommends procedures for 
strengthening office and individual 

rograms 933 

—Testing of chemicals under procedures of 
new Toxic Substances Control Act, four 
problem areas identified, Golberg 932 

Vinyl chloride, EPA issues final regulations 
requiring prcducers to use best available 
technology to control emissions, potential 
adverse environmental effects estimated, 
emissions testing and submission of data 
required 892 


CITIZENS’ SUITS 


Attorney’s fees, environmental group’s suit 

challenging EPA approval of Ga. air quality 
lan, court refuses to grant fees for suit 
rought under Sec. 307 of Clean Air Act (CA 

5) 886 

California 

—Environmental Quality Act ruled applicable 
to issuance of hunting regulations and per- 
mits by state Fish and Game Commission, 
failure to prepare impact report ruled 
violation (Calif SupCt) 727 

—Transportation controls pilot program fund- 
ed by federal Urban Mass Transit Admn. to 
encourage carpooling and bus travel during 
rush hours on Los Angeles freeway halted, 
violations of NEPA and state Environ- 
mental Quality Act cited (DC Calif) 
633; court’s written findings of fact 
and conclusions of law filed, project held 
not exempt from requirements of NEPA 
or CEQA (DC Calif) 843 

Dam authorized before enactment of Federal 
Water Act, suit to enjoin construction dis- 
missed, EPA administrator not required to 
determine and report to Congress analysis 
of storage for project, impact statement up- 
held (CA 10) 844 


Darien Gap highway project through Colom- 
bia and Panama, previous order enjoining 
construction pending NEPA compliance ex- 
tended (DC DC) 886 

Disaster relief, funds granted to Los Angeles 
to replace dam complex damaged in 1971 
earthquake rules not exempt from NEPA, 
1974 Relief Act does not apply retroactively 
(CA 9) 727 

District of Columbia power plant’s visible 
emissions ruled violation of air quality 
plan, contentions of technological economic 
eae pm a held invalid defense (DC DC) 


Hawaii surfing site facing potential damage 
from proposed discharge facility, Corps of 
Engineers required to comply with NEPA 
before issuing construction permit (DC 
Hawaii) 726 

Irrigation project near Missouri River Basin, 
court refuses to enjoin project on grounds 
that impact statement is inadequate, 
segmentation of initial and ultimate stages 
of unit held proper (DC SD) 744 

Lead in ambient air, district court ruling that 
Clean Air Act imposes upon EPA man- 
datory duty to list substance as pollutant for 
which criteria must be established, EPA 
asserts agency has discretion to determine 
which regulatory mechanisms to use for 
control, oral arguments before appeals 
court 792 

Nondegradation of air quality, EPA 
regulations upheld, panel reaffirms finding 
that Clean Air Act implicitly requires 
prevention of deterioration (CA DC) 572 

Nuclear power plants 

—Plutonium use, earlier decision holding 
Nuclear Regulatory Commission in viola- 
tion of NEPA for granting interim commer- 
cial licenses without completing general 
impact statement, court refuses to recon- 
sider ruling (CA 2 ) 743 

—Radioactive wastes, appeals court ruling 
requiring Nuclear Regulatory Commission 
to consider environmental effects of 
reprocessing and disposing before granting 
operating license, NRC deferring issuance 
of operating licenses and construction per- 
mits for eight plants while information is 
prepared 658; NRC Atomic Safety and 
Licensing Appeals Board withdraws con- 
struction permit for Seabrook, N.H., plant 
as result of ruling, adverse environmental 
impacts cited, additional withdrawal re- 
quests on file with agency 850; NRC 
proposes interim rule to enable agency to 
resume issuing construction permits and 
operating licenses for new plants 926 

Porpoises, permit allowing incidental killing 
during tuna fishing operations violates 
Marine Mammal Protection Act, National 
Marine Fisheries Service required to revise 
regulations to determine impact on op- 
timum sustainable populations of species 
(CA DC) 598 

Securities and Exchange Commission’s rules 
on corporate disclosure of environmental 
information, suit filed by several public in- 
terest groups alleges rules fail to meet 
NEPA responsibilities 575 

Timber cutting in Minn. Boundary Water 
Canoe Area, Wilderness Act of 1964 does 
not prohibit commercial cutting, Forest 
Service complied with NEPA in sanctioning 
existing timber sales within area, district 
court ruling reversed (CA 8) 683 

Trident nuclear submarine base construction, 
Navy required to partially revise impact 
statement, court refuses to enjoin work on 
site pending compliance (CA DC) 924 


CLEAN AIR ACT 


See AIR QUALITY STANDARDS; LEGISLA- 
TION, FEDERAL, HR 10498, S 3219 


COAL 


See also LEGISLATION, FEDERAL, HR 
13950, S 391; STRIP MINING 

Acid mine drainage from abandoned mines, 
cleanup problems detailed, EPA aiming 
pollution control efforts at active and new 
mines, Gage, House hearings 615 

Air quality requirements, impact on coal 
supply assessed, Mines Bureau report 751 

Atmospheric fluidized bed combustion, new 
Se ca for firing coal in steam 
power plants to be studied under project 
authorized by Tennessee Valley Authority 
801 

Conversion to clean synthetic fuels, new and 
improved processes to be studied, ERDA 
ree ys totaling $13 million awarded, list 

10 

Conversion to natural gas substitute, $66 
million pilot plant begins operation near 
Homer City, Pa. 801 

Electric power plant’s conversion to coal use , 

A orders prohibiting 37 units from burn- 

ing oil or natural gas approved, EPA 654 

Expansion plans by major coal producers, 
starting date shifted from late 1970s to ear- 
ly 1980s due to lack of definitive commit- 
ment to coal use and uncertainty on forma- 
tion of national energy policy, Bagge 667 

Leasing under new Federal Coal Leasing Act, 
21 areas in five states classified as ‘‘known 
recoverable resource areas,’ Interior 
Dept. 796 

Prospecting permits, Interior Secretary's 
moratorium on issuance of permits did not 
require impact statement and was not 
abuse of discretion (CA DC) 574 

Sulfur dioxide standards for new power 
plants, less than one-third of coal can be up- 
graded to meet new source standard 
through conventional coal washing tech- 
niques, Mines Bureau report 923 


COAST GUARD 


Ocean dumping of dredged materials, sur- 
veillance and enforcement duties to be 
shared with Corps of Engineers, interagen- 
cy agreement 754; provisions of agreement 
permitting Corps to oversee own dumping 
activities sharply criticized during House 
oversight hearings, testimonies 853 


COASTAL ZONES 


See also CONTINENTAL SHELF 

California coastline development, legislation 
imposing permanent controls approved by 
legislature, Coastal Zone Conservation 
Commission established as permanent 
agency 660; legislation approved by gover- 
nor, summary of provisions 854 

Energy impact aid, NOAA sets ‘‘optimistic 
timetable’ for administering new manage- 
ment program, issues remaining to be 
decided detailed, Knecht 607; program es- 
tablished by amendments to Coastal Zone 
Management Act, alternative approaches 
for administering program outlined, NOAA 
draft regulations to be circulated, Murphy, 
Knecht 730; draft rules being circulated, 
Commerce Dept. proposes regulations to 
provide for consistency of federal actions 
with state management plans 745; final 
draft of proposed regulations provides 
federal grants to states and localities for 
‘‘unavoidable’’ environmental or 
recreational losses caused by 
energy-related activity, principles, objec- 
tives, and operating procedures outlined, 
summary 890; proposed regulations 
published, text 958, 959 

Federal Power Commission proposes series 
of amendments to conform its rules to 
Coastal Zone Management Act, issuance of 
licenses, orders, authorizations, or cer- 
tificates affected 798 


6 (ER) 


ENVIRONMENT REPORTER — Aug. 6 — Oct. 29, 1976 


COASTAL ZONES—Contd. 


New Jersey coastal areas, interim land use 
guidelines to be implemented in review of 
permit applications for major construction 
projects, Environmental Protection Dept. 
611 


State management plans, NOAA proposes 
regulations requiring consistency of federal 
agency actions with approved plans, text 
798, 818 

Wisconsin coastal management system to be 
discussed, Natural Resources Dept. 
hearings scheduled 750 


COLORADO 


Air quality~ implementation plan, gasoline 
rationing requirements revoked by EPA, 
possible adverse social and economic con- 
sequences cited 920 

Mined Land Reclamation Act approved by 
governor, seven-member board established 
to adopt standards for reclamation and 
review problems, summary of provisions 
609 


Opacity testing to determine compliance with 
air standards, Health Dept. required to give 
industries timely notice of visual readings 
(Colo SupCt) 744 


COMMERCE DEPARTMENT 


See also ECONOMIC DEVELOPMENT AD- 
MINISTRATION; NATIONAL OCEANIC 
AND ATMOSPHERIC ADMINISTRATION 

Environmental regulations, effects on 
economic growth to be studied by 
regulatory policy committee, geographical 
and industrial data to be analyzed and 
recommendations issued 609 

Marine Mammal Protection Act, actions dur- 
ing April 1975-March 1976 period outlined, 
status of certain species detailed, report to 
Congress 610 


CONFERENCES AND MEETINGS 


(Includes seminars, workshops, etc.) 
ie also ADVISORY COMMITTEES; JOUR- 
AL 

American Bar Assn., Natural Resources Law 
Section meeting, proposed Clean Air Act 
amendments to require prevention of 
significant deterioration of ambient air 
criticized, efforts seen illustrating 
“myopia” of government decisionmakers, 
Overton, other speakers 600 

American Chemical Society meeting, sulfuric 
acid emissions from catalyst-equipped 
motor vehicles may pose serious health 
problems, results of EPA-General Motors 
tests reported, Stevens, other speakers 688 

American Management Assn. seminar, 
beverage industry not opposed to ban on 
detachable pull-tabs on containers, change 
seen raising consumer prices, proposals to 
ban nonreturnable containers discussed, 
Curtiss 751 

American Public Health Assn. meeting, EPA 
to apply new Toxic Substances Control Act 
in ‘‘fishbowl’’ atmosphere and involve as 
many groups as possible, Train 924 

Eco-Technie Recycling Conference, Federal 
Government urged to impose disposal tax 
on waste products and initiate stockpiling 
plan to encourage paper recycling, advisor: 
committee’s study released, Diamond, 
other speakers 893 

Energy research, development and 
demonstration, ERDA national plan to be 
discussed, meetings scheduled in San Fran- 
cisco 754 

Environment and safety briefing sessions 
scheduled by BNA, scheduled speakers and 
agenda announced 739, 947 

Federal Bar Assn. annual convention, EPA 
assertion of transportation control authori- 


ty seen as less of intrusion on state 
sovereignty than direct federal control, 
court cases concerning controls reviewed, 
Frick, other speakers 777 

Governor’s Commission on Arizona Environ- 
ment meeting, urban areas seen unable to 
meet air standards unless effective 
transportation strategies are developed to 
reduce use of automobiles, support and 
cooperation of local communities urged, 
Train 604 

Land disposal of residuals conference, 
polyvinyl chloride concentrations found 
persisting at former landfill sites, Battelle 
Columbus Laboratory scientists recom- 
mend health effects studies of persons liv- 
ing nearby, Markle, other speakers 748 

Municipal water systems planning con- 
ference, potential benefits of wastewater 
reuse detailed, developing public con- 
fidence seen as major problem facing EPA, 
difficulties in determining health hazards 
noted, Mayo, other speakers 895 

National Bureau of Standards research sym- 
posium on environmental measurements, 
lack of comprehensive baseline data noted, 
lack of integration in government research 
and monitoring criticized, Brown (D-Calif) 
782 


National Safety Congress, testing of 
chemicals under procedures of new Toxic 
Substances Control Act, four problem areas 
identified, Golberg 932 

NATO Committee on Challenges of Modern 
Society, ozone layer depletion by fluorocar- 
bons discussed, U.S. regulatory action 
alone seen insufficient to effect long-term 
reductions, NATO member nations urged to 
adopt policy commitments to phase out non- 
essential uses of chemical, Train 931 

State and Interstate Water Pollution Control 
Administrators Assn., annual meeting, 
state officials endorse three ‘‘essential”’ 
amendments to Federal Water Act in effort 
to get priorities through Congress, Sec. 208 
planning program and sewage treatment 
construction grants discussed, speakers 768 

United Nations Law of the Sea Conference, 
agreement on proposals to protect marine 
environment constitute only significant 
progress at most recent session, summary 
of committee proceedings and discussions 

1 


77 

Water Pollution Control Federation annual 
meeting, House and Senate seen taking con- 
trasting approaches to amending Federal 
Water Act in next Congress, projected 
priorities outlined by committee aides, 
summary of comments 837; sewage treat- 
ment construction grants program, EPA 
considering profits guidelines for con- 
sulting engineering services, profits 
between 10 and 18 percent would be con- 
sidered ‘‘reasonable,’’ Alm, other speakers 
886 

Wildlife in America symposium, EPA Ad- 
ministrator Train calls for federal wildlife 
management policy that protects all 
species rather than those few used for hun- 
ting, trapping, or fishing 899 


CONGRESS 


(For hearings on legislation with assigned 
numbers, see LEGISLATION, FEDERAL) 

Adjournment of 94th Congress on Oct. 2 may 
threaten passage of several major en- 
vironmental bills, some measures face ad- 
ditional obstacle of possible Presidential 
veto 723 

House 

—Regulatory reform and federal regulation, 
Commerce Subcommittee releases first 
volume of report, EPA’s enforcement of 
automobile emission control standards and 
regulation of pesticides scored, recommen- 
dations to improve programs issued, sum- 
mary 838 


House hearings 

—Coal mines, difficulties in cleaning up acid 
mine drainage from abandoned mines 
cited, EPA aiming pollution control efforts 
at active and new mines, Gage, Science 
Subcommittee 615 

—EPA research program, emphasis on short- 
range projects scored, greater focus on 
long-range research urged, recommen- 
dations issued, Moore, Science and 
Technology Subcommittee 894 

—Long Island sewage treatment facility, in- 
flation and construction delays seen respon- 
sible for tripling in estimated costs of un- 
completed project, GAO preliminary study 
cited, Campbell, Public Works Subcom- 
mittee field hearing 794 

—Mississippi River locks and dam replace- 
ment project, Public Works Subcommittee 
schedules hearings on authorization, En- 
vironmental Policy Center urges deferral 
on funding pending submission by Corps of 
Engineers of additional data on impacts of 
proposal 684 

—Nitrosamine-containing herbicides, EPA 
will not suspend registrations of four 
products, no imminent hazard found, 
Quarles, Commerce Subcommittee 769 

—Ocean dumping oversight hearings, in- 
teragency agreement between Coast Guard 
and Corps of Engineers permitting Corps to 
oversee own dumping activities sharply 
criticized, testimonies, Merchant Marine 
and Fisheries Committee 853 


—Radioactive waste management, EPA and 


Nuclear Regulatory Commission testify on 
disposal problems, NRC assessing en- 
vironmental effects of nuclear fuel 
reprocessing and waste management, 
Natural Resources Defense Council 
criticizes federal management programs, 
testimonies, Government Operations Sub- 
committee 779 

—Sewage sludge dumping, New York City 
ordered by EPA Region II to cease dis- 
charges by end of 1981, hearings held to in- 
vestigate cause of Long Island beach 
closings, Hansler, other testimonies, 
Merchant Marine and Fisheries Subcom- 
mittees 579 

—Sewage treatment construction grants 
program, recently enacted public works 
jobs law seen stalling some projects while 
providing needed funds to others, EPA and 
other officials discuss impact of legislation 
passed over President’s veto, Quarles, 
other testimonies, Public Works Com- 
mittee 573 


Senate 

—Committee system, complete reorganiza- 
tion recommended by select committee 
studying system, formation of new standing 
Committee on Environment and Public 
Works suggested to consolidate jurisdiction 
in area, summary of proposals 846 

—Voting record of Senators rated on 31 en- 
vironmental issues, League of Conservation 
Voters 957 


Senate hearings 

—Federal Water Pollution Control Act, Public 
Works Committee directs staff to draft 
“‘austere’’ amendments, Muskie (D-Me) 
favors deferring major revisions until next 
year, provisions of Act requiring legislative 
attention outlined, Billings 595; committee 
approves several amendments including 
measure to amend Sec. 404 to reduce Corps 
of Engineers jurisdiction, list of adopted 
amendments 653 


CONNECTICUT 


Air quality implementation plan, portions 
found inadequate to attain and maintain 
national standards, revisions requested, 
EPA 772 
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CONNECTICUT—Contd. 


Land use controls found slowing conversion of 
undeveloped lands, state’s ‘‘Open Spaces’’ 
Act evaluated, Environmental Protection 
Dept. report 755 


CONSTRUCTION 
See BUILDING AND CONSTRUCTION 


CONTINENTAL SHELF 


Petroleum development 

—See also LEGISLATION, FEDERAL, HR 
6218, S 521 

—Baltimore Canyon proposed lease sale, final 
impact statement issued by BLM, chances 
of oil spills’ reaching shoreline seen small, 
all tracts proposed for lease found posing 
some degree of pollution risk 612 

—Coastal zone energy impact aid, NOAA sets 
“optimistic timetable’ for administering 
new management program, issues remain- 
ing to be decided detailed, Knecht 607 

—Costs and benefits of offshore drilling 
analyzed, four technical papers available, 
American Enterprise Institute for Public 
Policy Research 611 

—Environmental impacts assessment, con- 
tract to analyze data and results from 
eae Dept. program awarded, NOAA 


—Interior Dept. proposed lease sale of drill- 
ing sites off Atlantic coast, district court 
preliminary injunction due to NEPA viola- 
tion, injunction stayed, Supreme Court 
Justice Marshall refuses to lift stay (CA 2) 
eee injunction reversed (CA 

—Northern Gulf of Alaska lease sale, Interior 
Dept. impact statement upheld (DC DC) 
629 


—Santa Barbara channel, suit seeking to en- 
join Interior Dept. from approving drilling 
activities pending NEPA compliance dis- 
missed (DC Calif) 629 


CONTRACTS 
See PROCUREMENT 


CORN WET MILLING INDUSTRY 


See EFFLUENT LIMITATION 
GUIDELINES 


CORPS OF ENGINEERS 


Florida proposed barge canal to connect 
Atlantic Ocean and Gulf of Mexico, draft 
impact statement predicts completion 
would have adverse impact on wildlife, 
productive forest land, and river 
ecosystems 689 

Hawaii surfing site facing potential damage 
from proposed discharge facility, Corps 
required to comply with NEPA before issu- 
ing construction permit (DC Hawaii) 726 

Louisiana wetlands, 11 cease and desist 
orders issued during June for unauthorized 
dredge and fill work 581; six orders issued 
during ities 844 

Mississippi River locks and dam replacement 
project, congressional authorization 
sought, House hearings on funding schedul- 
ed, Environmental Policy Center urges 
deferral pending submission by Corps of ad- 
ditional data on impacts of proposal 684; 
project authorization and user charge 
provisions deleted from Senate-passed 
water resources development bill (S 3823) 
792 

Ocean dumping of dredged materials, sur- 
veillance and enforcement duties to be 
shared with Coast Guard, interagency 


agreement 754; provisions of agreement 
permitting Corps to oversee own dumping 
activities sharply criticized during House 
oversight hearings, testimonies 853 
Wetlands dredge and fill activity, Corps 


properly exercised its jurisdiction in area 
adjacent to intrastate lake even though 
applicable regulations were not yet effec- 
tive and President suspended rules for 60 
days (DC Ind) 675 


COUNCIL ON ENVIRONMENTAL QUALITY | 


Energy research and development, federal 
programs criticized for failing to adequate- 
ly incorporate environmental protection 
and energy conservation policies, short- 
comings listed and recommendations 
issued, evaluation report 791 

Environmental quality in U.S., seventh annual 
report issued, air and water quality trends 
detailed, pollution control expenditures 
through 1985 projected 851 

Farmlands, federal agencies’ impact 
statements should include analysis of 
effects of proposed actions on ‘‘prime and 
unique farmlands,” large-scale conversion 
of lands to urban use cited, advisory 
memorandum 723 

Peterson resigns as chairman to become 
president and chief executive officer of new 
citizens’ lobby 724 


COURTS 


See CITIZENS’ SUITS; LITIGATION (In 
General); SUPREME COURT OF THE 
UNITED STATES 


D 


DEFENSE DEPARTMENT 


See also ARMY; CORPS OF ENGINEERS 

Frankford Arsenal, Pa., socio-economic im- 
pacts of proposed closing do not require im- 
pact statement, impacts do not affect 
human environment as contemplated by 
NEPA (DC Pa) 676 


DEPARTMENTS 


See other parts of title and specific subject 
headings 


DISCHARGE PERMIT PROGRAM 
See WATER QUALITY STANDARDS 


DISTRICT OF COLUMBIA 


Air quality implementation plan, power 
plant’s visible emissions ruled violation of 
plan, contentions of technological and 
economic infeasibility held invalid defense 
(DC DC) 683 


DREDGING 


See also LEGISLATION, FEDERAL, S 2710 

Corps of Engineers properly exercised its 
jurisdiction over activities in wetlands area 
even though applicable regulations were not 
yet effective and President suspended rules 
for 60 days (DC Ind) 675 

Federal Water Act dredge and fill discharge 
permit program under Sec. 404, Ad- 
ministration submits proposed revisions to 
Senate based on measure defeated in 
House, scope of permit review narrowed, 
authorization for state delegation included 


630 
Great Lakes, U.S.-Canadian task force report 
recommends decisions on future dredging 
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be made on ‘“‘site-specific’’ basis, five-year 
forecasting program and additional studies 
recommended 855 

Idaho Dredge Mining Act upheld, permit re- 
quirement for dredge or placer mining on 
federal land held constitutional (Idaho 
SupCt) 886 

Kepone contamination in James River, Va., 
EPA and Corps of Engineers to study 
feasibility of dredging pesticide from river, 
Train 733 

Louisiana wetlands, Corps of Engineers 
issued 11 cease and desist orders during 
June for unauthorized dredge and fill work 
581; six orders issued during August 844 

Navigable water discharge permits, Justice 
Dept. establishes procedures to be followed 
by U.S. attorneys in prosecuting violators 
under Sec. 404 of Federal Water Act 952 

Ocean City, Md., developer accused of permit 
violations in dredging and filling agrees to 
undertake restoration program and enter 
no contest plea to one count of criminal in- 
formation 575; construction firm and its 
president fined for illegal activities (DC 
Md) 767 

Ocean dumping of dredged materials, Coast 
Guard and Corps of Engineers to share sur- 
veillance and enforcement duties, in- 
teragency agreement 754; provisions of 
agreement permitting Corps to oversee own 
dumping activities criticized during House 
oversight hearings, testimonies 853 

Sewage treatment construction grant projects 
in wetland areas required to conform 
with-federal rules for dredged or fill 
material discharges, EPA program re- 
quirements, memo, Rhett 956 


DRINKING WATER 
See WATER RESOURCES AND SUPPLIES 


ECONOMIC DEVELOPMENT 
MINISTRATION 


Public works jobs, procedures adopted under 
which state and local governments may ob- 
tain financial assistance under recently 
enacted law, hd Se objectives and 
priorities established 667; procedures 
amended and clarified 747 


AD- 


ECONOMIC POLICY 


See also BUDGET, U.S. 

Environmental regulations, effects on 
economic Ueda to be studied by 
Commerce Dept. regulatory policy com- 
mittee, geographical and industrial data to 
be analyzed and recommendations issued 


609 

Industrial plant closings and curtailments due 
to environmental regulations summarized, 
one curtailment and four threatened 
closings reported for second quarter of 
1976, EPA report to Labor Dept. 852 


EFFLUENT LIMITATION GUIDELINES 


Benzidine manufacturing, EPA proposed 
regulations criticized by American Paper 
Institute, exclusion of pulp and paper in- 
dustry from proposed standards urged due 
to limited extent of benzidine-based dye 
usage, other groups comment 642 

Cement manufacturing, EPA proposes revis- 
ed new source performance standards for 
materials storage piles runoff subcategory, 
text 926, 938 
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EFFLUENT LIMITATION GUIDELINES—Contd. 


Corn wet milling industry, new source perfor- 
mance standards upheld in all respects ex- 
cept for limitations on total suspended 
solids, industry contentions that Federal 
Water Act requires cost-benefit analysis 
before establishing standards rejected (CA 
8) 662 

Iron and steel industry, exemption of Ohio 
Mahoning River Valley steel plants from 
1977 deadline defended, impact on region’s 
economy cited, exemption as precedent re- 
jected, Train 636 

Oil and gas extraction industry, interim final 
limitations and guidelines issued by EPA 
for existing sources in three new onshore 
subcategories, guidelines and standards to 
be achieved t rough application of best 
available technology proposed, text 897, 
908 

Petroleum refining industry, most limitations 
for category upheld, EPA has authority to 
issue regulations establishing uniform, 
nationwide guidelines, portions remanded 
to EPA (CA 10) 635 

Plastics and synthetics industry, guidelines 
and standards revoked by EPA in response 
to court ruling that EPA acted arbitrarily 
and capriciously in promulgating rules 578 

Polychlorinated biphenyls, proposed effluent 
standard criticized as ‘‘totally inadequate”’ 
by Natural Resources Defense Council, 
zero discharge urged, other groups com- 
ment, hearing scheduled to cross-examine 
EPA witnesses on proposed rules 665 

Pulp, paper, and paperboard industry, 
guidelines and new source performance 
standards for five subcategories upheld, in- 
dustry’s contentions on validity of rules re- 
jected (CA DC) 597 

Rendering plants, new source standartds 
struck down, EPA acted arbitrarily and 
capriciously inspecifying necessary 
technology, in computing cost of 
technology, and in determining 
reasonableness of cost (CA 8) 682 

Seafood processing industry, correction to 
limitations and guidelines issued, EPA 582; 
EPA proposes amendment to guidelines for 
steamed and canned oyster processing sub- 
category, text 897, 905 

Steam electric power industry, earlier deci- 
sion setting aside portions of effluent 
guidelines, ruling modified regarding 
variance clauses for 1977 standards and sea 
water cooling towers, variance clauses for 
small unit and old unit ate es Sits stan- 
dards remanded (CA 4) 726 

Toxic pollutants, hearings conducted by EPA 
on proposed standards for seven pollutants, 
Administrator Train denies Environmental 
Defense Fund motion to compel EPA to 
produce evidence on carcinogenic and 
teratogenic effects of endrin and _ tox- 
aphene, insufficient data cited 657; propos- 
ed standard for polychlorinated biphenyls 
criticized as ‘‘totally inadequate’’ by 
Natural Resources Defense Council, zero 
discharge urged, other groups comment, 
hearing scheduled to cross-examine EPA 
witnesses on proposed rules 665 


ELECTRIC POWER 


See also EFFLUENT LIMITATION 
GUIDELINES, subhead: Steam electric 
power industry; UTILITIES 

Coal burning in steam power plants, new 
clean-burning process to be studied under 
project authorized by Tennessee Valley 
Authority 801 

Coal use required at 37 power plant units, 
FEA orders prohibiting units from burning 
oil or natural gas approved, EPA 654 

Hydroelectric plant construction on New 
River, appeals court ruling on NEPA com- 


pliance, judgment vacated by Supreme 
Court due to enactment of legislation 
designating river as part of wild and scenic 
rivers system 924 

Iowa power plants prohibited from using 
petroleum products as primary energy 
source, compliance date extensions issued 
by EPA under energy-related authority 749 

Kansas power plants prohibited from using 
petroleum products as primary energy 
source, compliance date extensions issued 
by EPA under energy-related authority 
749; additional source granted extension, 
EPA 848 

Missouri power plants prohibited from using 
petroleum products as primary energy 
source, compliance date extensions issued 
by EPA under energy-related authority 749 

New Hampshire power plant’s compliance 
with air pollution rules, EPA issues exten- 
sion under energy-related authority 686 

New York power plant’s compliance with air 
pollution requirements, compliance date 
extension proposed by EPA rescinded 749 

Tennessee Valley Authority steam plant’s 
failure to meet deadline for compliance 
with standards in Alabama air quality plan, 
consent agreement with state approved, 
compliance schedule provides for installa- 
tion of control equipment (DC Ala) 885 


ENERGY (In General) 


See also specific resources; ENERGY 
RESEARCH AND DEVELOPMENT AD- 
MINISTRATION; FEDERAL ENERGY 
ADMINISTRATION 

Ohio River basin, impact of existing and 
proposed energy facilities to be studied by 
six midwest universities, EPA grants 
awarded 616 

Reorganization plan for federal energy 
programs announced by Democratic 
Presidential nominee Carter, Consolidation 
of three major agencies into single 
cabinet-level department proposed 770 

Research and development, federal programs 
criticized for failing to adequately incor- 
porate environmental protection and 
energy conservation policies, shortcomings 
listed and recommendations issued, CEQ 
report 791 


ENERGY RESEARCH AND DEVELOPMENT 
ADMINISTRATION 


Contracts, see PROCUREMENT, subhead: 
ERDA 


National plan for energy research, develop- 
ment and demonstration to be discussed, 
meetings scheduled in San Francisco 754 

Oil shale, ERDA sponsoring two groups of 
scientists in program to gather information 
on potential effects of future development 
and to find ways to minimize environmental 
problems 616 

Radiological surveys of former atomic energy 
research and development work sites to be 
conducted to determine possible residual 
contamination 778 


ENVIRONMENTAL IMPACT STATEMENTS 


California 

—Environmental Quality Act, amending 
legislation signed by governor, certain pro- 
jects exempted from impact report re- 
quirements 934 

—Hunting regulations and permits issued by 
state Fish and Game Commission, En- 
vironmental Quality Act requires prepara- 
tion of impact report (Calif SupCt) 727 

—Los Angeles’ extraction of subsurface water 
from Owens Valley Basin, limitations im- 
posed pending preparation of impact report 
(Calif CtApp) 727 


—Transportation controls, federally funded 
pilot program to encourage carpooling and 
bus travel during rush hours on Los Angeles 
freeway halted, violations of NEPA and 
state Environmental Quality Act citied (DC 
Calif) 633; court’s written findings of fact 
and conclusions of law filed, project held 
not exempt from requirements of NEPA or 
CEQA (DC Calif) 8 

Coal prospecting, Interior Secretary’s 
moratorium on issuance of permits did not 
require statement and was not abuse of dis- 
cretion (CA DC) 574 

Corporate disclosure of environmental infor- 
mation, Securities and Exchange Com- 
mission’s rules challenged in lawsuit by 
public interest groups, failure to meet 
NEPA responsibilities alleged 575 

Dam authorized before enactment of Federal 
Water Act, suit to enjoin construction 
denied, EPA administrator not required to 
determine and report to Congress analysis 
of storage for project, impact statement 
found sufficient under NEPA (CA 10) 844 

Darien Gap highway project through Colom- 
bia and Panama, previous order enjoining 
construction pending NEPA compliance ex- 
tended (DC DC) 886 

Defense Dept. installation, socio-economic 
impacts of proposed closing do not require 
statement, impacts found not affecting 
human environment as contemplated by 
NEPA (DC Pa) 676 

Disaster relief, funds granted to Los Angeles 
to replace dam complex damaged in 1971 
earthquake ruled not exempt from NEPA, 
1974 Relief Act does not apply retroactively 
(CA 9) 727 

Farmlands, federal agencies’ statements 
should include analysis of effects of propos- 
ed actions on ‘‘prime and unique 
farmlands,”’ large-scale conversion of lands 
to urban use cited, CEQ advisory memoran- 
dum 723 

Federal agencies 

—Inadequate statements requiring modifica- 
tion, list 584, 685 

—Statements submitted, list 585, 607, 640, 
660, 685, 732, 752, 776, 799, 852, 898, 927 

Federal Aviation Admn., policies and 
procedures for considering environmental 
impacts, revision propose 

Federal Water Pollution Control Act, 
statements on EPA proposed amendments 
issued, impacts on sewage treatment works 
projected, little adverse impact on environ- 
ment seen except in long-term water quali- 
ty improvements 577 

Florida proposed barge canal to connect 
Atlantic Ocean and Gulf of Mexico, Corps of 
Engineers draft statement predicts comple- 
tion would have adverse impact on wildlife, 
productive forest land, and river 
ecosystems 689 

Hawaii surfing site facing potential damage 
from proposed discharge facility, Corps of 
Engineers required to comply with NEPA 
before issuing construction permit (DC 
Hawaii) 726 

Highway project, state-prepared statement 
held properly reviewed by Federal 
Highway Admin., statement remanded for 
considering only segment of proposed pro- 
ject (CA 7) 574 

Hydroelectric plant construction on New 
River, appeals court ruling on NEPA com- 
pliance, judgment vacated by Supreme 
Court due to enactment of legislation 
designating river as part of wild and scenic 
rivers system 924 

Irrigation project near Missouri River Basin, 
court refuses to enjoin project on grounds 
that statement is inadequate, segmentation 
of initial and ultimate stages of unit ruled 
proper (DC SD) 744 

Narrows Dam project, Colo., EPA expresses 

“environmental reservations’ about 
Interior Department’s final statement 584 
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vide eb IMPACT STATEMENTS | Auditing procedures reviewed by GAO, short- 


—Con 


Nuclear power plants 

—Plutonium use, earlier decision holding 
Nuclear Regulatory Commission in viola- 
tion of NEPA for granting interim commer- 
cial licenses without completing general 
statement, court refuses to reconsider rul- 
ing (CA 2) 743 

—Radioactive wastes, appeals court ruling 
requiring Nuclear Regulatory Commission 
to consider environmental effects of 
reprocessing and disposing before granting 
opetabng license, NRC deferring issuance 
of operating licenses and construction per- 
mits for eight plants while information is 
prepared 658; NRC Atomic Safety and 
Licensing Appeals Board withdraws con- 
struction permit for Seabrook, N.H., plant 
as result of ruling, adverse environmental 
impacts cited, additional withdrawal re- 
quests on file with agency 850; NRC 
proposes interim rule to enable agency to 
resume issuing construction permits and 
operating licenses for new plants 926 

Outer Continental Shelf oil development 

—Baltimore Canyon proposed sale, final 
statement issued by BLM, chances of oil 
spills reaching shoreline seen small, all 
tracts found posing some pollution risk 612 

—Interior Dept. proposed lease sale of drill- 
ing sites off Atlantic coast, district court 
preliminary injunction due to NEPA viola- 
tion, injunction stayed, Supreme Court 
Justice Marshall refuses to lift stay (CA 2) 
629; preliminary injunction reversed (CA 
2) 923 

—Northern Gulf of Alaska lease sale, Interior 
Dept. statement upheld (DC DC) 629 

—Santa Barbara channel, suit seeking to en- 
join Interior Dept. from approving drilling 
activities pending NEPA compliance dis- 
missed (DC Calif) 629 

Post office construction, Postal Service 
violated NEPA by failing to review impact 
of transfer of operations from downtown to 
suburban area (CA 2) 766 

Postal Service regulation for preparing 
statements, revisions proposed 666 

Railroad crossover running through township 
held no major federal action, Transporta- 
tion Dept. not required to file statement 
(DC Pa) 952 

Railroad freight rates for recycled materials, 
rate increases seen having ‘“‘insignificant”’ 
impact on recycling, ICC draft statement 
643; Institute of Scrap Iron and Steel dis- 
putes ICC finding, rate increases for scrap 
materials seen having ‘‘staggering’’ 
negative impact on recycling 667 

Sewage treatment plant, state’s suit to block 
EPA construction grant due to alleged 
statement inadequacies, motion for tem- 
porary restraining order denied (DC Ohio) 
923 


Timber cutting in Minn. Boundary Waters 
Canoe Area, Wilderness Act of 1964 does 
not prohibit commercial cutting, Forest 
Service complied with NEPA in sanctioning 
existing timber sales within area, district 
court ruling reversed (CA 8) 683 

Trident nuclear submarine base construction, 
Navy required to partially revise state- 
ment, court refuses to enjoin work on site 
pending NEPA compliance (CA DC) 924 


ENVIRONMENTAL PROTECTION AGENCY 


See also ADVISORY COMMITTEES; specific 
subject headings 

Appointments, see APPOINTMENTS, PER- 
SONNEL CHANGES 

Appropriations, see LEGISLATION, 

FED RAL, HR 7108 

Architect-engineer evaluation board for 
reviewing EPA procurement requests, 
policies and procedures for establishment 
proposed, text 578, 590 


comings in system found, EPA urged to 
broaden procedures and develop audit un- 
iverse and audit cycle 662 


Contracts, see PROCUREMENT 


Enforcement actions during 1975, progress 
report issued, over 6,000 formal actions in- 
itiated against polluters, Office of Enforce- 
ment 678 

Grants, see FINANCING, FEDERAL 

Keep America Beautiful antilitter cam- 
paign, EPA to withdraw from advisory 
council due to potential misunderstandings 
on agency’s position on beverage container 
legislation, congressional, industry, and en- 
vironmental groups comment 669; Hatfield 
(D-Ore) and Jeffords (R-Vt) request Adver- 
tising Council to re-examine sponsorship of 
KAB public service advertising in light of 
EPA withdrawal decision, council response 
690; National Wildlife Federation joins 
EPA in withdrawing from group, disagree- 
ment over beverage container legislation 
cited, Kimball 796 


Memoranda 
—Discharge permit program, EPA settle- 
ment agreement with Texaco, Inc., may be 
used as model for resolving all permit re- 
quirements for petroleum marketing ter- 
minals, Miller memo to regional directors, 
comments and reactions 731 
—Motor vehicles, three-way rhodium 
catalysts found producing hydrogen cyanide 
emissions when malfunctioning, no danger 
to public health seen, EPA proceeding with 
certification of 1977 models, Stork memo, 
text 745, 756 
—Nitrogen oxides, national control strategy 
outlined, EPA will not set short-term 
nitrogen dioxide standard until agency has 
revised criteria document, Steigerwald 
memo, text 888, 906 
—Nondegradation of air quality 
——Phased construction approvals under 
agency rules, issuance guidelines sent to 
regional administrators, Strelow 950 
——Regional administrators instructed on 
means of carrying out rules to prevent 
deterioration in clean air areas, permit 
approval conditions specified, Strelow 
memo, text 846, 859 
—Sewage treatment construction grants 
program 
——Bid protest procedures criticized, Rhett 
memo to EPA General Counsel Frick 
urges agency to look into problem, many 
projects found being stopped for frivolous 
reasons 767; increase in protests noted, 
EPA officials plan meeting to discuss 
problem, Cahill 920 
——Start-up operations for new plants, EPA 
considering policy to make certain 
operations eligible for grants, Rhett 
memo to regional administrators 779 
——Water quality management plans, 
regional administrators directed to in- 
form grant recipients of need for ade- 
quate plans, program guidance memo, 
Breidenbach 728 
——Wetland areas, grant projects required to 
conform with federal rules for dredged or 
fill material discharges, Rhett memo 
956 


—State continuing planning P asherges strategies 
under Sec. 208 of Federal Water Act, 
serious deficiencies found in numerous 
plans, regional administrators directed to 
withhold remaining grants until deficien- 
cies are corrected, Breidenbach memo 578 

Regional activity 

—Discharge permit program, Boston's 
Metropolitan District Commission issued 
first enforcement compliance schedule 
letter (ECSL) due to problems with 
meeting 1977 deadline, regional offices ex- 
pect few other letters to be issued 655; sign- 
ing of letter by state and EPA provides for 
MDC to clean up Boston Harbor by 1986, 
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schedule and requirements of agreement 
outlined 689 

—Enforcement actions 581, 629, 728, 747, 
753, 844, 917, 931, 956 

—Gasoline vapor recovery regulations, EPA 
will not penalize three noncomplying 
storage vessel owners provided certain con- 
ditions are met, Region VI 753 

—New England states will be required by 
Region I to inspect automobile antipollution 
devices to ensure proper working, region’s 
second annual report on environmental 
quality released, McGlennon 579; report 
issued, 62 percent of Maine’s rivers found 
suitable for fishing and swimming, McGlen- 
non 617 

—Pesticides enforcement, stop-sale order 
issued by Region II against two electronic 
mosquito repellers sold in New York City 
area 931 

—Violating facilities list, Del Monte de Puer- 
to Rico, Inc., named first firm on list for 
continued violation of schedule for building 
abatement equipment, processing plant 
becomes ineligible to receive federal con- 
tracts, grants, or loans 917 

Regulatory decisionmaking, concept of 
““science court’’ endorsed by Administrator 
Train, topics for testing concept suggested 
781 

Research program 

—Appropriations, see LEGISLATION, 
FEDERAL, HR 7108 

—Office of Research and Development, 
five-year research plan assessed, preoc- 
cupation with short-term research scored, 
Office of Technology Assessment report 
637; report seen ‘‘helpful’’ in preparing 
1977 update of plan, Talley 666 

—Publications summary by Research and 
Development Office, fifth edition available 
from NTIS, 900 

—Report presenting five-year overview 
available from NTIS 617 

—Short-range projects, emphasis within agen- 
cy scored, greater focus on long-range 
research urged, Moore, House hearings 894 

State attorneys general, program for par- 
ticipation in enforcement processes 
recommended to EPA, National Assn. of 
Attorneys General 601 

Toxic substances office, advisory committee 
recommends procedures for strengthening 
office and individual programs 933 


FARMERS HOME ADMINISTRATION 


Development grant regulations for communi- 
ty domestic water and waste disposal 
systems, amendments proposed 754 

Loans and grants for community facilities, 
development, conservation, and utilization, 
amendments to regulations proposed 646 


FEDERAL AGENCIES 
See specific agencies and departments 


FEDERAL AID 
See FINANCING, FEDERAL 


FEDERAL AVIATION ADMINISTRATION 


Environmental assessments under Airport 
and Airway Development Act, revision 
proposed to provide that requirements be 
fulfilled through preparation of impact 
statement 644 


10 (ER) 


ENVIRONMENT REPORTER — Aug. 6 — Oct. 29, 1976 


FEDERAL ENERGY ADMINISTRATION 


Beverage containers, adoption of mandatory 
deposit legislation nationally would reduce 
energy consumption, increase capital costs 
to beverage industry, and create more jobs, 
public response to legislation positive, 
Research Triangle Institute study under 
FEA contract 921 

Coal conversion by electric power plants, 
orders prohibiting 37 units from burning oil 
or natural gas approved, EPA 654 


FEDERAL POWER COMMISSION 


Coastal Zone Management Act, series of 
amendments proposed to conform Commis- 
sion rules to provisions of Act, issuance of 
licenses, orders, authorizations, or cer- 
tificates affected 798 


FEDERAL REGULATIONS 


See status chart on p. 91:0061 in Federal 
Regulations binder; specific subject 
headings 


FEDERAL WATER POLLUTION CONTROL 
ACT 


See LEGISLATION, FEDERAL, S 2710; 
WATER QUALITY STANDARDS 


FINANCING, FEDERAL 


Economic Development Admn. 

—Public works jobs, procedures adopted un- 
der which state and local governments may 
obtain financial assistance under recently 
enacted law, program objectives and 
priorities established 667; procedures 
amended and clarified 747 

Environmental Protection Agency 

—Drinking water, grants to states for un- 
derground water source protection 
programs, regulations proposed 638; 
regulations published, text 679, 699 

—Grants to state and local jurisdictions, $1.4 
billion awarded during June, majority of 
grants awarded for sewage treatment con- 
struction, breakdown 582 

—List of violating facilities, Del Monte de 
Puerto Rico, Inc., named first firm on list 
for continued violation of schedule for 
building abatement equipment for dis- 
charge permit, plant becomes ineligible to 
receive contracts, grants or loans, firm 
criticizes action as ‘“‘bum rap’’ 917 

—Manual on grants administration available 
through NTIS 585 

—Ohio River basin, impact of existing and 
proposed energy facilities to be studied by 
six midwest universities, grants awarded 
616 


—Pesticides enforcement, _ grant-in-aid 
program begun to assist state agencies in 
enforcing state laws 608 
—Sewage treatment 
——See also LEGISLATION, FEDERAL, HR 
15194, S 3894 

——Areawide management planning, district 
court decision requiring EPA to release 
unobligated balance of Sec. 208 funds, 
Justice Dept. files notice of appeal 766; 
court order requiring release of $137 
million in previously unobligated funds, 
new allocation formula adopted 847 

——Bid protest procedures criticized, Rhett 
memo urges agency to look into problem, 
many projects found being stopped for 
frivolous reasons 767; increase in 
protests noted, EPA officials plan 
meeting to discuss problem, Cahill 920 

——Federal Water Act amendment sought by 
EPA to extend availability of construc- 
tion grant funds, Train letter to Congress 

40 


——Grant award to _ state and _ local 
jurisdictions. $1.3 billion awarded dur- 
ing June for construction or improve- 
ment of facilities 


——Municipal projects, district court decision ! 


that insufficient or delayed federal fund- 


ing does not relieve localities from 1977 
deadline, Va. files iter seeking to hold 
deadline inapplicable until 75 percent 
funding is completed and “‘reasonable’’ 
time allowed to finish construction, 
briefs submitted 843 
——National Utility Contractors Assn. study 
criticizes construction grants program as 
“unworkable,” EPA scored for poor 
management and excessive regulations, 
lack of initiative by local and state 
overnments cited, “‘duplicative and con- 
used”’ ees administration by EPA 
regional and state officials noted, sum- 
mary 628; subsequent report cites failure 
of propre in most aman: and 
polluted areas, delays in obligation and 
expenditure of funds may cause some 
states to lose portions of allocated funds, 
additional appropriations urged 677 
——New Mexico to reconsider construction 
peas priority list for disbursement of 
ederal funds, Environmental Improve- 
ment Agency hearing scheduled 780 
——New York City proposals for foaneing 
local share of treatment plants throug 
sale of city bonds to projects’ contractors 


rejected by EPA, objections to scheme | 


outlined by Deputy Administrator 
Quarles, city appealing decision to Ad- 
ministrator Train 765; EPA and city 
reach agreement on financing scheme to 
help city obtain its share of $1.2 billion in 
projects, accelerated payment of EPA 
reimbursement funds and ‘‘Segmen- 
tation’ of projects to allow increased 
federal aid provided 889 

——Ohio suit to block construction grant, mo- 
tion for temporary restraining order 
denied, no immediate impact on environ- 
ment projected from EPA’s approval of 
| ed or release of funds (DC Ohio) 923 

——On-Site review program established, 
team of engineers and auditors to con- 
duct financial and technical reviews at 
selected projects, program to focus on 
contract designs and specifications, 
management procedures, and inspections 


——Procurement of architectural and 
engineering services, GAO review of sub- 
agreement regulations projects lengthen- 
ing of grant approval process, com- 
pliance costs and impact of delays 
assessed 654; appendices to regulations 
being revised, clauses containing con- 
ditions to be met in contracts will be add- 
ed to Appendix C-2 767; draft 
revisions to subagreement regulations 
issued, provisions making withholding of 
progress payments optional for grantees 
and adding measures from basic contract 
document included 957 

——Profit guidelines for construction grants, 
draft proposed guidelines criticized as in- 
flexible, imposition seen impairin 
negotiations of contracts, Stanley an 
Pritzker comments 587; guidelines being 
considered for consulting engineering 
services would consider profits between 
10 and 18 percent ‘“‘reasonable,’’ Alm 886 

——Protest regulations not followed by 
grantee, EPA’s advice regarding possible 
need to resolicit bidders for project not 
arbitrary, capricious, or abuse of discre- 
tion (DC Mich) 793 

——Public works jobs, recently enacted law 
could stall some projects while providing 
needed funds to others, EPA officials dis- 
cuss impact of legislation passed over 
President’s veto, Quarles, other com- 
ments, House hearings 573 

——Start-up operations for new plants, EPA 
considering making certain operations 
eligible for grants, Rhett memo to 
regional administrators 779 

——State continuing planning process 
strategies under Sec. 208 of Federal 
Water Act, deficiencies in numerous 
plans cited, regional administrators 


funds un- 
, Breiden- 


directed to withhold remainin 
til deficiencies are correct 
bach memo 578 
——Utah requests funds for facilities going 
beyond traditional definition of second- 
ary treatment, state seeks to include 
Rega? media filters on priority list for 
ederal funding, EPA regional office and 
headquarters staff advising against state 
pperoach position defended, Sudweeks 
892; request denied, state’s more restric- 
tive peor nets requirements cannot be 
allowed to substantially alter overall 
comprehensive program, achievin 
secondary treatment in other areas mus 
have priority 922 
——Value engineering analysis incorporated 
as cost-control mechanism for prepara- 
tion of plans and specifications for proj- 
ects, grants regulations revised 796 
——Virginia projects eligible for funding un- 
der construction grants program, hearing 
scheduled to consider state’s priority list, 
Water Control Board 584 
——Water quality management plans, 
regional administrators directed to in- 
form grant recipients of need for ade- 
quate plans, Breidenbach memo 728 
——Wetland areas, construction grant proj- 
ects required to conform with federal 
rules for discharge of dredged or fill 
material, Rhett memo 956 
—Farmers Home Admn. 
—Community domestic water and waste dis- 
posal systems, regulations for development 
ants, amendments proposed 754 
—Community facilities, development, conser- 
vation, and utilization, regulations on 
association loans and grants, amendments 
proposed 646 
National Oceanic and Atmospheric Admn. 
—Coastal zone management, “optimistic 
timetable’ set for administering new 
energy impact aid program, issues remain- 
ing to be decided detailed, Knecht 607; 
alternative administrative approaches out- 
lined, draft regulations to be circulated, 
Murphy, Knecht 730; draft rules being cir- 
culated, Commerce Dept. proposes 
Pent Se to provide for consistency of 
federal actions with state management 
plans 745; final draft of proposed 
regulations provides for federal grants to 
states and localities for ‘‘unavoidable’’ en- 
vironmental or recrcreational losses caus- 
ed by energy-related activity, principles, 
objectives, and operating procedures out- 
lined, summary 890; proposed regulations 
published, text 958, 959 
—Sea grants, legislation extending program 
for additional year signed by President, 
funds provided for two new programs for 
marine resources projects 927 
Office of Management and Budget 
—Jointly funded grants to state and local 
governments and nonprofit organizations, 
policies and procedures issued 576 


FISH AND WILDLIFE 


California Fish and Game Commission’s 
issuance of hunting regulations and per- 
mits, impact report required under state 
ae ality Act (Calif SupCt) 
727 


Chesapeake Bay seafood, contamination from 
pesticide Kepone remains problem primari- 
ly in southern portion, federal and state 
monitoring continuing, cleanup problems 
detailed, Train 642; Md. and Va. governors 
request EPA administrator to declare sub- 
stance hazardous and use Federal Water 
Act authority to halt spread 684; EPA and 
Corps of Engineers to study feasibility of 
dredging substance from James River, 
Train 733; EPA report warns of possible 
threat to human health from consumption 
of contaminated seafood products 958 


INDEX—SUMMARY — REPORTS 14 through 26 


FISH AND WILDLIFE—Contd. 


Lake Ontario, New York Environmental 
Conservation Dept. imposes ban on posses- 
sion of certain fish taken from lake and 
tributaries, high levels of Mirex and 
Kepone found 778; state Health Dept. finds 
no detectable amounts of Mirex in drinking 
igs supplies drawn from lake or rivers 


Marine Mammal Protection Act, actions dur- 
ing April 1975-March 1976 period outlined, 
status of certain species detailed, 
Commerce Dept. report to Congress 610 

Ocean fisheries in 200-mile economic zone, 
National Marine Fisheries Service to 
prepare environmental assessments and 
preliminary management plans comments 
requested 782 

Pine River fish found contaminated with ex- 
cessive levels of polybrominated biphenyls, 
Michigan Public Health Dept. issues war- 
ning 900 

Porpoises, incidental taking during commer- 
cial fishing operations, methods proposed 
to determine date when 78,000 limit will be 
reached, NOAA’s National Marine 
Fisheries Service 588; permit allowing in- 
cidental killing of porpoises during tuna 
fishing operations ruled violating Marine 
Mammal Protection Act, National Marine 
Fisheries Service required to revise 
regulations to determine impact on op- 
timum sustainable populations of species 
(CA DC) 598; taking of porpoises by tuna 
fishermen after Oct. 22 banned, 1976 quota 
reached 929 

Wildlife in America symposium, EPA Ad- 
ministratot Train calls for federal wildlife 
management policy that protects all 
species rather than only few used for hun- 
ting, trapping, or fishing 899 


FLORIDA 


Barge canal proposed to connect Atlantic 
Ocean and Gulf of Mexico, Corps of 
Engineers draft impact statement predicts 
completion would have adverse impact on 
wildlife, productive forest land, and river 
eco-systems 689 

Peace River, hearing scheduled to consider 
reclassification petition, Environmental 
Regulation Dept. 584 


FLUOROCARBONS 
See CHEMICALS AND CHEMICAL IN- 
DUSTRY 


FORESTS 


See also LEGISLATION, FEDERAL, HR 
15069, S 3091 

Timber cutting in Minn. Boundary Waters 
Canoe Area, Wilderness Act of 1964 does 
not prohibit commercial cutting, Forest 
Service complied with NEPA in sanctioning 
existing timber sales within area, district 
court ruling reversed (CA 8) 683 

Tussock moth in Pacific Northwest forests, 
EPA approves use of naturally occurring 
virus as pesticide 750 


GASOLINE 
See MOTOR VEHICLES 


GENERAL ACCOUNTING OFFICE 


Aircraft discharging fuel in flight, EPA urged 
to set minimum standards, studies to deter- 
mine impact on pollution problems, propos- 
ed, report 733 

EPA auditing procedures reviewed, short- 
comings in system found, EPA urged to 
broaden procedures and develop audit un- 
iverse and audit cycle 662 

Sewage treatment construction grants 
program, EPA subagreement regulations 
on procurement of architectural and 
engineering services reviewed, lengthening. 
of grant approval process projected, com- 
pliance costs and impact of delays assessed 
654 


GEORGIA 


Air quality implementation plan, EPA ap- 
proves revision amending ambient air stan- 
dards, sulfur-in-fuel limitations, and other 
rules 664; environmental group’s suit 
challenging EPA approval under Sec. 307 of 
Clean Air Act, court refuses to grant at- 
torneys’ fees to group (CA 5) 886 

Mirex, suit seeking to halt state agriculture 
commission’s aerial spraying of insecticide 
dismissed (DC Ga) 574 

Polychlorinated biphenyls, portions of several 
rivers closed to commercial fishing due to 
high levels of PCBs in fish, Natural 
Resources Dept. 747; ban on fishing con- 
tinued, Dept. finds only ‘‘small traces’ of 
PCBs in fish taken from other major 
streams and impoundments 899 


See FINANCING, FEDERAL 


H 


HAWAII 


Surfing site facing potential damage from 
roposed discharge facility, Corps of 
Pheneest required to comply with NEPA 
before issuing construction permit (DC 
Hawaii) 726 


HIGHWAYS 


Darien Gap highway project through Colom- 
bia and Panama, previous order enjoining 
construction pending NEPA compliance ex- 
tended (DC DC) 886 

Impace statement prepared by state on por- 
tion of proposed project held properly 
reviewed by Federal Highway Admn., 
statement remanded for considering only 
segment of proposed project (CA 7) 574 


IDAHO 


Dredge Mining Act upheld, permit require- 
ment for dredge or placer mining on federal 
land held constitutional (IDaho SupCt) 886 


ILLINOIS 


Air quality implementation plan, portions | 


found inadequate to attain and maintain 
national srandards, revisions requested, 
EPA 582 


IMPACT STATEMENTS 


See ENVIRONMENTAL IMPACT STATE- 
MENTS 
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INDIANA 


Air quality implementation plan, portions 
found inadequate to attain and maintain 
national standards, revisions requested, 
EPA 582; revision to state’s control 
strategy for sulfur dioxide, portions ap- 
proved and disapproved by EPA 664 

Air standards, state delegated authority to en- 
force performance standards for new 
stationary sources and national emission 
standards for hazardous pollutants, EPA 
848 


INDUSTRY (In General) 


See also specific industry headings 

Beker Phosphate Corp. discharge permit 
application, EPA General Counsel Frick 
holds that point sources applying for per- 
mits cannot be classified as ‘‘new’’ or ‘“‘ex- 
isting’ until EPA proposes new source per- 
formance standards applicable to source 
951 

Del Monte de Puerto Rico, Inc., firm becomes 
first on EPA’s list of violating facilities for 
continued violation of schedule for building 
abatement equipment, plant becomes  in- 
eligible to receive federal contracts, 
grants, or loans, firm criticizes action as 
‘“‘bum rap’’ 917 

Effluent limitation guidelines, see 
EFFLUENT LIMITATION GUIDELINES 

Environmental information, Securities and 
Exchange Commission’s rules on corporate 
disclosure challenged in lawsuit by public 
interest groups, failure to meet NEPA 
responsibilities alleged 575 

General Electric Co., N.Y., plant’s 
polychlorinated biphenyls discharges into 
Hudson River, agreement to settle state 
legal action reached with Environmental 
Conservation Dept., firm to halt use of 
PCBs and help pay for river cleanup 746 

Hughes Tool Co. fined $110,000 for violating 
Texas Water Quality Act, order requires 
construction and operation of waste treat- 
ment system and enjoins firm from 
violating state discharge permit (Tax 
DistCt) 723 

Plant closings and curtailments due to en- 
vironmental regulations summarized, one 
curtailment and four threatened closings 
reported for second quarter of 1976, EPA 
report to Labor Dept. 852 

Refinery industry, House and Senate 
proposals for preventing significant 
deterioration of air quality seen having no 
significant economic impact on industry, 
different control strategies may be re- 
quired in some cases, report submitted to 
EPA’s energy policy group 659 

Sangamo Electric Co., $.C. polychlorinated 
biphenyls discharges into lake, reduction in 
levels ordered, EPA Region IV 747 


INFORMATION 


See also PUBLICATIONS AND REPORTS 

Confidential business information, regulations 
for handling public requests adopted, EPA 
731 


Environmental, Securities and Exchange 
Commission’s rules on corporate disclosure 
challenged in suit by public interest 
groups, failure to meet NEPA respon- 
sibilities alleged 575 


INTERIOR DEPARTMENT 


Coal leasing, 21 areas in five states classified 
as ‘“‘known recoverable coal resource 
areas”’ under new Federal Coal Leasing Act 
796 
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INTERNATIONAL AFFAIRS 


China’s detonation of nuclear bomb, EPA 
data on milk contamination shows increase 
in radiation not wide-spread 933 

Great Lakes 

—U.S.-Canadian task force report 
recommends decisions on future dredging 
be made on ‘“‘site-specific’’ basis, five-year 
forecasting program and additional studies 
recommended 855 

—Water quality, status detailed in Inter- 
national Joint Comm. annual report, 
cleanup goals in basin will not be achieved 
unless Canada and U.S. accelerate control 
efforts, large sources of municipal pollution 
identified, summary 900 : 

NATO Committee on Challenges of Modern 
Society, ozone layer depletion by fluorocar- 
bons discussed, U.S. regulatory action 
alone seen insufficient to effect long-term 
reductions, NATO member nations urged to 
adopt policy committments to phase out 
nonessential uses of chemical, Train 931 

United Nations Law of the Sea Conference, 
agreement on proposals to protect marine 
environment constitute only significant 
progress at most recent session, summary 
of committee proceedings and discussions 
771 


INTERSTATE COMMERCE COMMISSION 


Serap iron, ICC requested to grant holddowns 
on future rate increases in order to make 
freight rates for virgin and recycled 
materials more equitable, Institute of 
Scrap Iron and Steel 609; freight rate in- 
creases seen having “‘insignificant’’ impact 
on recycling, ICC draft impact statement 
643; ISIS disputes ICC finding, rate in- 
creases for scrap materials seen having 
‘‘staggering’’ negative impact on recycling 
667 


1IOWA 


Air quality implementation plan, revision 
applying EPA standards for six source 
categories to state’s regulation approved, 
certain incinerators exempted from new 
source permit requirements, EPA 848 

Power plants prohibited from using 
petroleum products as primary energy 
source, compliance date extensions issued 
by EPA under energy-related authority 749 


IRON AND STEEL INDUSTRY 


See EFFLUENT LIMITATION 
GUIDELINES; STEEL INDUSTRY 


J 


JOURNAL 


Congress 591, 623, 648, 672, 719, 736, 760, 783, 
832, 879 

Executive branch 592, 624, 648, 672, 720, 736, 
784, 880, 912, 942, 976 

Local government 976 

Meetings scheduled 624, 648, 720, 943, 976 

Male eayerameet 592, 624, 672, 720, 784, 912, 
943, 976 


K 


KANSAS 


Power plants prohibited from using 
petroleum products as primary energy 
source, compliance date extensions issued 
by EPA under energy-related authority 
749; additional source granted extension, 
EPA 848 


ENVIRONMENT REPORTER — Aug. 6 — Oct. 29, 1976 


KENTUCKY 


Water quality standards, EPA correctly re- 
jected state’s previously approved stan- 


dards for not including all waters covered 
under Federal Water Act (DC Ky) 744 


KEPONE 
See PESTICIDES 


LAKES AND RIVERS 


(Includes other bodies of water, e.g. bays) 

See also RIVER BASINS 

Acushnet River, Mass. Environmental Affairs 
Dept. and EPA monitoring river to deter- 
mine extent of polychlorinated biphenyl 
contamination 797 

Arkansas streams, 28 percent seen unable to 
achieve 1983 goals of ‘‘fishable and swim- 
mable’’ waters, salinity and dissolved ox- 
ygen problems detailed, water quality in- 
ventory report, state Pollution Control and 
Ecology Dept. 802 

Boston Harbor, enforcement compliance 
schedule letter signed by EPA and Mass., 
agreement will enable Boston Metropolitan 
District Commission to clean up harbor and 
rivers by 1986, schedule and requirements 
of agreement outlined 689 

Chesapeake Bay, seafood contamination from 
pesticide Kepone remains problem primari- 
ly in southern portion, federal and state 
monitoring continuing, cleanup problems 
detailed, Train 642; Md. and Va. governors 
request EPA administrator to declare sub- 
stance hazardous and use Federal Water 
Act authority to prevent spread in bay 684; 
EPA and Corps of Engineers to study 
feasibility of dredging substance from 
James River, Train 733; EPA report warns 
of possible threat to human health from 
consumption of contaminated seafood 
products 958 

Detroit River, city of Detroit ordered to cor- 
rect pollution problems or face loss of dis- 
charge permit, Mich. Water Resources 
Commission 581 

Great Lakes 

—U.S.-Canadian task force report 
recommends decisions on future dredging 
be made on ‘‘site-specific’ ’ basis, five-year 
forecasting program and additional studies 
recommended 855 

—Water quality, status detailed in Inter- 
national Joint Comm. annual report, 
cleanup goals in basin will not be achieved 
unless Canada and U.S. accelerate control 
efforts, large sources of municipal pollution 
identified, summary 900 

Hudson River, N.Y., General Electric Co. dis- 
charge of polychlorinated biphenyls, agree- 
ment reached with Environmental Conser- 
vation Dept. to settle state legal action, 
firm to halt use of PCBs and contribute to 
river cleanup 746 

James River, Va., contamination from 
pesticide Kepone, Md. and Va. governors 
request EPA administrator to declare sub- 
stance hazardous and use Federal Water 
Act authority to halt spread 684; EPA and 
Corps of Engineers to study feasibility of 
dredging substances from river, Train 733; 
Allied Chemical assessed maximum 
allowable fine of $13.2 million for discharg- 
ing pesticide into river (DC Va) 844; EPA 
report warns of possible threat to human 
health from consumption of contaminated 
seafood products 958 

Lake Ontario, New York Environmental 
Conservation Dept. imposes ban on posses- 
sion of certain fish taken from lake and 
tributaries, high levels of Mirex and 


Kepone found 778; state Health Dept. finds 
no detectable amounts of Mirex in drinking 
water supplies drawn from lake or rivers 
898 

Lake Superior, Reserve Mining Company’s 
taconite discharges, city of Cloquet, 
Minn., denied permission to intervene in 
ongoing litigation, intervention request not 
timely (DC Minn) 663; Minn. governor out- 
lines state plan to resolve taconite problem, 
other mining firms to share cost construc- 
ting on-land tailings disposal site at accep- 
table location 845 

Maine’s rivers and tributaries, 62 percent 
found suitable for fishing and swimming, 
EPA Region I annual report 617 

Mississippi River, Corps of Engineers seeking 
congressional authorization for controver- 
sial locks and dam replacement project, 
House hearings on funding scheduled, En- 
vironmental Policy Center urges deferral 
pending submission of additional data on 
impacts of proposal 684; project authority 
authorization and user charge provisions 
deleted from Senate-passed water 
resources development bill (S 3823) 792 

Monongahela River, Pa., U.S. Steel Corp. 
plants discharging into river, EPA and firm 
sign stipulation setting schedule for phasing 
discharge points into compliance 629; 
agreement provides plan for achieving final 
effluent limitations by 1981, parties 
recognize that legal question remains un- 
resolved on EPA’s authority to allow dis- 

_ charge permit deadline that goes beyond 
statutory 1977 deadline, details of schedule 
summarized 659 

New Bedford harbor, Mass. Environmental 
Affairs Dept. and EPA monitoring harbor 
to determine extent of polychlorinated 
biphenyl contamination 797 

New River, N.C., House approves bill (HR 
13372) to designate 26 miles as wild and 
scenic river, provisions prevent Ap- 
palachian Power Co. from constructing 
dam nearby 616; bill approved by Senate 
and sent to President 688; appeals court 
decision concerning proposed hydroelectric 
plant vacated by Supreme Court in light of 
legislation 924 

Peace River, Fla. Environmental Regulation 
Dept. schedules hearing to consider 
reclassification petition 584 

Pine River, Michigan, excessive levels of 
polybrominated biphenyls found, state 
Public Health Dept. advises against eating 
fish taken from river 900 

Santa Barbara channel, oil drilling activities, 
suit seeking to enjoin Interior Dept ap- 
proval pending NEPA compliance dismiss- 
ed (DC Calif) 629 


LAND MANAGEMENT, BUREAU OF 


Outer Continental Shelf oil and gas leasing, 
final impact statement on proposed 
Baltimore Canyon sale issued, chances of 
oil spills’ reaching shoreline seen small, all 
tracts found posing some pollution risk 612 


LAND USE 


See also LEGISLATION, FEDERAL, S 507 

Catskill Mountains, N.Y. Environmental 
Conservation Dept. land use study released, 
establishment of commission to guide con- 
servation and development recommended 
to halt further deterioration of resource and 
economic base 932 

Colorado Mined Land Reclamation Act ap- 
proved by governor, seven-member board 
established to adopt standards and review 
reclamation and mining problems, sum- 
mary of provisions 609 

Connecticut land use controls found slowing 
conversion of undeveloped lands, state’s 
“Open Spaces’? Act evaluated, En- 
vironmental Protection Dept. report 755 


INDEX—SUMMARY — REPORTS 14 through 26 


LAND USE—Contd. 


Farmlands, federal agencies’ impact 
statements should include analysis of 
effects of proposed actions on ‘‘prime and 
unique farmlands,”’ large-scale conversion 
of lands to urban use cited, CEQ advisory 
memorandum 723 

Florida proposed barge canal to connect 
Atlantic Ocean and Gulf of Mexico, Corps of 
Engineers draft impact statement predicts 
completion would have adverse impact on 
wildlife, productive forest land, and river 
ecosystems 689 

Landfill sites, polyvinyl chloride concen- 
trations found persisting at former sites, 
Battelle Columbus Laboratory scientists 
recommend health effects studies of per- 
sons living nearby, Markle, other speakers, 
conference on land disposal of residuals 748 

New Jersey coastal areas, interim land use 
guidelines to be implemented in review of 
permit applications for major conservation 
ao Dai Environmental Protection Dept. 

11 


Parks, recreation areas, wildlife refuges and 
historical sites, President submits proposed 
legislation to establish 10-year $1.5 billion 
program to double acreage of lands, im- 
mediate funding sought for land acquisition 

7 


67 

Rural land development, Federal Govern- 
ment study finds most communities lacking 
laws or knowledge to control recreational 
lot and second home development, 
recommendations issued 781 

West and Southwest area, land subdivision in- 
dustry developing land with little regard for 
environmental constraints, poor planning 
and other inadequacies detailed, report by 
nonprofit public interest group 929 


LEGISLATION, FEDERAL 
See also CONGRESS 


HR 


6218, Offshore energy development 

—House-passed bill to reform leasing and 
management of outer continental shelf 
lands, sponsors plan to bypass usual con- 
ference and bring compromise bill directly 
to House and Senate floors, Jackson 
(D-Wash) outlines compromise changes 
contained in amendment 691; strategy to 
bypass conference fails, compromise bill 
approved by House and Senate conferees, 
bill faces almost certain Presidential veto, 
summary of provisions 774 

7108, Appropriations 

—EPA research programs, bill authorizing 
fiscal 1976 and transition quarter funds, 
signed by President 895 

10498, Clean Air Act, amendments 

—House begins general debate, major 
challenges expected against bill’s 
automobile emission and nondegradation 
provisions 571; action delayed due to 
August recess, House leadership fails to 
give bill high priority before recess, Rogers 
(D-Fla) and Dingell (D-Mich) comment on 
effects of delay, automotive industry faces 
uncertainty over 1978 emission standards 
599; nondegradation proposals seen having 
no significant economic impact on refinery 
industry, report submitted to EPA’s energy 
policy group 659; passed by House, relaxed 
timetable for automobile emissions stan- 
dards included, industry given until 1982 to 
comply with existing statutory limits for 
1978, delay in nondegradation rules re- 
jected, provision to allow industrial expan- 
sion in dirty air regions deleted, major 
provisions listed 740; House and Senate 
conferees named, tentative agreement 
reached on some differences, discussion of 
controversial issues postponed, summary 


of compromise agreements 763; proposed 
amendments (S 3219) approved by con- 
ferees, compromise automotive emission 
standards supported, compromise version 
of nondegradation rules approved, tentative 
agreements listed, bill faces obstacles on 
floor and possibility of Presidential veto 
789; Senate filibuster kills bill, automobile 
emission standards for 1978 remain in 
effect, EPA precluded from accepting or 
approving certification data for more relax- 
ed standards, stage set for confrontation 
over rules in next Congress, comments and 
reactions 835 


10612, Tax Reform Act 
—Hart (D-Colo) and Durkin (D-NH) to offer 


amendment to delete proposed recycling 
tax credit from bill, increase in recycling 
seen unlikely from passage of credit 580; 
recycling tax credit deleted by Senate, Hart 
amendment calling for feasibility study of 
providing tax incentives for recycling ap- 
proved, recycling industry denounces ac- 
tion 608; compromise bill adopted by con- 
ference committee, modified Senate provi- 
sion liberalizing amortization rules for cer- 
tain pollution control facilities included 747 


12944, Federal Insecticide, Fungicide, and 


Rodenticide Act appropriations 


—Bill to extend authorization until Sept. 1977, 


passed by House and sent to Senate, Mathis 
(D-Ga) amendment to provide for con- 
gressional review of regulations adopted 
588; vetoed by President, provision for con- 
gressional review and possible disapproval 
of EPA regulations seen unconstitutional 
and contrary to separation of powers princi- 
le 627 


p 
13372, National Wild and Scenic Rivers 


System 


—Bill to place 26 miles of New River in 


system, approved by House, provisions pre- 
vent Appalachian Power Co. from construc- 
ting dam nearby 616; passed by Senate and 
sent to President 688 


13950, Strip mining 
—Passed by House Interior Committee and 


forwarded to Rules Committee, 14 changes 
from earlier version of bill (HR 9725) 
adopted, Administration still opposed 656; 
supporters planning final attempt to pass 
bill by circumventing Rules Committee 778 


14032, Toxic substancces 
—Compromise bill requiring premarket 


notification of all new chemical substances, 
leading Republicans on House Interstate 
and Foreign Commerce Committee con- 
tinue to support legislation despite Ad- 
ministration opposition, House considera- 
tion scheduled 595; House passes measure 
by wide margin, amendments to ban 
manufacture of polychlorinated biphenyls 
and give Congress veto power over EPA 
regulations adopted 651; conferees hold 
opening session in effort to resolve 
differences, agreement on several minor 
issues reached 679; conferees reach agree- 
ment on compromise version of bill (S 
3149), approach to regulate chemicals pen- 
ding completion of safety tests adopted, 
issues settled by conferees listed 739 


14496, Resource Conservation and Recovery 


Act of 1976 


—Bill to control hazardous and solid waste 


and provide federal assistance for resource 
recovery, House Commerce Subcommittee 
completes action, amendment to delete 
financial provisions approved, Administra- 
tion position outlined by OMB Director 
Lynn 692; supporters planning to restruc- 
ture bill during House floor debate in effort 
to avoid time-consuming conference com- 
mittee, floor amendments expected to be 
offered listed 775; proposed amendments to 
Solid Waste Disposal Act (S 2150) passed by 
House and sent to Senate, Senate expected 
to approve bill and send it directly to White 
House 789 
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14965, Solid Waste Research and Develop- 
ment Act of 1976 

—Passed by House Science Subcommittee, 
bill amended to provide that studies on 
recovery or waste systems include con- 
sideration of air quality, action on other 
amendments 577; approved by House 
Science Committee with minor 
amendments, bill amended to assure that 
proposed mining waste study would not in- 
fringe upon other federal agencies 608 

15069, Forestry management 

—Melcher (D-Mont) bill, approved by House 
Agriculture Subcommittee, reforestation 
provided 603; approved by Agriculture 
Committee, amendment requiring gradual 
harvesting of standing timber in national 
forests approved, action on other 
amendments 680 

15194, Public Works Employment Act, ap- 
propriations 

—House and Senate conferees agree on $3.73 
billion bill, funding level for sewage treat- 
ment construction grants set at $480 million 
741 


Ss 
391, Federal Coal Leasing Amendments of 
1976 


—President’s veto overriden by Congress, 
new policies for leasing coal on federal 
lands established, Interior Dept. will be 
required to development comprehensive 
land use plans 573 

507, Public lands 

—Passed by Congress and sent to President, 
bill consolidates various publie land 
management laws and gives Congress 
greater responsibility in management 842 

521, Offshore energy development 

—Senate-passed bill to reform leasing and 
management of outer continental shelf 
lands, sponsors plan to bypass usual con- 
ference and bring compromise bill directly 
to House and Senate floors, Jackson 
(D-Wash) outlines compromise changes 
contained in amendment 691; strategy to 
bypass conference fails, compromise bill 
approved by House and Senate conferees, 
bill faces almost certain Presidential veto, 
summary of provisions 774; House votes to 
return bill to conference committee, con- 
ferees instructed to delete federal drilling 
program, action before adjournment un- 
likely, comments and reactions 795 

2150, Solid Waste Disposal Act, amendments 

—Passed by House and sent to Senate, federal 
regulation of hazardous wastes and es- 
tablishment of grant program for state 
waste management planning provided, 
Senate expected to approve bill and send it 
directly to White House without need for 
resolving differences in conference com- 
mittee 789; passed by Senate, President 
seen likely to sign measure 841; signed by 
President, hazardous waste regulation and. 
state management plans summarized 947 

2710, Federal Water Pollution Control Act, 
amendments 

—Passed by Senate, attempt to include 
restrictive Sec. 404 dredge or fill amend- 
ment narrowly defeated, bill sent to House, 
list of major provisions 675; House rejects 
Senate version and calls for conference 
committee to resolve two versions of bill, 
House conferees named, staff members 
from House and Senate Public Works Com- 
mittees meet in effort to reach 
preconference agreement 742; conferees 
end first round of consideration with dis- 
cussions of alternative streamlined bill 
782; conferees’ attempts to reconcile two 
versions of amendments stalled by dis- 
agreement over Sec. 404 dredge or fill dis- 
charge control provisions, prospects for 
congressional spasrads threatened 790; con- 
ference stalled after three meetings, single 
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2710, Federal Water Pollution Control Act, 
amendments—Contd. 

—Passed by Senate, attempi—Contd. 
amendment to act (S 3894) passed by both 
Houses and sent to President, bill calls for 
EPA to guarantee bonds issued to Federal 
Financing Bank to fund local share of 
sewage treatment construction grant pro- 
jects 836 

3091, Forestry management 

—Approved unanimously by Senate and sent 


to House, action on amendments 680; 


House version approved, conference com- 
mittee meetings scheduled 776; conferees 
approve compromise measure with 
provisions for sustained yield and marginal 
land, House and Senate consideration 
scheduled 796; House and Senate pass bill 
by voice vote, Sierra Club and industry 
group praise measure 842 

3149, Toxic substances 

—Senate-passed bill, conferees reach agree- 
ment on compromise version, approach to 
regulate chemicals pending completion of 
safety tests adopted, issues settled by con- 
ferees listed 739; final consideration by 
House and Senate put off by delays in filing 
of conference report 765; conference report 
approved by wide margin by both houses of 
Congress and sent to President, Congress 
will have no chance to override possible 
Presidential veto due to scheduled adjourn- 
ment date 787; signed by President, 
premarket testing of substances required, 
summary of provisions, rules for phasing 
out polychlorinated biphenyls included 883; 
EPA to apply new law in ‘‘fishbowl”’ 
atmosphere and involve as many groups 
as possible, Train 924; four problem areas 
in testing chemicals under procedures of 
legislation identified, Golberg 932 

3219, Clean Air Act, amendments 

—Passed by Senate, rules for clean-air areas 
and extension of automobile emission stan- 
dards included, amendments to delete or 
delay nondegradation rules defeated 571; 
key provisions of bill listed, conditions for 
industrial growth and operation in clean 
and dirty areas included, Senate language 
for nondegradation and nonattainment 
provisions excerpted, text 596, 621; non- 
degradation proposals seen having no 
significant economic impact on refinery in- 
dustry, report submitted to EPA’s energy 
policy group 659; House and Senate con- 
ferees named, tentative agreement reached 
on some differences, discussion on con- 
troversial issues postponed, summary of 
compromise agreements 763; amendments 
approved by conferees, compromise ver- 
sions of automotive emission standards and 
nondegradation rules supported, tentative 
agreements listed, bill faces potential 
obstacles on floor and possibility of 
Presidential veto 789; Senate filibuster 
kills bill, automobile emission standards for 
1978 remain in effect, EPA precluded from 
accepting or approving certification data 
for more relaxed standards, stage set for 
confrontation over rules in next Congress, 
comments and reactions 835; General 
Motors warns that automakers may be 
forced to cancel 1978 model production if 
standards are not revised when new 
Congress convenes, Terrell 889; key White 
House official recommended strategy for 
preventing bill from reaching President’s 
desk in attempt to avoid potentially damag- 
ing veto in election year, steps to avoid 
passage outlined, Gorog memo 893; EPA 
moving ahead with regulatory policies 
despite defeat of bill, absence of legislation 
seen leaving some ambiguities, EPA’s ap- 
proach on certification of vehicles and im- 
plementation of nondegradation rules 
described, Strelow 918 
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3521, Natural gas 

—Approved by voice vote in both houses, bill 
would expedite selection of system to 
transport Alaskan natural gas to lower 48 
states, judicial review of proceedings under 
NEPA would be prohibited, summary of 
provisions 841 

3823, Water resources development 

—Passed by Senate, bill authorizes construc- 
tion and repair of certain Corps of 
Engineers projects, controversial 
Mississippi River Locks and Dam 26 pro- 
ject deleted 792 

3894, Federal Water Pollution Control Act, 
amendment 

—Passed without opposition by Congress and 
sent to President, bill calls for EPA to 
guarantee bonds issued to Federal Finan- 
cing Bank to fund local share of sewage 
treatment construction grant projects 836; 
signed by President, recommendations 
from OMB and Treasury Dept. to veto bill 
rejected, measure seen aiding particular 
communities in New York and New Jersey 
916 


LITIGATION (In General) 


See also CITIZENS’ SUITS; SUPREME 
COURT OF THE UNITED STATES 

Bethlehem Steel plant’s discharge permit, 
firm seeks review of EPA dicision that 
Federal Water Act conveys no authority to 
extend 1977 deadline, firm cites inability tc 
complete installation of equipment before 
July 1979, briefs submitted with appeals 
court 925 

California 

—Datsun dealers charged with registering 
cars out of state and selling them in state as 
used vehicles to avoid installing smog con- 
trol equipment, Air Resources Board suit 
filed 753 

—Environmental Quality Act, limitations im- 
posed on Los Angeles’ extraction of sub- 
surface water from Owens Valley Basin 
pending preparation of impact report (Calif 
CtApp) 727 

Chrysler Corp. charged with selling some 
1976 model automobiles that did not comply 
with EPA certificate of conformity, Justice 
Dept files suit seeking $91 million in civil 
penalties 787; EPA Administrator Train 
expresses ‘‘surprise’’ at reaction of firm to 
suit 931 

Coal prospecting, Interior Secretary’s mora- 
torium on issuance of permits did not 
require impact statement and was not 
abuse of discretion (CA DC) 574 

Corn wet milling industry effluent limitations, 
new source performance standards upheld 
in all respects except for limitations on 
total suspended solids, industry contentions 
that Federal Water Act requires cost- 


benefit analysis before establishing stand- 


ards rejected (CA 8) 662 

vJefense Dept. installation, socio-economic 
impacts of proposed closing do not require 
impact statement, impacts do not affect 
human environment as contemplated by 
NEPA, group bringing suit guilty of laches 
(DC Pa) 676 

Discharge permit program, EPA regulations 
on point source credit for pollutants in in- 
take water, rules held not reviewable by 
appeals court under Sec. 509 of Federal 
Water Act (CA 3) 885 

Dredge and fill activities 

—Corps of Engineers properly exercised its 
jurisdiction over wetlands area even though 
applicable regulations were not yet effec- 
tive and President suspended rules for 60 
days (DC Ind) 675 

—Justice Dept. establishes procedures to be 
followed by U.S. attorneys in prosecuting 
suits under Sec. 404 of Federal Water Act 
952 

—Ocean City, Md., developer accused of per- 
mit violations agrees to undertake restora- 


tion program and enter no contest plea to 
one count of criminal information 575; con- 
struction firm and its president fined for il- 
legal activities (DC Md) 767 

Exxon Corp. sxpanne tor oil well drilling 
operation, discharge of pollutants into sea 
without permit, firm agrees to pay 
$100,000 civil penalty and apply for permit 
in advance of discharges, consent decree 
(DC Alaska) 723; Justice Dept. invites 
comments on consent decree 744 

Highway project, state-prepared impact 
statement held properly reviewed by 
Federal Highway Admn., statement 
remanded for considering only segment of 
proposed project (CA 7) 

Idaho Dredge Mining Act upheld, permit re- 
quirement for dredge or placer mining on 
federal land held constitutional (Idaho 
SupCt) 886 

Indirect source review, parking management 
and fuel vapor recovery, petitions seeking 
review of EPA regulations ordered 
suspended from active docket, ‘‘completely 
unsettled’’ state of regulations cited (CA 
DC) 683 ’ 

Kentucky water quality standards, EPA 
correctly rejected state’s previously ap- 
proved standards for not including all 
waters covered under Federal Water Act 
(DC Ky) 744 

Kepone production, Va. chemical firms and 
officers indicted by federal grand jury for 
conspiring to violate water pollution contre: 

. laws 581; Allied Chemical Co. assessed 
maximum allowable fine of $13.2 million 
for discharging pesticide into James River 
(DC Va) 844 

Mercury-based seed disinfectants and 
fungicides used to control summer turf dis- 
eases, EPA stays order cancelling 
registrations as settlement with pesticide 
manufacturers, firms agree to dismiss 
petitions for review 687 

Mirex, suit attempting to halt Ga. agriculture 
commission’s aerial spraying of insecticide 
dismissed (DC Ga) 574 

New York modified water quality standards 
governing discharge of wastewaters from 
General Motors plant held arbitrary and 
capricious, state’s Water Act Sec. 401 
certification annulled (NY SupCt) 726 

Nondegradation of air quality, EPA regula- 
tions upheld, panel reaffirms finding that 
Clean Air Act implicitly requires preven- 
tion of deterioration (CA DC) 572 

Oil spills ; : 

—City may not recover expenses incurred in 
cleaning up spill from storage tanks, spill 
not solely caused by act of third party (US 
CtCls) 924 7 , 

—Civil action challenging spill penalty, mo- 
tion to convene three-judge court denied, 
no substantial constitutional challenge 
presented (DC Okla) 767 ' 

—Corporation whose employee reported spill 
held not entitled to immunity from civil 
penalties under Federal Water Act, 
privilege against self-incrimination does 
not extend to corporations, district court 
rulings reversed (CA 5) 663 

—Home fuel oil heating tank spill, homeowner 
ordered to pay cleanup costs to Federal 
Government, liability under Federal Water 
Act ruled (DC Tenn) 635 : 

Opacity testing to determine compliance with 
air standards, Colo. Health Dept. required 
to give industries timely notice of visual 
readings (Colo SupCt) 744 

Outer Continental Shelf oil development 

—Interior Dept. proposed lease sale off Atlan- 
tic coast, district court preliminary injunc- 
tion barring sale due to NEPA violations, 
injunction stayed, Supreme Court Justice 
Marshall refuses to lift stay (CA 2) 629; 
preliminary injunction reversed (CA 2) 923 

—Northern Gulf of Alaska lease sale, Interior 
Dept. impact statement upheld (DC DC) 
629 
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Outer Continental Shelf oil development 
—Contd. 

—Santa Barbara channel, suit seeking to en- 
join Interior Dept. from approving drilling 
activities poe NEPA compliance dis- 
missed (DC Calif) 629 

Pennsylvania air quality plan, utility's pe- 
tition for review of EPA approval dismiss- 
ed, technological and economic feasibility 
issues cannot be considered by court (CA 3) 
598 


Petroleum refining industry, effluent 
limitations for category upheld, EPA has 
authority to issue regulations establishing 
uniform, nationwide guidelines (CA 10) 635 


Plastics and synthetics industry, effluent 
limitation guidelines and standards revoked 
by EPA in response to appeals court ruling 
that agency acted arbitrarily and 
capriciously in promulgating rules 578 


Post office construction, Postal Service re- 
quired under NEPA to review impact of 
abandoning downtown operations (CA 2) 
766 


Public works law authorizing construction 
and repair of certain works on rivers and 
harbors, EPA general counsel’s decision 
that measure does not apply in establishing 
effluent limitations for NPDES permit 
issued for discharger, Administrator Train 
denies petition for review 727 


Pulp, paper, and paperboard industry, 
effiuent limitation guidelines and new 
source performance standards for five sub- 
categories upheld, industry’s contentions on 
vailidity of rules rejected (CA DC) 597 

Railroad crossover running through township 
held no major federal action, Transporta- 
tion Dept. not required to file impact state- 
ment (DC Pa) 952 

Rendering plants, new source effluent stan- 
dards struck down, EPA acted arbitrarily 
and capriciously in specifying necessary 
tedhnology, in computing cost, and in deter- 
mining reasonableness of cost (CA 8) 682 


Reserve Mining Company’s taconite dis- 
charges into Lake Superior, city of Cloquet, 
Minn., denied permission to intervene in 
ongoing litigation, intervention request not 
timely (DC Minn) 663; Minn. governor out- 
lines state plan for resolving taconite 
problem, other mining firms to share cost 
of constructing on-land tailings disposal site 
at acceptable location 845 

Sewage treatment construction grants 

rogram 

—Grantee’s failure to follow EPA protest 
regulations, EPA’s advice regarding possi- 
ble need to resolicit bidders for project not 
arbitrary, capricious, or abuse of discretion 
(DC Mich) 793 dy 

—Municipal projects, district court decision 
that insufficient or delayed funding does not 
relieve localities from 1977 Federal Water 
Act deadline, Virginia files appeal, state 
and EPA briefs submitted 843 

—State’s suit to block EPA grant, motion for 
temporary restraining order denied, no im- 
on. impact on environment projected 
(DC Ohio) 923 ; 

Steam electric power industry, portions of 
EPA effluent guidelines set aside in earlier 
decision, ruling modified regarding 
variance clauses for 1977 standards and sea 
water cooling towers, variance clauses for 
small unit and old unit subcategory stand- 
dards remanded (CA 4) 726 ’ 

Sulfur dioxide emissions from electric 

enerating station, utility agrees to install 
ins scrubbers, consent decree with EPA 
approved (DC Ill) 766 — ; 

Tennessee Valley Authority steam plant's 
failure to meet deadline for compliance 
with standards in Ala. air quality plan, con- 
sent agreement entered into with state and 


singed by judge, compliance schedule 
provides for installation of control equip- 
ment (DC Ala) 885 

Texas 

—Clean Air Act, firm’s ethylene discharge 
from petroleum refinery ruled violation, 
fine assessed (Tex DistCt) 753 

—Water Quality Act, tool firm fined $110,000 
for violations, order requires construction 
and operation of waste treatment system 
and enjoins firm from violating state dis- 
charge permit (Tex DistCt) 723 

U.S. Steel Corp 

—Coke plant’s emissions, firm signs tentative 
consent decree with Pa. and county to end 
three years of litigation, installation of 
pollution control equipment and shutdown 
of certain coke oven batteries provided 884 

—Discharge permit, EPA decision sustaining 
permit, court refuses to stay action pending 
appeal (CA 7) 676 

Veterans Admn. hospital’s alleged violations 
of discharge permit, Mass. suit against 
agency barred by sovereign immunity (CA 
1) 676 


Waste treatment, areawide management 
planning, district court ruling requiring 
EPA to release unobligated balance of Sec. 
208 grant funds, Justice Dept. files notice of 
appeal 766; EPA adopts new allocation for- 
mula in response to court order requiring 
release of $137 million in previously un- 
obligated funds 847 


LOUISIANA 


New Orleans begins operation of new 
municipal solid waste resource recovery 
system 613 


M 


MAINE 


Air quality implementation plan, portions 
found inadequate to attain and maintain 
national standards, revisions requested, 
EPA 712 

Waste treatment plants, four firms granted 
extensions of Oct. 1 deadline for beginning 
operation, Environmental Protection Dept. 
753 


MANAGEMENT AND BUDGET, OFFICE OF 


Environmental policymaking role of OMB ex- 
amined, impact on EPA-Congress 
relationship analyzed, Environment 
Reporter Special Report 693 

Jointly funded grants to state and local 
governments and nonprofit organizations, 
policies and procedures issued 576 


MARINE AFFAIRS 


See COASTAL ZONES; CONTINENTAL 
SHELF; FISH AND WILDLIFE; OCEANS 


MARYLAND 


Air quality implementation plan, EPA 
proposes revision to delete required change 
in sulfur content of residual fuel oil, text 
583, 589; gasoline rationing requirements 
revoked by EPA, possible adverse social 
and economic consequences cited 920; 
Governor Mandel takes issue with EPA re- 

uest for more stringent photochemical oxi- 
ant controls, stronger controls seen 
useless without cleaner vehicles, EPA’s 
call for more stringent carbon monoxide 
controls also disputed 929 

Ranerngs containers, mandatory deposit 
legislation cannot be economically 
justified, six legislative alternatives 
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analyzed for social and economic costs, 
state Economic and Community Develop- 
ment Dept. 605 
Chemicals Metals Industries, Inc., ordered to 
ensure that mixing vats are kept airtight to 
prevent release of odors, Baltimore Health 
Dept. 630 
Deep mining, regulations governing new 
operations to be considered, Natural 
Resources Dept. hearing scheduled 780 
Sewage treatment plant proposed for 
Montgomery County disapproved by EPA, 
costs and large capacity not justified by 
projected needs, Administrator Train 
offers possible alternatives as ‘‘guidance”’ 
to state officials, Governor Mandel and 
County Executive Gleason critical of deci- 
sion, comments 664 


MASSACHUSETTS 


Air quality implementation plan, portions 
found inadequate to attain and maintain 
national standards, revisions requested, 
EPA 772; revision to relax sulfur-in-fuel 
emission limitations in Merrimack Valley. 
control district, EPA proposes disapproval 
773; EPA approves revision revoking 
previous disapproval of portion which 
allows state to grant and suber individual 
source variances as plan revisions 897 

Air standards, hearing scheduled to consider 
proposed plan for attainment and short- 
term maintenance of ambient standards 
for sulfur dioxide and total suspended par- 
ticulates, Environmental Quality Engineer- 
ing Dept. 780 

Boston’s Metropolitan District Commission 
issued first EPA enforcement compliance 
schedule letter (ECSL) under discharge 
permit program, Region I 655; signing of 
letter by state and EPA provides for MDC 
to clean up Boston Harbor by 1986, schedule 
and requirements of agreement outlined 


689 

Polychlorinated biphenyls, Environmental 
Affairs Dept. and EPA monitoring 
Acushnet River and New Bedford harbor to 
determine extent of contamination 797 


MEETINGS 
See CONFERENCES AND MEETINGS 


MICHIGAN 


Air quality implementation plan, portions 
found inadequate to attain and maintain 
national standards, revisions requested, 
EPA 582 

Detroit ordered to correct water pollution 
problems or face losing permit to dump 
treated sewage into river, state Water 
Resources Commission 581 

Natural Resources Dept. to assume certain 
environmental protection responsibilities 
and functions from four other state agen- 
cies, executive order issued by governor 


611 

Polybrominated biphenyls, excessive levels 
found in Pine River water and fish samples, 
Public Health Dept. advises against eating 
fish taken from river 900 

Polychlorinated po ne hearing scheduled 
to consider regulations governing use, sale, 
and manufacture of products, Natural 
Resources Dept. 584 

Water quality standards, Natural Resources 
Dept. schedules hearings to consider 
revisions 801 


MINING 


See also COAL; LEGISLATION, FEDERAL, 
HR 13950, S 391; STRIP MINING 
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Colorado Mined Land Reclamation Act ap- 
proved by governor, seven-member board 
established to adopt standards and review 
reclamation and mining problems, sum- 
mary of provisions 609 

Idaho Dredge Mining Act upheld, permit re- 
quirement for dredge or placer mining on 
federal land held constitutional (Idaho 
SupCt) 886 

Maryland regulations governing new deep 
mining operations to be considered, Natural 
Resources Dept. hearing scheduled 780 

Mines Bureau contracts, see PROCURE- 
MENT 


Reserve Mining Company’s taconite dis- 
charges into Lake Superior, city of Cloquet, 
Minn., denied permission to intervene in 
ongoing litigation, intervention request not 
timely (DC Minn) 663; Minn. governor out- 
lines state plan for resolving taconite 
problem, other mining firms to share cost 
of constructing on-land tailings disposal site 
at acceptable location 845 

Water pollution by industry, effects of com- 
plying with 1977 and 1983 standards under 
Federal Water Act projected, costs com- 
pared, American Mining Congress report 
797 


MINNESOTA 
Air quality implementation plan, portions 


found inadequate to attain and maintain, 


national standards, revisions requested, 
EPA 582 

Reserve Mining Company’s dumping of 
taconite tailings into Lake Superior, Gover- 
nor Anderson outlines state plan for resolv- 
ing problems, other mining firms to share 
cost of constructing on-land disposal site at 
acceptable location, legislative action re- 
quired 845 


MIREX 
See PESTICIDES 


MISSISSIPPI 


Drinking water, new legislation requires state 
Board of Health to adopt and enforce 
regulations, summary of provisions 615 


MISSOURI 


Power plants prohibited from using 
petroleum products as primary energy 
source, compliance data extensions issued 
by EPA under energy-related authority 749 

U.S. Steel Corp. spray-painting operation, 
federal jury orders firm to pay $20,000 to 
St. Louis automobile dealership after paint 
particles settled on dealer’s vehicles 630 

Wastewater treatment plant operation testing 
and operator certification, hearing schedul- 
ed to consider regulations, Clean Water 
Commission 780 


MONTANA 


Air quality implementation plan, EPA 
proposes revision to amend regulations 
regarding incinerators, industrial 
processes, petroleum product storage, odor 
control, and aluminum reduction facilities, 
new procedures for standard violations 
7 ah by malfunctions provided, test 750, 

58 


MOTOR VEHICLES 


California r 
—Air Resources Board required to consider 
state’s economic climate before setting 


future emission regulations, 
signed by governor 934 

—Datsun dealers charged with registering 
cars out of state and selling them in state as 
used vehicles to avoid installing smog con- 
trol equipment, Air Resources Board suit 
filed 753 

Catalysts, three-way rhodium catalysts found 
producing hydrogen cyanide emissions 
when malfunctioning, no danger to public 
health seen, EPA proceeding with certifica- 
tion of 1977 models, Stork memorandum, 
text 745, 756 

Chrysler Corp. vehicles sold with unapproved 
emission control parts, EPA refers case to 
Justice Dept. 728; suit seeking $91 million 
in civil penalties filed by Justice Dept., 
Clean Air Act violations alleged 787; EPA 
Administrator Train expresses ‘‘surprise”’ 
at reaction of firm to suit 931 


Emissions standards 
—1978 vehicles 
——Certification and enforcement, EPA will 
accept and process data that might not 
meet standards but will not certify 
vehicles failing to meet rules, enforce- 
ment action planned against firms 
marketing cars that violate standards, 
Train 948 
——General Motors warns that automakers 
may be forced to cancel production if 
standards are not revised when new 
Congress convenes, Terrell 889 
——Testing exhaust emissions and fuel 
economy, interim final procedures issued 
by EPA, agency proposes that 
procedures also be applied to 1979 and 
subsequent year vehicles, comments re- 
quested 748 
—Air quality improvements through reduc- 
tion of emissions, prospects seen ‘‘ex- 
cellent’ for period beyond 1980, national 
health benefits and impact on fuel economy 
projected, federal interagency task force’s 
draft report 954 
—Certification, EPA to continue testing 
vehicles for compliance with standards 
following defeat of Clean Air Act 
amendments (S 3219), approach outlined, 
Strelow 918 
—EPA’s enforcement of standards scored, 
selected enforcement auditing and in-use 
compliance programss analyzed, House 
Commerce Subcommittee report on federal 
regulation and regulatory reform 838 
—Evaporative hydrocarbons emissions, EPA 
revises standards for 1978 and later model 
light-duty vehicles and trucks, ‘‘enclosure 
method” established as standard federal 
test procedure for measuring emissions, 
economic impact of standards projected 
670 
—Selective enforcement audit and certifica- 
tion programs, Ford Admn. directs EPA to 
phase out one of two programs to avoid 
duplication, Train response to OMB cites 
need for thorough review to determine best 
balance of programs, Stork defends cer- 
tification program 652 
Ford Motor Co. recalling certain 1975 
Mustangs, problems with pollution control 
systems cited 750 


Gasoline 

—Fuel economy 

——1977 vehicles found averaging six percent 
better than 1976 models, EPA figures 
released 771 

——General Motors 1977 model cars expected 
to achieve 18.3 mpg economy, projection 
represents 10 percent increase over 1976, 
Estes 669 

——Mileage guide and labels for 1977 models, 
EPA draft proposal seeks to classify 
vehicles on basis of interior size rather 
than combined interior and exterior size, 
FEA and General Motors Corp. support 
approach 661; FEA facing possible legal 
action by automakers concerning planned 


legislation 


inclusion of interior volume index in 
guide 890 
——National Highway Traffic Safety Admn. 
proposed regulations fer reducing 
economy standards in certain cases 
criticized by EPA, proposal seen pre- 
judicing proceedings inindustry’s favor, 
objections outlined, Stork 952 
——Testing, interim final procedures for 1978 
model year vehicles issued by EPA, 
agency proposes that procedures also be 
applied to 1979 and subsequent year 
vehicles, comments requested 748 
—Lead content, EPA regulatory program re- 
quiring phasedown, National Petroleum 
Refiners Assn. and other groups request 
EPA to rescind program, studies seen pro- 
jecting major gasoline shortages during 
summer of 1977, comments 639; Natural 
Resources Defense Council charges EPA 
with secretly deciding to postpone 
regulatory programs under heavy oil in- 
dustry pressure, industry studies projecting 
gasoline shortages criticized for ‘‘trumped- 
-up claims,’’ Schoenbrod letter 743; EPA 
considering staff recommendations to delay 
phase-down program up to three years, 
agency has not yet reached final decision on 
revision rules, Shutler 764; regulations 
amended by EPA in order to avert gasoline 
shortages, final standard postponed, com- 
pliance date extensions up to three years 
provided for some refiners, amended 
phase-down schedule issued, comments and 
* reactions 787 
—Pump vapor recovery devices, automobile 
manufacturers charged with violating clean 
air regulations by equipping vehicles with 
gasoline tank filler inlets which do not 
accept devices, Environmental Defense 
Fund letters 605 
—Rationing requirements under five state air 
quality plans revoked, possible adverse 
social and economic consequences cited, 
EPA 920 
—Vapor recovery regulations, storage vessel 
owners in three Texas control regions found 
in violation, EPA Region VI will not seek 
penalties provided certain conditions are 
met 753 
General Motors Corp., EPA orders recall of 
1974 Pontiacs to correct defects in emission 
control systems 956 
New England states will be required by EPA 
Region I to inspect antipollution devices to 
ensure proper working, McGlennon 579 
Sulfuric acid emissions from vehicles 
equipped with catalytic converters, poten- 
tial for serious health problems noted, 
results of EPA-General Motors tests 
reported, Stevens 688 
Transportation control strategies, voluntary 
carpooling and bus-lane proposals found 
‘“‘disappointing’’ in reducing automobile 
emissions, cost-effectiveness and feasibili- 
ty of selected measures on oxidant reduc- 
tion analyzed, EPA staff report 602 
Transportation Dept. agency’s recommenda- 
tion to include all federal motor vehicle 
regulatory programs within department op- 
posed by EPA, attempt seen impeding 
effective cooperation between two agencies 
on programs of mutual interest, Stork 681; 
agency playing down merger idea, proposal 
intended only as food-for-thought memo- 
randum, Dugoff 730 
Urban areas, difficulties in meeting air stan- 
dards projected unless effective transporta- 
tion strategies are developed to reduce use 
of vehicles, emissions seen as “‘significant 
threat’’ to public health, Train 604 
Volvo three-way catalyst system, lead time of 
at least three years seen required for 
widespread use, Stork 576; statement by 
General Motors president on use of catalyst 
and availability of rhodium criticized as in- 
accurate and misleading by Calif. Air 
Resources Board Chairman Quinn 636 
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NATIONAL ACADEMY OF SCIENCES 


Drinking Water Standards Committee, 
academy requests and receives resignation 
of member who admitted disclosing infor- 
mation from closed sessions to Reserve 
Mining Co. 671 

Fluorocarbons, impacts on stratosphere 
evaluated, regulation seen as almost cer- 
tain necessity, two- year wait to resolve un- 
certainties about available data 
recommended, report 741; federal in- 
teragency task force reiterates call for 
rulemaking | pea to control use of 
chemicals, NAS report seen substantiating 
findings of potential threat 798 


NATIONAL ENVIRONMENTAL POLICY ACT 


See ENVIRONMENTAL IMPACT 
STATEMENTS 


NATIONAL OCEANIC AND ATMOSPHERIC 
ADMINISTRATION 


Air pollution and regional weather, scientists 
seeking microscopic links, delicate sensors 
being flown into pollution plumes 612 

Chemicals in stratosphere, two balloons to be 
launched to measure manmade chemicals 
and to demonstrate technique for Soviet 
scientists 617 

Coastal zones 

—Energy impact aid, “‘optimistic timetable”’ 
set for administering new management 
program, issues remaining to be decided 
detailed, Knecht 607; amendments es- 
tablishing program, alternative ad- 
ministrative approaches outlined, draft 
regulations to be circulated, Murphy, 
Knecht 730; draft rules being circulated, 
Commerce Dept. proposes regulations to 
provide for consistency of federal actions 
with state management plans 745; final 
draft of proposed regulations provides 
federal grants to states and localities for 
‘“‘unavoidable’’ environmental or 
recreational losses caused by 
energy-related activity, principles, objec- 
tives, and operating procedures outlined, 
summary 890; proposed regulations 
published, text 958, 959 

State management plans, regulations propos- 
ed requiring consistency of federal agency 
actions with approved plans, text 798, 818 

Contracts, see PROCUREMENT 

Ocean dumping reaearch, annual report to 
Congress issued, development of 
economically and environmentally sound 
alternatives noted 955 

Porpoises, incidental taking during commer- 
cial fishing operations, methods proposed 
to determine date when 78,000 limit will be 
reached, National Marine Fisheries Service 
588; permits allowing incidental killing of 

ises during tuna fishing operations 
held violating Marine Mammal Protection 
Act, service required to revise regulations 
to determine impact on optimum 
sustainable populations of species (CA DC) 
598; taking of porpoises by tuna fishermen 
after Oct 22 banned, 1976 quota reached 929 

Sea grants, legislation extending program for 
additional year signed by President, funds 
provided for two new programs for marine 
resources projects 927 


NATIONAL POLLUTANT DISCHARGE 
ELIMINATION SYSTEM 

See WATER QUALITY STANDARDS, sub- 
head: Discharge permit program 


NATIONAL RESEARCH COUNCIL 


Photochemical smog, methods for deter- 
mining levels seen ing understanding 


te og pm ’ 
of other potentially harmful oxidants, 


monitoring recommendations issued, 
report 668 


NATURAL GAS 
See LEGISLATION, FEDERAL, S$ 3521 


NEBRASKA 


Air quality implementation plan, EPA 
proposes approval of compliance date ex- 
tensions for 12 sources as revision, text 848, 
869 


Water quality standards, amended 
regulations issued to establish standards 
for surface waters, landfill operators re- 
quired to prevent leachate contamination of 
groundwater, divert surface drainage from 
deposited wastes and enclose sites proper- 
ly, Environmental control Dept. 858 


NEW HAMPSHIRE 


Air quality implementation plan, portions 
found inadequate to attain and maintain 
national standards, revisions requested, 

772 


Power plant’s compliance with air pollution 
rules, EPA issues extension under 
energy-related authority 686 


NEW JERSEY 


Air quality implementation plan, EPA 
proposes revision to permit temporary use 
in firm’s boilers of fuel oil with high sulfur 
content 583; regulations for permits and 
certificates, EPA proposes revision con- 
sisting of wording clarifications and 
modified definitions 664; proposed revision 
to increase allowable sulfur-in-fuel 
limitations for single source disapproved, 
EPA 750; revision to permit firm’s tem- 
porary use of high sulfur fuel approved, 
EPA 848; gasoline rationing requirements 
revoked by EPA, possible adverse social 
and economic consequences cited 920 

Air quality regulations ieee smoke and 
solid particle emissions from fuel combus- 
tion processes and particulates from 
manufacturing processes, hearing to con- 
sider amendments scheduled, Environmen- 
tal Protection Dept. 750 

Camden ocean dumping permit, EPA hearing 
panel recommends against reissuance, 
city’s failure to comply with conditions and 
ecological threat posed by sludge cited 746; 
EPA decides not to reissue permit upon ex- 
piration, city working on pilot program for 
composting sludge, Ober 888 

Coastal areas, interim land use guidelines to 
be implemented in review of permit 
applications for major construction pro- 
jects, Environmental Protection Dept. 611 


NEW MEXICO 


Air quality implementation plan, regulations 
for control of sulfur oxide emissions coal-- 
burning equipment, EPA revokes approval 
643 


Wastewater treatment facilities construction, 

hearing scheduled to reconsider state 
eye list for disbursement of federal 
unds, Environmental Improvement Agen- 
¢c 
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NEW YORK 

Air quality implementation plan, EPA propos- 
ed revisions to relax sulfur-in-fuel restric- 
tions for users in three air quality regions 
withdrawn 755 

Catskill Mountain region, Environmental 
Conservation Dept. land use study released, 
establishment of commission to control 
planning recommended to halt further 
deterioration of resource and economic 
base 932 

General Electric Co. discharges of 
polychlorinated biphenyls into Hudson 
River, Environmental Conservation Dept. 
and firm reach agreement settling state 
legal action, Firm to halt use and help pay 
for river cleanup 746 

Lake Ontario, Environmental Conservation 
Dept. imposes ban on possession of certain 
fish taken from lake and tributaries, high 
levels gf Mirex and Kepone found 778; state 
Health Dept. finds no detectable amounts of 
Mirex in drinking water supplies drawn 
from lake or rivers 898 

Long Island sewage treatment facility, infla- 
tion and construction delays seen responsi- 
ble for tripling in estimated costs of un- 
completed project, GAO preliminary study 
cited, Campbell, House field hearings 794 

Power plant’s compliance with air pollution 
requirements, compliance date extension 
proposed by EPA rescinded 749 

Sewage treatment, New York City proposals 
for financing local share of plants through 
sale of city bonds to project’s contractors 
rejected by EPA, objections to scheme out- 
lined by Deputy Administrator Quarles, 
city appealing decision to Administrator 
Train 765; EPA and city reach agreement 
on financing scheme to help city obtain its 
share of $1.2 billion in projects, accelerated 
payment of EPA reimbursement funds and 
““segmentation”’ of projects to allow in- 
creased federal aid provided 889 

Transportation control plan, EPA’s involve- 
ment in plan for New York City parking 
facilities technically violates 1976 ap- 
propriations bill which restricts federal 
role in regulating facilities, Comptroller 
General’s ruling 627 

Water quality standards, modified standards 
governing discharge of wastewaters from 
General Motors plant rules arbitrary and 
capricious, state’s Water Act Sec. 401 cer- 
fification annulled (NY SupCt) 726 


NITROGEN AND NITROGEN OXIDES 


Control strategy for nitrogen oxides outlined, 
EPA will not set short-term nitrogen diox- 
ide standard until agency has revised 
criteria document, Steigerwald memo, text 
888, 906 

Industrial emissions reduction, new process 
without use of catalyst applied successfully 
by Japanese firm 801 

Measurement of continuous nitrogen oxide 
emissions at fossil fuel-fired steam 
generators, two alternative methods ap- 
proved, EPA 897 


NORTH CAROLINA 


Surface waters, hearing scheduled to consider 
amendments to rules, regulations, 
classifications, and standards, En- 
vironmental Management Commission 584 


NORTH DAKOTA 


Air quality implementation plan, EPA 
proposes revision to amend new source 
review and permit to operate regulations, 
new source performance standards, 
emissions standards for hazardous 
pollutants, nondegradation regulation, and 
clarification to state’s code 920 
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NORTH DAKOTA—Contd. 


Air standards, state delegated authority to en- 
force performance standards for new 
stationary sources and national emission 
standards for hazardous pollutants, EPA 
897 


NUCLEAR POWER 
See ATOMIC ENERGY 


O 


OCEANS 


Dumping 

—Camden, N.J., sludge dumping, EPA hear- 
ing panel recommends against reissuing 
permit, city’s failure to comply with con- 
ditions and ecological threat cited 746; 
EPA decides not to reissue permit upon ex- 
piration, city working on pilot program for 
composting sludge, Ober 888 

—Dredged materials, Coast Guard and Corps 
of Engineers to share surveillance and en- 
forcement duties over dumping, interagen- 
cy agreement 754; provisions of agreement 
permitting Corps to oversee own dumping 
activities criticized during House oversight 
hearings, testimonies 853 

—New York City ordered to halt sewage 
sludge dumping by end of 1981, EPA Region 
II order issued, House hearings held to in- 
vestigate cause of Long Island beach 
closings, Hansler, other testimonies 579; 
report to Interstate Sanitation Commission 
explores technical alternatives to ocean dis- 
posal, EPA must waive air pollution rules 
in order that pyrolysis plants can be con- 
structed 603 

—NOAA annual report to Congress on dum- 
ping research issued, development of 
economically and environmentally sound 
alternatives to dumping noted 955 

—Organochlorine wastes, EPA designates 
northwestern section of Gulf of Mexico as 
site for high temperature incineration 751 

Fisheries in 200-mile economic zone, National 
Marine Fisheries Service to prepare en- 
vironmental assessments and preliminary 
management plans, comments requested 
7 


National Advisory Committee for Oceans and 
Atmosphere, fifth annual report submitted 
to Congress and President, formation of ad 
hoc task force to formulate comprehensive 
marine affairs policy recommended, 
federal agencies comment 928 

Sea grants, legislation extending program for 
additional year signed by President, funds 
provided for two new programs for special 
marine resources projects 927 

United Nations Law of the Sea Conference, 
agreement on proposals to protect marine 
environment constitute only significant 
progress at most recent session, summary 
of committee proceedings and discussions 
771 


OFFICES 


See other parts of title and specific subject 
headings 


OHIO 


Air quality implementation plan, portions 
found inadequate to attain and maintain 
national standards, revisions requested, 
EPA 582; EPA adopts revision to regulate 
sulfur dioxide emissions, industrial 
facilities and utilities requiring controls 
identified, compliance by 1979 required, 
provisions detailed, Alexander 656; state 


EPA schedules series of hearings on federal 
plan before deciding agency position 686; 
attainment date extension for particulate 
matter standard approved by EPA, exten- 
sions disapproved for nitrogen oxide, car- 
bon monoxide, hydrocarbons, and 
photochemical oxidants 847 

Pesticides registration law approved by 
governor, licensing and registration with 
state agriculture department required, 
summary of provisions 613 

Sewage treatment plant, state’s suit to block 
EPA construction grant due to alleged im- 
pact statement inadequacies, motion for 
temporary restraining order denied, no im- 
mediate impact on environment projected 
(DC Ohio) 923 

Solid waste, state EPA amending regulations 
to require that applications to construct or 
modify disposal facilities include detailed 
plans and specifications, summary of re- 
quirements 614 

U.S. Steel Corp. mills violating state air pollu- 
tion control rules, consent orders signed 
with state EPA for plants’ compliance 753 


OIL AND GAS 


See also EFFLUENT LIMITATION 
GUIDELINES, subheads: Oil and gas ex- 
traction industry, Petroleum refining; 
LEGISLATION, FEDERAL, S 3521 

Exxon Corp. exploratory oil well drilling 
operation, firm agrees to pay $100,000 civil 
penalty for discharging pollutants into sea 
without discharge permit, firm agrees to 
apply to EPA for permit in advance of dis- 
charge, consent decree (DC Alaska) 723; 


Justice Dept. invites comments on con- 


sent decree 744 

Gasoline, see MOTOR VEHICLES 

Natural gas, see LEGISLATION, FEDERAL, 
S 3521 

Offshore development, see CONTINENTAL 
SHELF 

Oil spills 

—City may not recover expenses incurred in 
cleaning up spill from storage tanks, spill 
not solely caused by act of third party (US 
CtCls) 924 

—Civil action challenging spill penalty, mo- 
tion to convene three-judge court denied, no 
substantial constitutional challenge 
presented (DC Okla) 767 

—Corporation whose employee reported spill 
as required by Federal Water Act held not 
entitled to immunity from civil penalties, 
priviledge against self-incrimination does 
not extend to corporations, district court 
rulings reversed (CA 5) 663 

—Firm’s failure to report spill held Federal 
Water Act violation by appeals court, 
Supreme Court review denied 844 

—Homeowner ordered to pay cleanup costs to 
Federal Government for spill from home 
fuel oil heating tank, liability under Federal 
Water Act ruled (DC Tenn) 635 

Petroleum refinery regenerators, EPA 
proposes revision to opacity standard, text 
691, 698 

Petroleum refinery sulfur recovery plants, 
new source performance standards propos- 
ed by EPA, elimination of almost all sulfur 
dioxide emissions required, text 848, 861 

Pyrolysis fuel oil, Union Carbide Corp. ad- 
vises NIOSH of possible carcinogenicity 667 

Shale oil, ERDA sponsoring two groups of 
scientists in program to gather information 
on F hy ey effects of future development 
and to find ways to minimize environmen- 
tal problems 616 

Standard Oil Co. of Ohio’s proposed construc- 
tion of facility to transport Alaskan oil 
through California, Air Resources Board’s 
adverse reaction due to projected increase 
in air emissions, FEA cites board's position 
as based partly on ‘‘inappropriate’’ and 


‘“‘misleading’’ figures in federally funded 
study, Rosenberg 602; Air Resources Board 
adopts stringent air standards for new in- 
dustrial sources which could prevent siting 
of terminal and pipeline project 949 

Texaco, Inc., settlement agreement with 
EPA on discharge permit program may be 
used as a model for resolving all permit re- 
quirements for petroleum marketing ter- 
minals, Miller memorandum, comments 
and reactions on significance of agreement 
731 


OKLAHOMA 


Air quality implementation plan, EPA ap- 
proves revision to provide formal strategy 
for sulfur oxides control 609 

Industrial wastes, Health Dept. schedules 
hearing to consider rules and regulations 
for handling, transportation, and disposal 
801 


OREGON 


Air quality implementation plan, EPA 
proposes revision to fee schedules under air 
contaminant discharge permit rules 583; 
EPA proposes revision to state’s open bur- 
nig regulations 664 

Open burning by board products industries, 
Environmental Quality Commission 
schedules hearing to consider revisions to 
rules 801 

Transportation control plan, EPA acted legal- 
ly in helping state adopt parking manage- 
ment regulations, actions not contrary to 
language of appropriations bill because 
state voluntarily adopted plan, Comptroller 
General’s ruling 627 

Veneer driers, regulations governing air con- 
taminant emissions, hearing scheduled to 
consider amendments, Environmental 
Quality Commission 750 


OUTER CONTINENTAL SHELF 
See CONTINENTAL SHELF 


P 


PAPER 


See also EFFLUENT LIMITATION 
GUIDELINES, subhead: Pulp, paper, and 
paperboard industry 

Benzidine effluent standards, American paper 
Institute urges exclusion of pulp and paper 
industry from proposed standards due to 
limited extent of benzidine-based dye 
usage, proposed rules criticized, comments 
642 


Kraft pulp mills, new source performance 
standards proposed by EPA, reduction in 
particulate matter and sulfur emissions 
required, text 793, 803 

Log driving operations, appeals court ruling 
requiring permit under Refuse Act, 
Supreme Court review denied 844 

Recycling, Federal Government urged to im- 
pose disposal tax on waste products and in- 
itiate paper stockpiling plan, advisory com- 
mittee’s study released, Diamond 893 


PARKS 
See RECREATION 


PARTICULATE MATTTER 


Arkansas air quality plan, revision amending 
regulations for controlling particulates ap- 
proved, EPA 848 

Ohio air quality plan, attainment date exten- 
sion for particulate standard approved, 
EPA 847 
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PENNSYLVANIA 


Air quality implementation plan, utility’s 
petition for review of EPA approval claim- 
ing technological and economic infeasibili- 
ty, petition dismissed (CA 3) 598 

Coal refuse pile owner issued air pollution 
abatement order, deadline for ex- 
Bust ota § fire set, Environmental 
Resources Dept. 753 

Tocks Island reservoir project, Philadelphia 
Water Commission Guarino urges Congress 
to continue authorization, severe increase 
in pollution treatment expenditures 
predicted if project is deauthorized 687 

U.S. Steel Corp., Clairton coke plant’s 
emissions, firm signs tentative agreement 
with state and Allegheny County to clean up 
pollution, installation of control equipment 
and shutdown of certain coke oven batteries 
prowided, agreement ends three years of 

itigation 844 


PESTICIDES 


See also ADVISORY COMMITTEES; 
LEGISLATION, FEDERAL, HR 12944 
Benzene hexachloride, EPA issues notice of 
rebuttable presumption against registra- 

tion of pesticides containing substance for 
exceeding risk criteria for oncogenicity, 
notice of voluntary cancellation of registra- 
tion published at request of principal 
domestic producer 927 
Chlordimeform-containing insecticides, 
production and sale halted voluntarily by 
two firms that market products, 
preliminary studies by firms’ scientists in- 
dicate compound may cause malignant 
tumors in mice 751 : 
Drinking water, EPA survey shows small 
amounts of dieldrin, aldrin, and DDT in 89 
supplies, survey conducted to obtain data on 
which to base possible regulations 926 
Effluent standards proposed by EPA for 
seven toxic pollutants, Environmental 
Defense Fund motion seeking to compel 
production of evidence on carcinogenic and 
teratogenic effects of endrin and toxaphene 
denied, insufficient data cited, Train 657 
Electronic mosquito repellers sold in New 
York City area, EPA Region II issues stop- 
sale order 931 
EPA strategy for controlling supply and use 
of pesticides through 1981 detailed, draft 
document released, Office of Pesticide 
Programs 613; revised draft of document 
to be ready for comment by mid-October, 
final document to be sent to administrator 
by end of December 774 
Federal Insecticide, Fungicide, and Roden- 
ticide Act a Se ears see LEGISLA- 
TION, FEDERAL, HR 12944 
Fluorocarbons in aerosol pesticide sprays, 
EPA begins voluntary program for remov- 
ing propellants, manufacturers urged to use 
other propellants, possible ban on chemical 
seen, labeling required on products 953 
House Commerce Subcommittee criticizes 
EPA program for failing to adequately 
protect public, regulatory actions analyzed, 
recommendations issued, report on federal 
regulation and regulatory reform 838 
Kepone 
—Chesapeake Bay seafood, contamination 
from pesticide remains problem primarily 
in southern portion, federal and state 
monitoring continuing, cleanup problems 
detailed, Train 642; Md. and Va. governors 
request EPA administrator to declare 
Kepone hazardous and use Federal Water 
Act authority to halt spread in bay and 
James River 684; EPA and Corps of 
Engineers to study ssc 3 of dredging 
James River to remove substance from 
river sediments, Train 733; consumption of 
contaminated seafood products taken from 
river and bay area could pose threat to 
human health, EPA report 958 


—Sludge incineration, Midland-Ross Corp. 
planning research project to determine 
viability 800 

—Virginia chemical firms and officers in- 
dicted by federal grand jury for conspiring 
to violate water pollution control laws 581; 
Allied Chemical Co. assessed maximum 
allowable fine of $13.2 million for discharg- 
ing pesticide into James River (DC Va) 844 

Lake Ontario fish found containing high levels 
of Mirex and Kepone, ban on possession of 
certain fish imposed, N.Y. Environmental 
Conservation Dept. 778; state Health Dept. 
finds no detectable amounts of Mirex in 
drinking water supplies drawn from lake or 
rivers 898 

Mercury-based seed disinfectants and 
fungicides for control of summer turf dis- 
eases, order cancelling registrations stayed 
by EPA, action settles review petitions fil- 
ed by manufacturers in appeals court 687 

Mirex 

—Georgia agriculture commission’s aerial 
spraying of insecticide, suit seeking injunc- 
tion dismissed (DC Ga) 574 

—Plan to minimize use and cancel registra- 
tion by Dec. 1977 submitted to EPA by sole 
producer of pesticide, EPA evaluating plan 
729; Agriculture Dept. and other parties to 
suspended cancellation hearing severely 
criticize proposal, EPA Deputy Ad- 
ministrator Quarles recommends approval 
of plan, comments submitted 849; EPA Ad- 
ministrator Train approves plan, summary 
of evidence and statement of reasons sub- 
mitted by EPA staff to support approval 
accepted with minor corrections 957 

Nitrosamine-containing herbicides, EPA will 
not suspend registrations of four products, 
no imminent hazard found, Quarles, House 
hearings 769 

Ohio registration law approved by governor, 
licensing and registration through state 
agriculture department required, summary 
of provisions 613 

Petroleum distillates in pesticides, EPA 
developing policy for regulating products, 
public assistance requested in identifying 
and categorizing distillates 775 

Registration 

—Compensation claims for use of data 
generated by one applicant for registration 
of pesticide by others, procedures for settl- 
ing claims to be determined on case-by- 
case basis, EPA 926 

—Control of pests not named on product label, 
EPA will not take enforcement action as 
long as certain conditions are met, policy 
statement 776 

—New pesticides registration and reregistra- 
tion of existing pesticides, manpower insuf- 
ficient to meet Oct. 1977 deadline, es- 
tablishment of priority system suggested as 
preferable option, advisory subcommittee 
resolution 752; guidelines for reregistering 
pesticides now on tight schedule, EPA 
deciding on necessary revisions in process, 
Ritch, advisory committee meeting 773 

Scientific Advisory Panel established by EPA 
under Federal Insecticide, Fungicide and 
Rodenticide Act, nominees announced, list 
583 


State pesticides laws, EPA inaugurates grant- 
in-aid program to assist state agencies in 
enforcement 608 

Toxicological data, development and submis- 
sion of test reports in support of registra- 
tion applications and tolerance petitions, 
EPA soliciting public comments on 
development of amendments, advanced 
notice of proposed rulemaking, text 850, 


‘fussock moth in Pacific Northwest forests, 
EPA approves use of naturally occurring 
virus as pesticide 750 


PETROLEUM 
See OIL AND GAS 


PHOTOCHEMICAL OXIDANTS 
See AIR QUALITY STANDARDS 


PLASTICS AND SYNTHETICS INDUSTRY 


See EFFLUENT LIMITATION 
GUIDELINES 


POLITICAL PARTIES 


Environmental issues, President Ford and 
Democratic Presidential candidate Carter 
clash over Administration’s record during 
final television debate, President’s com- 
ments on job impact of vetoed strip mine 
at seen erroneous, summary of comments 

Presidential candidate Carter and President 
Ford outline positions on pending en- 
vironmental legislation in responses to 
American Society of Mechanical Engineers 
questionnaire 725 

Republican Party, platform adopted at 
national convention calls for balancing of 
environmental concerns with industrial and 
economic growth, positions on land use, 
natural resources, and energy development 
included, summary 633 


POLYCHLORINATED BIPHENYLS 


See CHEMICALS AND CHEMICAL IN- 
DUSTRY 


POSTAL SERVICE 


Environmental impact statements, revised 
regulations for preparation proposed 666 
Post office construction, service violated 
NEPA by failing to prepare impact state- 
ment on decision to transfer operations 
sae downtown to suburban area (CA 2) 


POWER PLANTS 
See ATOMIC ENERGY; ELECTRIC 
POWER 


PRESIDENT OF THE UNITED STATES 


Environmental legislation, President Ford 
and Presidential nominee Carter outline 
positions on pending amendments in 
responses to American Society of 
Mechanical Engineers questionnaire 725 

Environmental record of President Ford 
reviewed, environmental groups seen likely 
to support Democratic nominee Carter, 
President’s messages and actions on bills 
detailed, summary 631 

Parks, wildlife refuges, and historical sites, 
President submits proposed legislation to 
establish 10-year $1.5 billion program to 
double acreage of lands, immediate funding 
sought for land acquisition 677 


PROCUREMENT 


EPA 

—Aerosol generating, monitoring, and control 
equipment, design, fabrication, installa- 
tion, integration, and testing, awarded 641 

—Agriculture and silviculture trends, assess- 
ment and environmental implications, 
awarded 781 

—Air monitoring network, operation and 
maintenance, awarded 899 

—Air pollution control equipment, prepara- 
tion of technical and cost data for equip- 
ment on selected industrial sources, award- 
ed 899 

—Air pollution levels, study of relationship to 
pulmonary function of asthmatics, awarded 
855 
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PROCUREMENT—Contd. 


EPA—Contd. 


—Air = Satan diffusion modeling, assistance to 
in expanding capabilities, contractor 

ph 641 

—Air quality maintenance plans develop- 
ment, awarded 641 

—Air quality standards, contractor sought to 
provide cost estimates and economic 
analyses relating to ambient standards, 
new source performance standards, and 
national emission standards for hazardous 
pollutants 641 

—Ambient oxidant pollutants, study of impact 
on mixed conifer forest ecosystems, award- 
ed 781 

—Analytical services, awarded 641 

—Animal x-band microwave exposure facili- 
ty, environmental control system develop- 
ment, awarded 610 

—Architect-engineer evaluation board for 
reviewing procurement requests, policies 
and procedures for establishment proposed, 
text 578, 590 

—Atmospheric organic emissions from 
various natural and quasi-natural sources, 
identification and quantitative measure- 
ment, awarded 899 

—Automobile emissions inspection and 
maintenance programs, information docu- 
ment development, contractor sought 588 

—Baseline air quality data collection and 
analysis in southern La., awarded 610 

—Catalyst emissions components, biological 
effects study, awarded 899 

—Chemicals regulation, analysis and presen- 
tation of economic impact data for selected 
chemicals, contractor sought 588 

—Chemicals testing, industrial data prepara- 
tion, awarded 855 

—Clean Air Act requirements, contractor 
sought to analyze economic impacts on in- 
dustrial expansion 588 

—Coal conversion and utilization, determina- 
tion of potential for chronic in- 
toxication/carcinogenesis, mutagenesis, 
teratogenesis, and reproductive potential of 
five compounds generated from process, 
awarded 899 

—Coke oven door seals, development and 
demonstration of concepts for improve- 
ment, awarded 855 

—Coke oven pollution control systems, 
guidelines for application, awarded 641 

—Conventional combustion systems, 
emissions assessment, awarded 899 

—Cooling lake assessment manual develop- 
ment, awarded 781 

—Corvallis research facility, Ore., construc- 
tion of combination greenhouse-laboratory, 
awarded 781 

—Drinking water, economic evaluation of 
primary regulations, awarded 802 

—Drinking water, environmental impact 
statement preparation on EPA national 
primary regulations, contractor sought 588 

—Electric utility energy systems, intergrated 
technical assessment, awarded 781 

—Energy-related monitoring in western U.S., 
quality assurance supporting activities, 
awarded 610 

—Energy Supply and Environmental Coor- 
dination Act, determination of compliance 
of large coal burning boilers, awarded 899 

—Environment-related research, studies of 
capabilities of quick response to “‘very 
specific areas,’’ awarded 610 

—Fine particle high-resistivity precipitator 
study, awarded 899 

—Flue gas desulfurization, demonstration of 
advanced process producing elemental sul- 
fur as major system byproduct, awarded 
899 

—Flue gas desulfurization, demonstration of 
large-scale double alkali process capable of 
attaining high sulfur dioxide removal ef- 
ficiencies, awarded 899 


—Flue-gas scrubber waste streams, analysis 
of treating streams with vapor compression 
cycle evaporation, awarded 610 

—Fluorocarbons, economic impact assess- 
ment of possible regulations, awarded 855 

—Fuel conservation utilization system 
products and byproducts, control 
technology development, awarded 855 

—Fugitive dust study at western surface coal 
mines, awarded 899 

—Gas cleaning test facility development, 
awarded 610 

—Gasoline marketing operations, evaluation 
of hydrocarbon emission control strategies, 
contractor sought 588 

—Groundwater pollution evaluation from 
eastern underground coal mines, awarded 

99 


—Halocarbons in St. Louis, Mo., 
awarded 855 

—Hazardous material spill containment, 
design, fabrication, and demonstration of 
mobile stream diversion system, awarded 
855 

—Hazardous waste management in organic 
chemical, pesticides and explosives in- 
dustries, study of alternatives, awarded 781 

—Hot-side electrostatic precipitation evalua- 
tion, awarded 855 

—Hydrocarbon emissions from natural 
vegetation sources in Tampa Bay area, 
analysis of emission rates, contractor 
sought 588 

—Hydrothermally-treated coal, 
study, awarded 899 

—Industrial chemicals, classification system 
development for describing uses and point 
of application, awarded 610 

—Industry econometric forecasting model 
development, awarded 802 

—Iron and steel foundry industry, economic 
impact analysis of EPA regulations, con- 
tractor sought 588 

—Iron and steel industry, contractor sought to 
develop air pollution control cost study 802 

—Iron and steel industry, energy penalty 
study, awarded 802 

—Iron and steel industry, study of discharge- 
causing abnormal operating conditions, 
awarded 855 

—Laboratory flames, investigation of 
nitrogen oxide, nitrate, and sulfate produc- 
tion, awarded 899 

—Land cultivation study of industrial 
wastewaters, sludges, and municipal solid 
waste, awarded 610 

—Light and heavy-duty engines, study of sul- 
fate, odor, smoke and particulates, award- 
ed 610 

—Light-duty diesels operated on various 
fuels, characterization of gaseous and par- 
ticulate emissions, awarded 781 

—Light-duty vehicles, evaluation of alternate 
mandatory inspection programs for St. 
Louis, awarded 641 

—Mercury, investigation of sources and en- 
vironmental fate in urban metropolitan 
area, awarded 641 

—Municipal sewage treatment facilities, 
development of field manual for erform- 
ance evaluation and troubleshooting, con- 
tractor sought 588 

—Municipal sludge, study of conditioning by 
acid/heat treatment, awarded 899 

—National Pollutant Discharge Elimination 
System permits, preparation of environ- 
mental impact statements, awarded 855 

—Nitrogen oxides control, evaluation of com- 
bustion design concepts applicable to ad- 
vanced low Btu gas fired systems, awarded 
899 

—Nonferrous smelters, analysis of human 
tissue concentrations in vicinity, awarded 
899 


analysis, 


combustion 


—Nuclear power industry, study of economic 

ah environmental impact of alternative 
egulations, awarded 781 

_Of shore oil and gas extraction industry, en- 


vironmental benefits study of effluent stan- 
dards, awarded 781 

—Organic chemical manufacturing industry, 
technical and analytical support of 
programs to monitor air emissions, award- 
ed 899 

—Organic chemicals in ambient air, contrac- 
tor sought to conduct survey at West 
Virginia and Maryland locations 899 

—Overhead extra-high-voltage transmission, 
evaluation of health and environmental 
effects, contractor sought 588 

—Oxidants, study of transport beyond urban 
areas and determination of fate of nitrogen 
oxides in atmosphere, awarded 855 

—Ozone exposure, study of chromosomal 
aberrations in peripheral lymphocytes of 
man as function of exposure, awarded 802 

—Particulates, evaluation of novel fine collec- 
tion devices, awarded 855 

—Pesticide effects on thyroid function of non- 
human primates, development of low 
protocol, awarded 855 

—Pesticide user price information develop- 
ment for economic benefit analyses on both 
agricultural and nonagricultural pesticides, 
contractor sought 588 

—Petroleum refining industry, study of alter- 
natives for hazardous waste management, 
awarded 781 

—Photochemical pollutants, study of impact 
on mortality, awarded 855 

—Plutonium analysis, collection and sample 
preparation of selected human samples, 
awarded 641 


‘—Point source water pollution control 


monitoring, data collection, and identifica- 
tion of control and treatment technologies, 
contracts awarded 641 

—Process streams, sampling and analysis for 
reduced and oxidized inorganic species, 
awarded 641 

—Radiochemical analysis of environmental 
samples, awarded 781 

—Salt deposits and hard core mines, com- 
parative cost assessment for emplacement 
of hazardous materials, awarded 610 

—Scrubber entrainment separator develop- 
ment, awarded 855 

—Sewage treatment construction grants 
program, procurement of architectural 
and engineering services, subagreement 
regulations reviewed by GAO, lengthening 
of grant approval process projected, com- 
pliance costs and impact of delays assessed 
654; appendices to regulations being revis- 
ed, clauses containing conditions to be met 
in contracts will be added to Ss aprerte C-2 

767; draft revisions to subagreement 

regulations issued, provisions ne 
withholding of progress payments optiona 
for grantees and adding measures from 
basic contract document included 957 

—Site evaluation and performance audits of 
selected ozone, carbon monoxide, and high 
volume monitors in Region VI, awarded 802 

—St. Louis-Union Electric refuse fuel 
project, additional bacteria and virus 
sampling and analysis, awarded 802 

—Subsurface sewage, investigation of 
groundwater contamination, awarded 802 

—Sulfate and nitrate analyses, ion chromato- 
graph development, awarded 610 

—Sulfate technology vehicle testing, awarded 
899 

—Sulfates measurement, evaluation and 
collaborative testing of methylthymal blue 
and barium chloranilate methods, awarded 
641 

—Sulfur-aerosol mixtures, determination of 
physical-chemical behavior and respiratory 
effects, awarded 855 

—Sulfur dioxide and dust removal, prototype 
study of lime/limestone scrubbers, award- 
ed 781 

—Synthetic fuel production, study of en- 
vironmental constraints and control 
technology, awarded 899 
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PROCUREMENT—Contd. 


EPA—Contd. 

—Toxic substances, analysis of human and en- 
vironmental exposure, awarded 801 

—Toxic substances, microeconomic analysis 
of utilization, awarded 641 

—Transportation-air quality planning process 
guidelines development for state and local 
transportation and environmental agencies, 
contractor sought 588 

—Transportation control strategies, effec- 
tiveness study of transit improvement and 
carpooling programs, contractor sought 588 

—Trichloroethylene and methyl chloroform, 
assessment of need for, character of, and 
pupert resulting from limitations, awarded 

1 


—Underground injection control program, 
technical support, contractor sought 641 
—Urban stormwater overflow abatement, 
manual development for analysis of alter- 
natives for optimizing cost effectiveness, 
awarded 781 

—Urban wastewater management systems, 
structural cost analysis models and 
procedures for cost-effective analysis, 
awarded 802 4 

—Vinyl chloride, toxicological investigation 
relating to nonworker population, awarded 
855 

—Wastes, utilization study as fossil fuel 
energy substitutes, awarded 610 

—Wastewater processed for reuse, biological 
evaluation of toxic effects of concentrated 
i na contaminants, awarded 899 

A 


—Coal conversion to clean synthetic fuels, 
new and improved processes to be studied, 
ty totaling $13 million awarded, list 

10 


Mines Bureau 

—Scrap metal recycling, energy estimates, 
awarded 610 

National Oceanic and Atmospheric Admn. 

—Outer continental shelf, Commerce Dept. 
program for assessing environmental im- 
oad analysis of data and results, awarded 


Nuclear Regulatory Commission 
—Radioactive material transport near and 
through densely populated urban areas, ex- 
aaa of environmental impact, award- 
780 


PUBLIC WORKS 
See LEGISLATION, FEDERAL, HR 15194 


PUBLICATIONS AND REPORTS 


Aircraft discharging fuel in flight, EPA urged 
to set minimum standards, studies to deter- 
mine impact on pollution problems propos- 
ed, GAO report 733 

Arkansas streams, 28 percent seen unable to 
achieve 1983 goals of ‘‘fishable and swim- 
mable’’ waters, salinity and dissolved ox- 
ygen problems detailed, water quality in- 
ventory report, state Pollution Control and 
Ecology Dept. 802 

Beverage containers 

—Mandatory deposits, adoption of national 
legislation would reduce energy consump- 
tion, increase capital costs to beverage in- 
dustry, and create more jobs, public 
response to legislation positive, Research 
Triangle Institute study conducted under 
FEA contract 921 _— 

—Maryland mandatory deposit legislation 
cannot be economically justified, six 
legislative alternatives analyzed for social 
and economic costs, state Economic and 
Community Development Dept. study 605 

California water supplies, few systems found 
consistently net state health stan- 
dards, difficulties in bringing systems up to 
standards cited, state Consumer Affairs 
Dept. report 670 


Catskill Mountains, N.Y. Environmental 
Conservation Dept. land use study released, 
establishment of commission to guide con- 
servation and development recommended 
to halt further deterioration of resource and 
economic base 932 

Coal supply, impact of air quality re- 
ise assessed, Mines Bureau report 


Coal supplying electric utilities, less than 
one-third can be upgraded to meet EPA 


source standards for sulfur dioxide through | 


conventional coal washing techniques, 
Mines Bureau report 923 

Connecticut land use controls found slowing 
conversion of undeveloped lands, state’s 
“Open Spaces’’ Act evaluated, En- 
vironmental Protection Dept. report 755 

Energy research and development, federal 
programs criticized for failing to adequate- 
ly incorporate environmental protection 
and energy conservation policies, short- 
comings listed and recommendations 
issued, CEQ report 791 

Environmental quality in U.S., CEQ seventh 
annual report issued, air and water quality 
trends detailed, pollution control expen- 
ditures through 1985 projected 851 

EPA enforcement actions during 1975, 
progress report issued, over 6,000 formal 
actions initiated against polluters, Office of 
Enforcement 679 

EPA research program 

—Office of Research and Development, 
five-year research plan assessed, preoc- 
cupation with short-term research scored, 
Office of Technology Assessment report 
637; report seen ‘‘helpful’’ in preparing 
1977 update of plan, Talley 666 

—Publications summary by Research and 
Development Office, fifth edition available 
from NTIS 900 

—Report presenting five-year overview 
available from NTIS 617 

Ferrous scrap industry,  erhpit capacity 
analyzed, industry able to provide con- 
tinuing supply of scrap to meet any poten- 
tial demands, Battelle Columbus 
Laboratories study 601 

Fluorocarbons, impacts on stratospheric 
ozone evaluated, regulation seen as almost 
certain necessity, two-year wait to resolve 
uncertainties about available data 
recommended, National Academy of 
Sciences report 741; federal interagency 
task force reiterates call for rulemaking 
roceedings to control use of chemicals, 

AS report seen substantiating findings of 

potential threat 798 

Grants administration, EPA’s first com- 
owe manual available through NTIS 
585 


Great Lakes 

—U.S.-Canadian task force report 
recommends decisions on future dredging 
be made on ‘“‘site-specific’’ basis, five-year 
forecasting program and additional studies 
recommended 855 

—Water ea status detailed in Inter- 
national Joint Comm. annual report, 
cleanup goals in basin will not be achieved 
unless Canada and US. accelerate control 
efforts, large sources of municipal pollution 
identified, summary 900 

Hazardous waste management, states urged 
to adopt comrehensive programs under 
‘thierarchical’’ system, EPA position paper 
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63 

Industrial plant, closings and curtailments due 
to environmental regulations summarized, 
one curtailment and four threatened 
closings reported for second quarter of 
1976, EPA report to Labor Dept. 852 

Kepone-contaminated seafood products taken 
rom James River and Chesapeake Bay 
area, EPA report warns of possible threat 
to human health through consumption of 
products 958 
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Land subdivision industry seen developing 
West and southwest with little regard for 
environmental constraints, poor planning 
and other inadequacies detailed, report by 
nonprofit public interest group 929 

Marine Mammal Protection Act, actions dur- 
ing April 1975-March 1976 period outlined, 
status of certain species detailed, 
Commerce Dept. report to Congress 610 

Mining industry water discharges, effects of 
meeting 1977 and 1983 standards under 
Federal Water Act projected, costs com- 
pared, American Mining Congress report 
797 

Motor vehicle emissions, prospects for air 
quality improvements through reductions 
in emissions seen ‘‘excellent’’ for period 
beyond 1980, national health benefits and 
fuel economy impact projected, federal in- 
teragency task force’s draft report 954 


Municipal sewage treatment, study available 
from NTIS shows 1990 requirements at- 
tainable 935 

National Advisory Committee for Oceans and 
Atmosphere, fifth annual report submitted 
to Congress and President, formation of ad 
hoc task force to formulate comprehensive 
marine affairs policy recommended, 
federal agencies comment 928 

New England environmental quality detailed, 
EPA Region I annual report released, 
states will be required to inspect 
automobile antipollution devices to ensure 
proper working, air and water quality 
reviewed, McGlennon 579; report released, 
62 percent of Maine’s rivers found suitable 
for fishing and swimming, McGlennon 617 


New York City’s ocean dumping of sewage 
sludge, report to Interstate Sanitation Cam- 
mission explores technical alternatives to 
ocean disposal, EPA urged to waive air 
pollution rules so that pyrolsis plants can be 
constructed before 1981 dumping deadline 
603 

Nitrosamines in environment, EPA advisory 
group confirms dangers to human health, 
risk estimates seen precluded by lack of 
data, research needs identified, study 
group’s report forwarded to EPA, sum- 
mary of findings 681 


Nondegradation of air quality, House and 
Senate proposals seen having no significant 
economic impact on refinery industry, 
different control strategies may be re- 
quired in some cases, report submitted to 
EPA’s energy policy group 659 


NTIS reports available, list 585, 617, 644, 856, 
900, 935 

Ocean dumping research, NOAA annual 
report to Congress issued, development of 
economicaily and environmentally sound 
alternatives to dumping noted 955 


Office of Management and Budget, role in en- 
vironmental policymaking examined, OMB 
impact on EPA-Congress relationship 
analyzed, Environment Reporter Special 
Report 693 

Offshore oil and gas drilling, four technical 
papers on costs and benefits available, 
American Enterprise Institute for Public 
Policy Research 611 

Pesticides, EPA strategy for controlling 
supply and use through 1981 detailed, draft 
document released, Office of Pesticide 
Programs 613; revised draft of document 
to be ready for comment by mid-October, 
final document to be sent to administrator 
by end of December 774 


Photochemical oxidants, health effects of 
eso re detailed, adverse impacts on 
uman health noted, EPA report 933 

Photochemical smog, methods for deter- 
mining levels seen ee tees understan- 
ding of other potentially harmful oxidants, 
monitoring recommendations issued, 
National Research Council report 668 


22 


(ER) 


PUBLICATIONS AND REPORTS—Contd. 


Radiation protection activities, EPA annual 
report for 1975 issued, significant events 
and accomplishments by federal agencies 
outlines 644 

Regulatory reform and federal regulation, 
first volume of report released by House 
Commerce Subcommittee, EPA’s enforce- 
ment of automobile emission control stan- 
dards and regulation of pesticides criticiz- 
ed, recommendations to improve programs 
issued, summary 838 

Rural land development, Federal Govern- 
ment study finds most communities lacking 
laws or knowledge to control recreational 
lot and second home development, 
recommendations issued 781 

Sewage treatment construction grants 
program, National Utility Contractors 
Assn. study criticizes present structure and 
management as ‘‘unworkable,’’ EPA 
scored for poor management and excessive 
regulations, lack of initiative by local and 
state governments cited, ‘‘duplicative and 
confused” program administration by EPA 
regional and state officials noted, summary 
628; subsequent report cites failure of 
program in most populated and polluted 
areas, delays in obligation and expenditure 
of funds may cause some states to lose por- 
tions of allocated funds, additional ap- 
propriations urged 

Sulfur dioxide emissions, EPA guidelines for 
evaluating supplementary control systems 
available from NTIS 856 

Sulfur oxides, report providing summaries of 
state implementation plan regulations 
available from NTIS 644 

Transportation control strategies, voluntary 
carpooling and bus-lane proposals found 
‘disappointing’ in reducing automobile 
emissions, cost-effectiveness and feasibili- 
ty of selected control measures on oxidant 
reduction analyzed, EPA staff report 602 

Transportation, report to help predict impact 
on air quality released, scientific papers 
presented at earlier conference compiled in 
report, Transportation Dept. 616 

Water quality criteria for use in federal and 
state pollution control programs, revised 
document reflecting most recent scientific 
data being circulated by EPA 795 


PUERTO RICO 


Air quality implementation plan, proposed 
revision to increase stringency of sulfur-in- 
fuel limitations for two industrial facilities 
withdrawn, EPA 921 


RADIATION 


See also ATOMIC ENERGY 

China’s detonation of nuclear bomb, EPA 
data on milk contamination shows increase 
in radiation not widespread 933 

Federal agency protection programs, EPA 
annual report for 1975 issued, significant 
events and accomplishments outlined 644 

Radioactive waste disposal, EPA and Nuclear 
Regulatory Commission assure House sub- 
committee that waste can be managed safe- 
ly, NRC staff assessing environmental 
effects of nuclear fuel reprocessing and 
waste management, Natural Resources 
Defense Council criticizes federal manage- 
ment programs, testimonies 779 

Radiological surveys of former atomic energy 
research and development work sites to be 
conducted by ERDA, possible residual con- 
tamination to be determined 778 


ENVIRONMENT REPORTER — Aug. 6 — Oct. 29, 1976 


RAILROADS 


Crossover authorized by Transportation Dept. 
and running through township held no ma- 
jor federal action, impact statement not 
required (DC Pa) 952 

Scrap iron, ICC requested to grant holddowns 
on future rate increases in order to make 
freight rates for virgin and recycled 
materials more equitable, Institute of 
Scrap Iron and Steel 609; freight rate in- 
creases seen having ‘‘insignificant”’ impact 
on recycling, ICC draft impact statement 
643; ISIS disputes ICC finding, rate in- 
creases for scrap materials seen having 
“‘staggering”’ negative impact on recycling 
667 


RECREATION 


National and urban parks, recreation areas, 
wildlife refuges, and historical sites, Presi- 
dent submits proposed legislation to es- 
tablish 10-year $1.5 billion program to dou- 
ble acreage ‘of lands, immediate funding 
sought for land acquisition 677 


RECYCLING 
See SOLID WASTE 


REFUSE ACT 
See WATER QUALITY STANDARDS 


REGIONAL ACTIVITY 


See ENVIRONMENTAL PROTECTION 
AGENCY 


REGULATIONS 


See status chart on p. 91:0061 in Federal 
Regulations binder; specific subject 
headings 


REGULATORY REFORM 


House Commerce Subcommittee releases 
first volume of report on federal regulation 
and reform, EPA’s enforcement of 
automobile emission control standards and 
regulation of pesticides scored, recommen- 
dations for improving programs issued, 
summary 838 


RENDERING PLANTS 


See EFFLUENT 
GUIDELINES 


LIMITATION 


REPORTS 
See PUBLICATIONS AND REPORTS 


REPUBLICAN PARTY 
See POLITICAL PARTIES 


RESEARCH AND DEVELOPMENT 


See also LEGISLATION, FEDERAL, HR 
14965; PROCUREMENT; specifie subject 
headings 

Air pollution and regional weather _ links 
sought by NOAA scientists, delicate sensors 
being flown into pollution plumes 612 

Coke oven-door sealing, EPA and American 
Iron and Steel Institute cosponsoring pro- 
ject to develop and demonstrate improved 
system 890 


Coke oven gas desulfurization, new process 
designed to absorb hydrogen sulfide and 
hydrogen cyanide developed by Envirotech 
Corp. 890 

Energy programs, CEQ report critical of 
federal programs for failing to adequately 
incorporate environmental protection and 
energy conservation policies, shortcomings 
listed and recommendations issued 791 

Energy research, development and 
demonstration, ERDA national plan to be 
discussed, meetings scheduled in San Fran- 
cisco 754 

EPA research program 

—Appropriations, see LEGISLATION, 
FEDERAL, HR 7108 

—Office of Research and Development, 
five-year research plan assessed, preoc- 
cupation with short-term research scored, 
Office of Technology Assessment report 
637; report seen “‘helpful’’ in preparing 
1977 update of plan, Talley 666 

—Publications summary by Research and 
Development Office, fifth edition available 
from NTIS 900 

—Report presenting five-year overview 
available from NTIS 617 

—Short-range projects, emphasis within agen- 
cy scored, greater focus on long-range 
research urged, Moore, House hearings 894 

Kepone sludge, Midland-Ross Corp. planning 
research project to determine viability of 
incinerating sludge 800 

Nitrogen oxide emissions reduction, new 
process without use of catalyst applied 
successfully by Japanese firm 801 

NTIS reports available, list 585, 617, 644, 856, 
900, 935 

Ocean dumping research, NOAA annual 
report to Congress issued, i of 
economically and environmentally sound 
alternatives to copia noted 955 

Scrap recycling, Battelle Columbus 
Laboratories studying potential use as basis 
for new industry in St. Joseph County, Ind. 
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66 

Sulfates, draft research plan proposed by 
EPA, program seen providing adequate 
data for agency to make regulatory deci- 
sion by 1981, objectives and estimated fun- 
ding levels outlined 770 


RHODE ISLAND 


Air quality implementation plan, portions 
found inadequate to attain and maintain 
national standards, revisions requested, 
EPA 772 


RIVER BASINS 


Missouri River Basin irrigation project, court 
refuses to enjoin project on grounds that 
impact statement is inadequate, segmenta- 
tion of initial and ultimate stages of unit 
held proper (DC SD) 744 

Ohio River Basin, impact of existing and 
proposed energy facilities to be studied by 
six midwest universities, EPA grants 
awarded 616 

Ouachita River Basin, hearings to consider 
proposed management plan scheduled, 
Ark. Pollution Control and Ecology Dept. 
750 


RIVERS 
See LAKES AND RIVERS 


Ss 


SEAFOOD PROCESSING INDUSTRY 


See EFFLUENT LIMITATION 
GUIDELINES 


INDEX—SUMMARY — REPORTS 14 through 26 
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SECURITIES AND EXCHANGE COM- 
MISSION 


Environmental compliance information, rules 
on corporate disclosure challenged in law- 
suit by public interest groups, failure to 
meet NEPA responsibilities alleged 575 


SEWAGE TREATMENT 


See also EFFLUENT LIMITATION 
Heth pceo WATER QUALITY STAND- 

California treated wastewater, Water 
Resources Control Board considering 
“policy and action plan’’ for reclamation 
and reuse 800; board schedules hearings to 
consider regulations governing water reuse 
801 


Detroit ordered to correct pollution problems 
or face losing permit to dump treated 
sewage into river, Mich. Water Resources 
Commission 581 

Discharge permit program, see WATER 
QUALITY STANDARDS 

Farmers Home Admn. development grants 
for community domestic water and waste 
disposal systems, amendments to 
regulations proposed 754 

Federal Water Pollution Control Act, EPA 
impact statements on proposed 
amendments outline impacts on treatment 
works, little adverse impact on environ- 
ment projected 577 

Grants, see FINANCING, FEDERAL 

Long Island treatment facility, inflation and 
construction delays responsible for tripling 
in estimated costs of uncompleted project, 
GAO preliminary study cited, Campbell, 
House field hearings 794 

Maine firms granted extensions of Oct. 1 
deadline for operating treatment plants, 
Environmental Protection Dept. 753 

Maryland county’s proposed treatment plant 
disapproved by EPA, costs and large 
capacity not justified by projected needs, 
Administrator Train offers possible alter- 
natives as ‘“‘guidance’’ to state officials, 
Governor Mandel and County Executive 
Gleason critical of decision, comments 664 

Missouri regulations governing treatment 
plant operation_testing and operator cer- 
tification to be considered, Clean Water 
Commission hearing scheduled 780 

Municipal wastewater collection and treat- 
ment, study available from NTIS shows 
1990 requirements attainable 935 

New Mexico construction grants priority list 
for disbursement of federal funds to be 
reconsidered, Environmental Improvement 
Agency hearing scheduled 780 

New York City treatment plants, city’s 
proposals for financing local share through 
sale of city bonds to projects’ contractors 
rejected by EPA, objections to scheme out- 
lined by Deputy Administrator Quarles, city 
appealing decision to Administrator Train 
765; EPA and city reach agreement on 
financing scheme to help city obtain its 
share of $1.2 billion in proer accelerated 
payment of EPA reimbursement funds and 
‘“‘segmentation’’ of projects to allow in- 
creased federal aid provided 889 

Ocean a, 

—Camden, N.J., dumping of sludge, EPA 
hearing panel recommends against reissu- 
ing dumping permit, city’s failure to com- 
ply with conditions and ecological threat 
cited 746; EPA decides not to reissue per- 
mit upon expiration, city working on pilot 

rogram for composting sludge, Ober 888 

AK ew York City ordered to halt sewage sludge 
discharges by end of 1981, EPA Region II 
order issued, House hearings held to in- 
vestigate cause of Long Island beach 
closings, Hansler, other testimonies 579; 
report to Interstate Sanitation Commission 
explores technical alternatives to ocean dis- 


posal, EPA must waive air pollution re- 
quirements to meet 1981 deadline so that 
pyrolysis plants can be constructed 603 

Reuse of wastewater, development of public 
confidence seen as major problem facing 
EPA, difficulties in determining health 
hazards noted, Mayo, other speakers, 
municipal water systems planning con- 
ference 895 

Secondary treatment information regulations, 
revision governing waste stabilization 
ponds proposed by EPA to allow increases 
of suspended solid limitations on case-by- 
case basis, text 724, 734 

Texas tool firm fined $110,000 for violating 
state Water Quality Act, order requires 
construction and operation of treatment 
system and enjoins firm from violating 
state discharge permit (Tex DistCt) 723 

Virginia sewerage and wastewater treatment 
projects eligible for funding under EPA 
construction grants program, hearing 
scheduled to consider state’s priority list, 
Water Control Board 584 

Wisconsin sewer extension requests, proposed 
amendment setting additional criteria for 
approval to be considered, Natural 
Resources Dept. hearings scheduled 750 


SHIPS AND BOATS 


Trident nuclear submarine base construction, 
Navy required to partially revise impact 
statement, court refuses to enjoin work on 
site pending compliance (CA DC) 924 


SOLID WASTE 


See also LEGISLATION, FEDERAL, HR 
10612, HR 14496, HR 14965, S 2150 

Beverage containers 

—Detachable pull-tabs on containers, 
beverage industry not opposed to prohibi- 
tion, change seen raising consumer prices, 
Curtiss 751 

—Federal facilities, EPA proposed guidelines 
tested at Yosemite National Park, 
favorable results with return rate averag- 
ing 70 percent reported, Skinner, industry 
response 606; economic impact analysis in 
draft form and unavailable for release, en- 
vironmental benefits from proposed 
guidelines seen outweighing any small costs 
involved, Strelow letter to Can Manufac- 
turers Institute 615; final guidelines requir- 
ing five-cent refundable deposit on bottles 
and cans signed by EPA Administrator 
Train 742; guidelines published 770 

—Mandatory deposits, adoption of national 
legislation would reduce energy consump- 
tion, increase capital costs to beverage in- 
dustry, and create more jobs, public 
response to legislation positive, Research 
Triangle Institute study conducted under 
FEA-contract 921 

—Maryland legislation requiring mandatory 
deposits cannot be justified economically, 
six legislative alternatives analyzed for 
social and economic costs, state Economic 
and Community Development Dept. study 
605 

Hazardous waste management, states urged 
to adopt comprehensive programs under 
“thierarchical”’ system, EPA position paper 
634 

Keep America Beautiful antilitter campaign, 
EPA to withdraw from advisory council due 
to potential misunderstandings on agency’s 
position on beverage container legislation, 
congressional, industry, and environmental 
groups comment 669; Hatfield (D-Ore) and 
effords (R-Vt) request Advertising Coun- 
cil to re-examine sponsorship of KAP public 
service advertising in light of EPA 
withdrawal decision, council response 690; 
National Wildlife Federation joins EPA in 
withdrawing from group, disagreement 


over beverage container legislation cited, 
Kimball 796 

Nebraska landfill sites, solid waste 
regulations amended to require proper 
coverings, water quality standards es- 
tablished for surface waters requiring land- 
fill operators to prevent leachate con- 
tamination of groundwater and divert sur- 
face drainage from deposited wastes, En- 
vironmental Control Dept. 858 

Ohio regulations amended by state EPA to 
require that applications to construct or 
modify disposal facilities include detailed 
plans and specifications, summary of re- 
quirements 614 

Recycling 

—See also LEGISLATION, FEDERAL, HR 
10612, HR 14496 

—Federal facilities, final guidelines on es- 
tablishment or use of resource recovery 
systems issued, EPA 770 

—Ferrous scrap industry, processing capacity 
analyzed, industry able to provide con- 
tinuing supply of scrap to meet any poten- 
tial demands, Battelle Columbus 
Laboratories study 601 ‘ 

—New Orleans, La., operation of new 
municipal waste recovery system begun 
613 


—Paper, Federal Government urged to im- 
pose disposal tax on waste products and in- 
itiate stockpiling plan to encourage recycl- 
ing, advisory committee’s study released, 
Diamond, other speakers, Eco-Technic 
Recycling Conference 893 

—Scrap iron, ICC requested to grant hold- 
downs on future rate increases to make 
freight rate for virgin and recycled 
materials more equitable, Institute of 
Scrap Iron and Steel 609; freight rate in- 
creases seen having “insignificant” impact 
on recycling, ICC draft impact statement 
643; ISIS disputes ICC finding, rate in- 
creases for scrap materials seen having 
“staggering’’ negative impact on recycling 
667 


—St. Joseph County, Ind., potential for recycl- 
ing scrap and using it as basis for new in- 
dustry being studied, Battelle Columbus 
Laboratories 667 

Reserve Mining Company’s discharge of 
taconite tailings into lake, Minn. Governor 
Anderson outlines state plan for resolving 
problems, other mining firms to share cost 
of constructing on-land disposai site at 
acceptable location 845 


SOUTH DAKOTA 


Air quality implementation plan, revision add- 
ing new source standards for 12 categories 
Ate amending other rules approved, EPA 


SPECIAL REPORTS 


Office of Management and Budget, role in en- 
vironmental policymaking examined, OMB 
impact on EPA-Congress relationship 
analyzed 693 


STATES (In General) 


See also specific states 

Air quality implementation plans, see AIR 
QUALITY STANDARDS; specific states 

Coastal zone management plans, NOAA 
proposes regulations requiring consistency 
of federal agency actions with approved 
plans, text 798, 818 

Drinking water, EPA proposes regulations for 
state underground injection control 
programs and for grants to states for un- 
derground water source protection 

rograms 638; regulations for underground 

injection programs published, text 679, 
704; grant regulations published, text 679, 
699 


STATES (In General)—Contd. 


Enforcement actions 581, 630, 728, 753, 844, 
931, 956 

EPA enforcement processes, program for 
participation by state attorneys general 
recommended, National Assn. of Attorneys 
General 601 

Federal Water Pollution Control Act, state 
water pollution control officials supporting 
three priority amendments, continuing un- 
certainties about prospects for getting any 
legislation enacted in current session cited, 
summary of amendments 768 

Photochemical oxidants, state and local pollu- 
tion control agency officials adopt seven- 
point program for meeting national am- 
bient standards by reducing hydrocarbon 
emissions, areas of agreement listed 790 

Water quality management, EPA cites 
deficiencies in continuing planning process 
strategies under Sec. 208 of Federal Water 
Act, regional administrators directed to 
withhold remaining grants until deficien- 
cies are corrected, Breidenbach memo 578 


STEEL INDUSTRY 


See also EFFLUENT LIMITATION 
GUIDELINES, subhead: Iron and steel in- 
dustry 

Bethlehem Steel plant’s discharge permit, 
firm seeks review of EPA decision that 
Federal Water Act conveys no authority to 
extend 1977 deadline, firm cites inability to 
complete installation of equipment before 
July 1979, briefs filed with appeals court 
925 


Coke oven-door sealing, EPA and American 
Iron and Steel Institute cosponsoring pro- 
ject to develop and demonstrate improved 
system 890 

Coke oven gas desulfurization, new process 
designed to absorb hydrogen sulfide and 
hydrogen cyanide developed by Envirotech 
Corp. 890 

Ferrous scrap industry, processing capacity 
analyzed, industry able to provide con- 
tinuing supply of scrap to meet any poten- 
tial demands, Battelle Columbus 
Laboratories study 601 

Scrap iron, ICC requested to grant holddowns 
on future rate increases to make freight 
rates for virgin and recycled materials 
more equitable, Institute of Scrap Iron and 
Steel 609; freight rate increases seen hav- 
ing ‘“‘insignificant’’ impact on recycling, 
ICC draft impact statement 643; ISIS dis- 
putes ICC finding, rate increases for scrap 
materials seen having ‘‘staggering”’ 
negative impact on recycling 667 

U.S. Steel Corp. 

—Clairton coke works, Pa., firm signs ten- 
tative agreement with state and county to 
clean up air pollution, installation of control 
equipment and shutdown of some coke oven 
batteries provided, agreement ends three 
years of litigation 884 

—Gary, Ind., plant’s discharge permit, EPA 
regional administrator’s decision sustain- 
ing permit, court refuses to stay action pen- 
ding appeal (CA 7) 676 

—Ohio mills violating state air pollution con- 
trol rules, firm signs consent orders with 
state EPA providing for plants’ compliance 
753 

—Pittsburgh-area plants discharging into 
Monongahela River, EPA and firm sign 
stipulation setting schedule for phasing dis- 
charge points into compliance 629; agree- 
ment provides for achievement of final 
effluent limits by 1981, parties recognize 
that legal question remains unresolved on 
EPA’s authority to allow discharge permit 
deadline that goes beyond statutory 
deadline, details of schedule summarized 
659 
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—St. Louis plant’s spray painting operation, 
firm ordered by federal jury to pay $20,000 


to automobile dealership after paint par- 
ticles settled on dealer’s vehicles 630 


STRIP MINING 


See also LEGISLATION, FEDERAL, HR 
13950 

Wyoming laws and regulations on reclama- 
tion of strip mined land, portions proposed 
by Interior Dept. as federal requirements 
for mining federally owned coal within 
state 665 


SULFUR AND SULFUR OXIDES 


Alabama air quality plan, EPA approves revi- 
sion of bases for application of sulfur diox- 
ide emission limitations for fuel com- 
bustions sources 848 

California air pollution emergency plan 
adopted, stationary source curtailment re- 
are during sulfate-oxidant and sulfur 

ioxide-oxidant episodes, emergency stages 
outlined, Air Resources Board 583 

Central Illinois Lighting Co. agrees to install 
four scrubbers at electric generating sta- 
tion, consent decree with EPA resolves dis- 
pute over sulfur dioxide emissions (DC II) 


Coal supplying electric utilities, less than 
one-third can be upgraded to meet EPA 
source standards for sulfur dioxide through 
conventional coal washing techniques, 
Mines Bureau report 923 

Coke oven gas desulfurization, new process 
designed to absorb hydrogen sulfide and 
hydrogen cyanide developed by Envirotech 
Corp. 890 

Indiana air quality plan, revision to state’s 
control strategy for sulfur dioxide, portions 
approved and disapproved by EPA 664 

Maryland air quality plan, EPA proposes 
revision to delete required change in sulfur 
content of residual fuel oil, text 583, 589 

Massachusetts air quality plan, revision to 
relax sulfur-in-fuel emission limitations in 
Merrimack Valley control district, EPA 
proposes disapproval 773 

Measurement 

—Ambient sulfur dioxide concentrations, 
equivalent method designated, EPA 691 

—Continuous sulfur dioxide emissions at 
fossil fuel-fired steam generators, two 
alternative methods approved, EPA 897 

New Jersey air quality plan, EPA proposes 
revision to permit temporary use of fuel oil 
with high sulfur content in firm’s boilers 
583; proposed revision to increase 
allowable sulfur-in-fuel limitations at single 
source disapproved, EPA 750; revision to 
permit firm’s temporary use of high sulfur 
fuel approved, EPA 848 

New Mexico air ao plan, regulations for 
control of sulfur oxide emissions from 
coal-burning equipment, EPA revokes ap- 
proval 643 

New York air quality plan, EPA proposed 
revisions to relax sulfur-in-fuel restrictions 
for users in three air quality regions 
withdrawn 755 

Ohio air quality plan, EPA adopts revision to 
regulate sulfur dioxide emissions, in- 
dustrial facilities and utilities requiring 
controls identified, compliance by 1979 re- 
quired, provisions detailed, Alexander 656; 
state EPA schedules series of hearings on 
federal plan before deciding agency posi- 
tion 686 

Oklahoma air quality plan, EPA approves 
revision to provide formal strategy for sul- 
fur oxides control 609 

Petroleum refinery sulfur recovery plants, 
new source performance standards propos- 
ed by EPA, elimination of almost all sulfur 
dioxide emissions required, text 848, 861 


Puerto Rico air quality plan, proposed revi- 
sion to increase stringency of sulfur-in-fuel 
limitations for two industrial facilities 
withdrawn, EPA 921 

State implementation plan emission 
regulations for sulfur oxides, report 
providing summaries of regulations 
available from NTIS 644 

Sulfates, draft research plan proposed by 
EPA, program seen providing adequate 
data for agency to make regulatory deci- 
sion by 1981, objectives and estimated fun- 
ding levels outlined 770 

Sulfuric acid emissions from motor vehicles 
equipped with catalysts, potential for 
serious health problems noted, results of 
EPA-General Motors tests reported, 
Stevens 688 

Supplementary control systems for tem- 
porary curtailment of high sulfur dioxide 
concentrations, EPA evaluation guidelines 
available from NTIS 856 

Tennessee air quality plan, EPA proposes 
revision to provide new sulfur dioxide emis- 
sion limitations and revised control 
strategy, text 643, 647 

Tennessee Valley Authority compliance with 
EPA sulfur dioxide rules seen costing TVA 
consumers over $100 million annually, 
serious impact on coal mining and mining 
employment projected, Jenkins 755 

West Virginia air quality plan, EPA forming 
task force to determine if higher sulfur con- 
tent coal can be burned by electric utilities 
without adversely affecting public health, 
governor issues executive order to relax 
stringent state sulfur dioxide standard to 
federal level 582 


SUPREME COURT OF THE UNITED STATES 


Decisions 

—New River, N.C., appeals court decision 
concerning proposed hydroelectric plant, 
judgment vacated due to enactment of 
legislation designating river as part of wild 
and scenic rivers system 924 

Review denied 

—Fluoridation of water supply, ruling that 
state law does not unconstitutionally invade 
right to privacy by requiring city to 
fluoridate supply 844 

—Oil spill, appeals court ruling that firm’s 
failure to report spill violated Federal 
Water Act 844 

—Refuse Act, appeals court ruling that river 
log driving operations constitute refuse and 
require permit 844 


T 


TAXES 
See LEGISLATION, FEDERAL, HR 10612 


TENNESSEE 


Air quality implementation plan, EPA 
proposes revision to provide new sulfur 
dioxide emission limitations and revised 
control strategy, text 643, 647 


TENNESSEE VALLEY AUTHORITY 


Coal burning in steam power plants, new 
clean-burning process to be studied under 
$4 million project 801 

Sulfur dioxide regulations, compliance with 
EPA rules seen costing TVA consumers 
over $100 million annually, serious impact 
on coal mining and mining employment 
projected, Jenkins 755 

Widows Creek Steam Plant’s failure to meet 
deadline for compliance with standards in 
Ala. air quality plan, consent agreement 
entered into with state and signed by judge, 
compliance schedule provides for installa- 
tion of control equipment (DC Ala) 885 
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TEXAS 


Air quality implementation plan, gasoline 
rationing requirements revoked by EPA, 
possible adverse social and economic con- 
sequences cited 920 

Petroleum refinery’s discharge of ethylene 
ruled violation of state Clean Air Act, fine 
assessed (Tex DistCt) 753 

Water Quality Act, tool firm fined $110,000 
for violations, order required construction 
and operation of waste treatment system 
and enjoins firm from violating state dis- 
charge permit (Tex DistCt) 723 


TOXIC SUBSTANCES 


See CHEMICALS AND CHEMICAL IN- 
DUSTRY; EFFLUENT LIMITATION 
GUIDELINES; LEGISLATION, 
FEDERAL, HR 14032, S 3149 


TRANSPORTATION CONTROL PLANS 


See AIR QUALITY STANDARDS; specific 
states 


TRANSPORTATION DEPARTMENT 


Air quality impact of transportation, report to 
help predict impact released, scientific 
papers presented at earlier conference 
complied in report 616 

Motor vehicle regulatory programs, 
recommendation from National Highway 
Traffic Safety Admn. to include all federal 
programs within department opposed by 
EPA, attempt seen impeding effective 
cooperation between two agencies on 
eres of mutual interest, Stork 681; 

HTSA playing down merger idea, 
proposal intended only as food-for-thought 
memorandum, Dugoff 730 

Water quality management planning, 
memorandum signed with EPA to improve 
coordination with transportation efforts 643 


U 


UTAH 


Sewage treatment construction grants, state 
requests federal funds for facilities going 
beyond traditional definition of secondary 
treatment, state seeks to include granular 
media filters on priority list for funding, 
EPA regional office and headquarters staff 
advising against state approach, position 
defended, Sudweeks 892; request denied by 
EPA, state’s more restrictive regulatory 
requirements cannot be allowed to substan- 
tially alter overall comprehensive 
program, achieving secondary treatment in 
other areas seen as priority 922 


UTILITIES 


Central Illinois Lighting Co., sulfur dioxide 
emissions from electric generating station, 
utility agrees to install scrubbers, consent 
decree with EPA approved (DC III) 766 

Potomac Electric Power Co. plant’s visible 
emissions ruled violation of District of 
Columbia air quality plan, contentions of 
technological and economic infeasibility 
held invalid defense (DC DC) 683 


Vv 


VERMONT 


Air quality implementation plan, portions 
found inadequate to attain and maintain 
national standards, revisions requested, 
EPA 772 


VETERANS ADMINISTRATION 


Hospital’s alleged violations of discharge per- 
mit conditions, Mass. suit against agency 
barred by sovereign immunity (CA 1) 676 


VIRGIN ISLANDS 


implementation plan, revision 
by EPA covering sulfur oxide, 


Air qualit 
propose 
hydrogen sulfide, and other emissions 848 

Air standards, Islands given authority to en- 
force national emission standards for 
hazardous pollutants, EPA 643 


VIRGINIA 


Air quality implementation plan, EPA 
proposes revision to allow Alexandria in- 
cinerator to operate in excess of present 
particulate emission standards through 
1979, conditions imposed 755 

Sewage treatment construction grants, dis- 
trict court decision that insufficient or 
delayed federal funding does not relieve 
municipalities from 1977 Federal Water 
Act deadline, state files appeal seeking to 
hold deadline inapplicable until 75 percent 
funding is completed and ‘‘reasonable’’ 
time allowed to finish construction, state 
and EPA briefs submitted 843 

Sewerage and wastewater treatment projects 
eligible for funding under EPA grants 
program, hearing scheduled to consider 
repens priority list, Water Control Board 
5 


Ww 


WASHINGTON, D.C. 
See DISTRICT OF COLUMBIA 


WATER 


See following heads: 

—COASTAL ZONES 

—CONTINENTAL SHELF 

—DREDGING 

—EFFLUENT LIMITATION GUIDELINES 
—LAKES AND RIVERS 

—OCEANS 

—RIVER BASINS 

—SEWAGE TREATMENT 

—WATER POLLUTION (In General) 
—WATER QUALITY STANDARDS 
—WATER RESOURCES AND SUPPLIES 


WATER POLLUTION (In General) 


See also LAKES AND RIVERS; SEWAGE 
TREATMENT; WATER QUALITY STAN- 
DARDS 

Ammunition plants, pollution abatement 
processes for Government-owned contrac- 
tor-operated plants to be tested, U.S. Army 
Mobility Equipment Research and Develop- 
ment Command 614 

CEQ annual report on U.S. environmental 
qa issued, pollution control trends 

etailed, difficult prep oes remain, pollu- 
tion control expenditures through 1985 pro- 
jected 851 
Oil spills, see OIL AND GAS 


WATER QUALITY STANDARDS 


See also EFFLUENT LIMITATION 
GUIDELINES; SEWAGE TREATMENT; 
WATER POLLUTION (In General); 
WATER RESOURCES AND SUPPLIES 

Alabama Water Improvement Commission 
schedules hearing to review state’s stan- 
dards pursuant to Sec. 303 of Federal Water 
Act 750 


(ER) 25 


Arkansas standards governing stream flow 
and dissolved oxygen in water, Governor 
Pryor opposing legislative resolution to 
weaken standards 671 

Criteria for water quality to be used in federal 
and state pollution control programs, revis- 
ed document reflecting most recent scien- 
tific data being circulated by EPA 795 

Discharge permit program 

—Bethlehem Steel plant’s discharge permit, 
firm seeks review of EPA ruling that 
Federal Water Act conveys no authority to 
extend 1977 deadline, firm cites inability to 
complete installation of equipment before 
July 1979, brief filed with appeals court 925 

—Del Monte de Puerto Rico, Inc., cited for 
continued violation of schedule for building 
abatement equipment that would make 
facility eligible for new permit, firm 
becomes first on EPA’s list of violating 
facilities, plant ineligible to receive federal 
contracts, grants, or loans, firm criticizes 
action as ‘“‘bum rap”’ 917 

—Detroit ordered to correct pollution 
problems or face losing permit to dump 
treated sewage into Detroit River, Mich. 
Water Resources Commission 581 

—Enforcement compliance schedule letters 
(ECSL) for dischargers unable to meet 
1977 deadline, first letter issued by EPA 
Region I to Boston’s Metropolitan District 
Commission, other regional offices expect 
few letters to be issued 655; signing of 
letter by Mass. and EPA will provide for 
MDC to clean up Boston Harbor by 1986, 
schedule and requirements of agreement 
outlined 689 

—Exxon Corp. exploratory oil well drilling 
operation, discharge of pollutants into sea 
without permit, firm agrees to pay $100,000 
civil penalty and apply for permit in ad- 
vance of discharges, consent decree (DC 
Alaska) 723; Justice Dept. invites com- 
ments on consent decree 744 

—Petroleum marketing terminals, EPA 
settlement agreement with Texaco, Inc., 
may be used as model for resolving all per- 
mit requirements for plants, Miller 
memorandum, comments and reactions on 
significance of agreement 731 

—Point source credit allowing adjustment in 
permitted discharges if significant amounts 
of pollutants are found in plant’s intake 
water, EPA regulations establishing credit 
not effluent limitations and thus not 
reviewable under Sec. 509 of Federal Water 
Act (CA 3) 885 

—Point sources applying for permit cannot be 
classified as ‘“‘new’’ or “‘existing’’ under 
Sec. 306 of Federal Water Act until EPA 
proposes new source performance stan- 
dards applicable to source, General Counsel 
Frick’s response to Beker Phosphate Corp. 
951 

—Public works law authorizing construction 
and repair of certain works in rivers and 
harbors, EPA general counsel’s decision 
that measure does not apply in establishing 
effluent limitations for permit being issued, 
Administrator Train denies petition for 
review 727 

—USS. Steel plant’s permit, EPA regional ad- 
ministrator’s decision sustaining permit, 
court refuses to stay action pending appeal 
(CA 7) 676 

—Veterans Admn. hospital’s alleged violation 
of permit conditions, Mass. suit against 
agency barred by sovereign immunity (CA 
1) 676 

Drinking water, see WATER RESOURCES 
AND SUPPLIES 

Federal Water Pollution Control Act 

—See also LEGISLATION, FEDERAL, S 
2710, S 3894 

—Areawide management planning under Sec. 
208, district court decision requiring EPA 
to release unobligated balance of grant 
funds, Justice Dept. files notice of appeal 


26 


(ER) 


WATER QUALITY STANDARDS—Contd. 


Federal Water Pollution Control Act—Contd. 
—Areawide management planning—Contd. 
766; court order requiring release of $137 
million in previously unobligated funds, 
EPA adopts new allocation formula 847 
—Dam authorized before enactment of Act, 
EPA administrator not required to deter- 
mine and report to Congress analysis of 
storage for project, suit to enjoin construc- 
tion dismissed (CA 10) 844 
—Dredge and fill discharge permit program 
under Sec. 404 
——Administration submits proposed 
revisions to Senate based on measure 
defeated in House, scope of permit 
review narrowed 630 
——Justice Dept. establishes procedures to be 
followed by U.S. attorneys in prosecuting 
violators 952 
—EPA proposed amendments, impact 
statements issued, impact on treatment 
works projected, little adverse imp ict on 
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Nebraska surface waters, amended 
regulations establishing standards issued 
by state Environmental Control Dept., 
landfill operators required to prevent 
leachate contamination of groundwater, 
divert surface drainage from deposited 
wastes, and enclose sites properly 858 


North Carolina surface waters, hearing 
scheduled to consider amendments to rules, 
regulations, classifications, and standards, 
Environmental Management Commission 
584 


Refuse Act, appeals court ruling that river log 
driving operations constitute refuse and 
require permit, Supreme Court review 
denied 844 

Transportation efforts and water quality 
management planning, EPA and Transpor- 
tation Dept. sign memorandum to improve 
coordination 643 


environment seen except in long-term | 


water quality improvements 577 

—House and Senate committees seen taking 
contrasting approaches to amending Act in 
next Congress, projected priorities outlined 
by committee aides before Water Pollution 
Control Federation meeting, summary of 
comments 837 

—Mining industry discharges, reduction 
through compliance with 1977 and 1983 
standards projected, costs compared, 
American Mining Congress report 797 

—New York’s Sec. 401 certification annulled, 
modified state standards governing dis- 
charge of wastewaters from General 
Motors plant ruled arbitrary and capricious 
(NY SupCt) 726 

—Presidential candidate Carter and President 
Ford outline positions on pending 
legislative amendments in responses to 
American Society of Mechanical Engineers 
questionnaire 725 

—Senate Public Works Committee staff 
directed to draft ‘‘austere’’ amendments, 
Muskie (D-Me) favors deferring major 
revisions until next year, provisions of Act 
requiring legislative attention outlined, 
Billings 595; committee approves several 
amendments including measure to amend 
Sec. 404 to reduce Corps of Engineers 
jurisdiction, list of adopted amendments 
653 


—Sewage treatment construction grants, dis- 
trict court decision that insufficient or 
delayed federal funding does not relieve 
municipalities from 1977 deadline, Virginia 
files appeal seeking to hold deadline in- 
applicable until 75 percent federal funding 
is completed and ‘‘reasonable’’ time allow- 
ed to finish construction, EPA brief sub- 
mitted 843 

—Sewage treatment facility construction, 
EPA requests Congress to amend Act of ex- 
tend availability of grant funds, Train letter 
640 

—State continuing pranning process strategies 
under Sec. 208, EPA regional ad- 
ministrators directed to withhold remain- 
ing grants until deficiencies are corrected, 
Breidenbach memo 578 

—State water pollution control officials back- 
ing three ‘‘essential’’ amendments to Act in 
effort to get priorities through Congress, 
summary of amendments 768 


Kentucky standards, EPA correctly rejected 
state’s previously approved standards for 
not including all waters covered under 
Federal Water Act (DC Ky) 744 


Michigan standards, Natural Resources Dept. 
ie hearings to consider revisions 


National Pollutant Discharge Elimination 
System (NPDES), see subhead: Discharge 
permit program 


WATER RESOURCES AND SUPPLIES 


See also LAKES AND RIVERS; LEGISLA- 
TION, FEDERAL, S 3823; RIVER BASINS 


California 

—Reclamation and reuse of treated 
wastewater, state Water Resources Control 
Board considering ‘‘policy and action plan’”’ 
800; board schedules hearings to consider 
regulations governing water reuse 801 

—Water supplies, few systems found con- 
sistently meeting state health standards, 
difficulties in bringing systems up to stan- 
dards cited, state Consumer Affairs Dept. 
report 670 

Colorado irrigation company and local com- 
munity agree to novel water management 
program which will return greater amounts 
of water to firm and reduce consumers’ 
water costs 668 

Drinking water 

—Grants to states for underground water 
source protection programs, regulations 
proposed, EPA 638; regulations published, 
text 679, 699 

—Mississippi Board of Health required to 
adopt and enforce regulations, new legisla- 
tion approved, summary of provisions 615 

—National Academy of Sciences’ Committee 
on Drinking Water Standards requests and 
receives resignation of member who ad- 
mitted disclosing information from closed 
sessions to Reserve Mining Co. 671 

—Pesticides in water supplies, EPA survey 
shows small amounts of dieldrin, aldrin, 
and DDT in 89 supplies, survey conducted 
to obtain data on which to base possible 
regulations 926 

—State underground injection control 
programs, regulations proposed, EPA 638; 
regulations published, text 679, 704 


Fluoridation of water supply, ruling that state 
law does not unconstitutionally invade right 
to privacy by requiring city to fluoridate 
supply against wishes of citizens, Supreme 
Court review denied 844 


Hillsdale Dam, Kan., project authorized 
before enactment of Federal Water Act, 
suit to enjoin construction dismissed, EPA 
Administrator not required to determine 
and report to Congress analysis of storage 
oP a impact statement upheld (CA 

) 


Locks and dam replacement project on 
Mississippi River, Corps of Engineers seek- 
ing congressional authorization, House 
hearings on funding scheduled, En- 
vironmental Policy Center urges deferral 
pending submission of additional data on 
impacts 684; project authorization and user 
charge provisions deleted from Senate-- 
passed water resources bill (S 3823) 792 


Los Angeles’ extraction of subsurface water 
from Owens Valley Basin, limitations im- 
posed pending impact report preparation 
(Calif CtApp) 727 

Narrows Dam project, Colo., EPA expresses 
‘‘environmental reservations’’ about 
Interior Department’s final impact state- 
ment 584 


Oahe Diversion Unit of Missouri River Basin 
Project, court refuses to enjoin irrigation 
project on grounds that impact statement is 
inadequate, segmentation of initial and ul- 
timate stages of unit held proper (DC SD) 
744 


Tocks Island reservoir project, Philadelphia 
Water Commissioner Guarino urges 
Congress to continue authorization, severe 
increase in pollution treatment expen- 
ditures predicted if project is deauthorized 
687 


Van Norman Dam complex damaged in 1971 
earthquake, disaster relief funds granted to 
Los Angeles ruled not exempt from NEPA, 
1974 Relief Act does not apply retroactively 
(CA 9) 727 

Wastewater reuse, developing public con- 
fidence seen as major problem facing EPA, 
difficulties in determining health hazards 
noted, Mayo, other speakers, municipal 
water systems planning conference 895 


WEATHER 


Air pollution links with regional weather 
sought by NOAA scientists, delicate sensors 
being flown into pollution plumes 612 

Ozone depletion 

—Fluorocarbons, stratospheric impacts 
evaluated, regulation seen as almost cer- 
tain necessity, two-year wait to resolve un- 
certainties about available data 
recommended, National Academy of 
Sciences report 741; federal interagency 
task force reiterates call for rulemaking 
proceedings to control use of chemicals, 
NAS report seen substantiating findings of 
potential threat 798 

—Regulatory action against fluorocarbons by 
U.S. seen insufficient to effect long-term 
reductions, NATO member nations urged to 
adopt policy commitments to phase out non- 
essential uses of chemical, Train 931 


WEST VIRGINIA 


Air quality implementation plan, sulfur oxide 
emissions from electric utilities, EPA for- 
ming task force to help state evaluate possi- 
ble changes in plan, governor issues ex- 
ecutive order to relax stringent sulfur diox- 
ide standard to federal level 582; EPA reaf- 
firms original approval of plan in response 
to court’s instructions 848 


WILDLIFE 
See FISH AND WILDLIFE 


WISCONSIN 


Air contaminant sources, regulations gover- 
ning permit procedures, hearings to con- 
sider amendments scheduled, Natural 
Resources Dept. 750 

Air quality implementation plan, portions 
found inadequate to attain and maintain 
national standards, revisions requested, 
EPA 582 


Coastal management system to be discussed, 


Natural Resources Dept. hearings schedul- 
ed 750 


INDEX—-SUMMARY — REPORTS 14 through 26 (ER) 27 


Reclamatior of strip mined land, portions of 
state’s laws and + cee pew proposed by 
Interior Dept. as federal requirements for 
mining federally owned coal within state 


665 


WYOMING 

Air quality implementation plan, EPA ap- 
proves revision concerning compliance 
schedule and legal authority regulations 686 


WISCONSIN —Contd. 


Sewer extensions, proposed amendment set- 
ting additional criteria for approval to be 
considered, Natural Resources Dept. 
hearings scheduled 750 
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ADVISORY COMMITTEES 


Chief of Engineers Environmental Advisory 
Board, Corps of Engineers should retain 
jurisdiction of dredge or fill discharge per- 
mit program, progress in carrying out pre- 
sent law and regulations noted, Graves 1026 

Effluent Standards and Water Quality Infor- 
mation Committee, EPA, future of com- 
mittee uncertain, charter and members’ 
terms of office expire, EPA conferring with 
Congress over committee’s future 1195 


Energy technology, ERDA establishes com- 
mittee to advise administrator on en- 
vironmental and safety aspects 1235 

Interior Coal Advisory Committee, six-year 
moratorium on federal coal leasing to be 
lifted in 1977, Interior Dept. program revis- 
ed to conform to federal law, Kleppe 1225 

Science Advisory Board, EPA, subcommittee 
Rae meeting to review and comment on 

PA air quality criteria document for at- 
mospheric lead 1376 

Weather modification advisory board es- 
tablished by Commerce Dept. to advise on 
national policy and research and develop- 
ment matters 1455 


AGRICULTURE 


See also LEGISLATION, FEDERAL, S 275; 
PESTICIDES 


Dept. of Agriculture 

i ri request for fiscal 1978, breakdown 
1398 

—Pesticides, new assessment program es- 
tablished, assistance to be provided EPA in 
evaluating pesticide use risks and benefits 


Environmental regulation has not substantial- 
ly restrained farm production, impact could 
increase as additional control programs are 
put into effect, Schertz 1058 


Erosion and chemical run-off from farm 
fields, EPA and Small Business Admn. 
offering low-interest loans to help farmers 
comply with Federal Water Act 1417 


Grain elevators, new source performance 
standards proposed by EPA for new, 
modified, and reconstructed elevators, text 
1418, 1430 


Pennsylvania air pollution regulations, 
legislation exempting farm operations ap- 
proved by governor 1231 


AIR 


See following heads: 

—AIR POLLUTION (In General) 

—AIR QUALITY STANDARDS 
—NITROGEN AND NITROGEN OXIDES 
—PARTICULATE MATTER 

—SULFUR AND SULFUR OXIDES 


AIR FORCE « 


Orange herbicide, impact statement on 
reprocessing proposal, National Wildlife 
Federation criticizes statement for failin 
to discuss means of disposing recove 
contaminant, Kamlet 1111 
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AIR POLLUTION (In General) 


See also AIR QUALITY STANDARDS; 
NITROGEN AND NITROGEN OXIDES; 
PARTICULATE MATTER; SULFUR AND 
SULFUR OXIDES 

Air Pollution Control Assn., see 
CONFERENCES AND MEETINGS 

Allied Chemical Corp. coke producing plant, 
EPA consent order requiring correction of 
pollution, firm fined for violations, 
five-year probation imposed (DC Ky) 1026; 
EPA places firm on list of violating 
facilities, plant ineligible for federal con- 
tracts, grants, or loans 1252 

Atmospheric emissions of particulates, sulfur 
oxides, and carbon monoxide found 
decreased nationwide between 1972 and 
1975, increase in nitrogen oxides reported 
due to increased fuel burning by electric 
utilities, EPA report 1190 

Automotive emissions, see MOTOR 
VEHICLES 

California air quality management districts, 
state and Air Resources Board file suit to 
force Los Angeles County to pay its full 
share of funds to South Coast District 1273 

Coal combustion, fluidized-bed demonstration 
plant operated successfully for sustained 
run while meeting new source performance 
standards for coal-fired boilers, EPA 1206 

Community development plans drawn up b 
local agencies to comply wit 
Government’s comprehensive planning 
assistance program, local air quality agen- 
cies must be allowed to review plans for 
consistency with state implementation 

lans, agreement signed by EPA and HUD 
pt. 1142 

Community Health and Environmental 
Surveillance Systen (CHESS), EPA’s study 
criticized as ‘‘useless’’ for determining 
adverse health effects of specific 
pollutants, technical errors and _short- 
comings in research methods cited, ia 
vane by House Science and Technology 

ubcommittees 1136 

Connecticut sand and gravel firm’s failure to 
install equipment to control particulate 
emissions that exceed state limits, fine im- 
ree Environmental Protection Dept. 

27 

Hydrocarbon emissions, Manufacturin 
Chemists Assn. to sponsor two studies deal- 
ing with control costs and relationship 
per ege ozone levels and emission rates 

2 


Industrial sources of particulate and 
hydrocarbon emissions, information on 80 
source categories compiled as guide for 
state agencies in assessing emission limita- 
tion potential, EPA 1199 

Inland Steel Co., emissions from East Chicago 
plant, consent agreement signed with EPA, 
two-thirds reduction in pollution by end of 
1980 provided 1285 

Iron and steel industry emissions, EPA con- 
sidering new strategies for achieving com- 

liance with state implementation plan 
imitations, draft strategy paper 1054 

Kaiser Steel Corp., inspection of Calif. mill by 
state and EPA inspectors turns up 1,142 
alleged violations of standards, EPA 
Region IX to decide on prosecution 1173 

Kennecott Copper Corp. smelter’s emissions, 
federal district court order affirming 
Nevada’s grant of variance due _ to 
economic infeasibility of controls, EPA 
files appeal 1354 

Monitoring of ambient air, designation of sul- 
fur dioxide analyzer as equivalent method 
cancelled for failing to satisfy agency’s re- 
quirements, EPA 1371 

Natural pas burning in utility boilers, 
proposal to use surplus gas to abate air 
pollution emergencies denied by FPC, in- 
teragency _investigation’s _ preliminary 
findings show no proof that burning can 
alleviate pollution crises 1208 
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New Jersey carcinogens in ambient air, 
legislative panel studying state’s high 
cancer rate calls for regional authority to 
set emissions limitations 1060 

Photochemical oxidants 

—Houston, Tex., oxidant problem, economic 
and environmental impacts and cause of 
city’s ‘‘haze’”’ to be studied under research 
project funded by private financing from 
city’s business community 1366 

—Measurement of ambient concentrations, 
three new reference methods designated, 
EPA 992; equivalent reference method 
designated for measuring ambient concen- 
trations, EPA 1172 

Primary aluminum reduction plants, 
measurement of gaseous and particulate 
fluoride emissions, EPA approves test 
method as alternate process 1453 

Public opinion surveys show more Americans 
than ever concerned about pollution, great 
majority do not want to share cleanup 
costs, most respondents feel energy short- 
ages are ‘‘serious” problem, Harris polls 


1133 

Standard Oil Co. of Ohio’s proposed terminal 
and pipeline project for unloading Alaskan 
oil at Calif. port, state’s objection due to air 
quality impact, Federal intervention urged 
if state prohibits project, Spahr 1196 

U.S. Steel Corp. 

—Coke plant’s air emissions, tentative con- 
sent order requiring firm to phase out 
emissions, Natural Resources Defense 
Council urges EPA to disapprove order, 
adverse impact on health of residents pro- 
jected, Muskie (D-Me) expresses concern 
over agreement, Regional Administrator 
Snyder comments 1248; consent orders 
signed by firm, county, state, and EPA, 
agreement defended by Administrator 
Train, enforcement program being 
developed to monitor compliance 1275 

—Firm’s failure to reduce pollution from 
three sources, suit charges firm with 
criminal contempt for failing to comply 
with consent decree 1220 

Visible emissions controls, ‘‘cosmetic’’ en- 
vironmental regulations can result in net 
negative impact and increased energy con- 
sumption, specific instances detailed, 
Steiner 1170 

Washington, fines levied during September by 
Puget Sound Control Agency reported 1104 


AIR QUALITY STANDARDS 


See also AIR POLLUTION (In General) 

Aircraft emissions 

—JT3D engines, regulatory deadline for com- 
pliance with exhaust emission standards ex- 
tended, EPA 1198 

—Turbine and piston engines, EPA con- 
sidering requests by aviation industry to 
change 1979 emission standards, .ndustry 
seeks more realistic standards and revision 
in deadlines 1225; EPA seeking informa- 
tion from manufacturers on ability to meet 
rules, list of questions submitted to General 
Aviation Manufacturer’s Assn. 1255 

Arizona delegated authority on behalf of Pima 
County to enforce performance standards 
for new stationary sources and national 
emission standards for hazardous 
pollutants, EPA 1198 

California 

—Air pollution emergency plan, amendments 
adopted establishing new criteria for com- 
bined sulfur dioxide and oxidant emergen- 
cies and control measures for combined 
episodes, Air Resources Board 1278 

burning of cotton gin waste, Air 

Resources Board schedules hearing to con- 
sider regulations and procedural changes in 
agricultural burning guidelines 1058 

—San Diego County delegated authority to en- 
force performance standards for new 


stationary sources and national emission 
a for hazardous pollutants, EPA 
—Santa Barbara County, state delegated 
authority on behalf of county to enforce new 
source performance standards and national 
emission standards for hazardous 
llutants, EPA 989 
—State delegated authority on behalf of five 
control districts to orce performance 
standards for new stationary sources and 
national emission standards for hazardous 
pollutants, EPA 1255 


Clean Air Act 

—See also LEGISLATION, FEDERAL, HR 
2380 

—Asbestos emission standard, criminal in- 
dictment of wrecking firm for violation of 
standard, validity of standard not 
reviewable by district court in criminal ac- 
lai of indictment reversed (CA 

1 

—Federal facilities’ compliance with state 
permit requirements, Supreme Court deci- 
sion holding requirements inapplicable, 
EPA regional offices directed to ensure 
that installations comply with standards, 
Hanmer memo, text 1163, 1174 

—Legislation defeated by Senate filibuster, 
status of EPA control programs reported, 
proposed amendments not ‘“‘essential’’ to 
carrying out programs, major problem 
seen as continuing uncertainty over emis- 
ae standards for 1978 automobiles, Train 
9 

—Muskie (D-Me) introduces three bills to 
amend Act, bills similar to legislation con- 
sidered during 94th Congress, Senate 
hearings scheduled 1408 

—National Assn. of Electric Companies urges 
Congress to consider current technology 
and economic factors in future legislation, 
unrealistic deadlines in last year’s House 
bill charged, Megonnell 1233 

—National Assn. of Manufacturers submits 
position paper to President Carter, changes 
in law recommended to balance en- 
vironmental benefits with economic and 
energy costs of control 1456 

—National Governors’ Conference appoints 
Alaska Governor Hammond to head sub- 
committee charged with formulating 
gubernatorial policy on amendments, key 
issues to be considered outlined, Hammond 
requests 16 governors to serve on subcom- 
mittee 1408 

—National Society of Professional Engineers 
urges flexibility by Carter Admn., develop- 
ment and use of new technology for pollu- 
tion control recommended 1451 

—President Ford urges 95th Congress to con- 
sider balance between energy needs and en- 
vironmental objectives when considering 
amendments, relaxation of national am- 
bient standards urged to allow increased 
ps coal by power plants and industries 

—Senate Environmental Pollution Subcom- 
mittee’s consideration of amendments in 
1977, strategy and options diseussed, 
Billings memorandum, text 1131, 1156; 
Public Works Committee sets tentative 
schedule for considering legislation 1410 

—Steel industry urges Congress to remove 
“ambiguities” to permit industrial expan- 
sion or construction in nonattainment 
areas, AISI year-end statement, 
Langenberg 1419 


Colorado sulfur dioxide emissions, hearings 
scheduled to consider standards and 
pe Air Pollution Control Commission 

371 


Control techniques, EPA preparing 
documents on ‘‘reasonably available con- 
trol techniques’ (RACT) for industries to 
meet standards, tentative schedule for 
documents set, Berry 1118 
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AIR QUALITY STANDARDS—Contd. 


Fluoride emissions from stationary sources, 
reference methods for testing and analysis, 
amendments adopted, EPA 1145 

Fossil fuel-fired steam generators, perfor- 
mance standard amended to permit burning 
of wood residue by some facilities as low- 
sulfur fuel, EPA 1111 

Grain elevators, new source performance 
standards proposed by EPA for new, 
modified, and reconstructed elevators, text 
1418, 1430 

Idaho pollution regulations, hearing scheduled 
to consider revision, Health and Welfare 
Dept. 1371 

Indirect source review, consolidated cases 
previously suspended from court’s active 
docket dismissed (CA DC) 1355 

Industrial growth in areas that violate federal 
ambient standards, “emission offset’’ 
policy announced be EPA Administrator 

ain, new and expanding facilities per- 
mitted as long as certain environmental 
conditions are met 1219; amendment to 
preconstruction review process of new or 
modified patertenied ect EPA advance 
notice of proposed rulemaking, text 1245, 
1260; EPA schedules four hearings on 
“emission offset’’ policy 1420; dates and 
locations of hearings announced 1458 

Iowa delegated authority to enforce perfor- 
mance standards for new stationary 

paces, ait 1283 x 
aft pulp mills, proposed performance stan- 
ards for new and modified mills, comment 

riod extended, EPA 1113; American 

aper Institute comments submitted, com- 
pliances with standards seen increasing 
capital and operating costs of mills, 
omissions and miscalculations in proposed 
rules identified 1379 

Lead in ambient air, Sec. 108 of Clean Air Act 
requires EPA to list lead as air pollutant for 
which criteria must be established, district 
court ruling affirmed (CA 2) 1043; draft 
criteria paper circulated by EPA, listing as 
earpspherss pollutant provided, comments 
invited 1173; draft document notes ng 
retention period of substance, continue 
screening of children for early signs of lead 
toxicity recommended, ambient sources 
identified, recommendations issued 1253; 
Natural Resources Defense Council 
criticizes document for failing to consider 
all available data on potential adverse 
effects, suggested standards seen inade- 
quate to protect public health, memo to en- 
vironmental and other groups 1361; EPA’s 
Science Advisory Board subcommittee 
plans meeting to provide advice and con- 
sultation on criteria 1376 

Lignite-fired steam electric generators, EPA 
proposes amendments to performance stan- 
dards to establish nitrogen oxides limits, 
text 1256, 1257 

Nebraska delegated authority to enforce per- 
formance standards for new stationary 
sources, EPA 1283 

New Mexico standards, amendments adopted 
by Environmental Improvement Board re- 
quire new nonferrous smelters to meet 
stricter particulate emission standards 
1377 


ene dioxide, new measurement eer 

and calibration procedure adopted by EPA 

new reference and equivalent methods also 
adopted 1144 

Nondegradation of air quality } 

—Effects of significant deterioration and non- 
attainment amendments, major results of 
recent FEA studies summarized, report 
available from NTIS 1146 

—Federal lands, Interior Secretary Kleppe 
urged to take to protect air quality b 
beginning identification of Class 

tions and proposing redesignations, 
Train letter 982; Muskie (D-Me) requests 


EPA and Departments of Agriculture and 
Interior to assess lands under their jurisdic- 
tions 1111; Interior Dept. to designate lands 
despite “uncertainties” over applicability 
of nondegration rules, Kleppe response to 
EPA 1172 
—Petroleum refining, current EPA signifi- 
cant deterioration rules and pro 1 con- 
sidered by House in 1976 would allow more 
expansion of refining than State’s 1976 
nero effects of various strategies on 
s Angeles County consideration, FEA 
contractor’s preliminary draft report 1412 


—Power firm’s elimination of scrubber on | 


three plants, EPA letter advising firm that 
action would subject them to new source 
review under significant deterioration 
rules, review petition dismissed without 
_ opinion (CA DC) 1274 
North Carolina delegated authority to enforce 
new source performance standards and 
national emission standards for hazardous 
pollutants and to review sources for preven- 
tion of significant deterioration, EPA 1283 
Ohio delegated authority to enforce perfor- 
mance standards for new stationary 
sources, EPA 1255 
Organic chemical manufacturing industry, 
new and modified sources to be targets of 
proposed new source performance stan- 
dards and hazardous emission standards, 
comments requested, EPA advance notice 
of proposed rulemaking 991 
Pennsylvania regulations, legislation exemp- 
A farm operations approved by governor 
Photochemical oxidants 
—Control standards, EPA requested to begin 
administrative hearings to revise rules, 
American Petroleum Institute petition 
cites recent studies as warranting prompt 
revision 1191 
—Measurement of ambient concentrations, 
three new reference methods designated, 
EPA 992; equivalent reference method 
designated, EPA 1172 
Preconstruction review requirements, EPA 
draft ‘‘tradeoff” policy to allow industrial 
expansion in dirty-air areas, Strelow 
predicts adoption without fundamental 
changes, industry and environmental 
groups criticize policy at meeting, com- 
ments and reactions, preamble to draft in- 
terpretative ruling published, text 1043, 
1091; final policy to be issued as proposed 
regulation rather than interpretative rul- 
final action to be postponed until Carter 
inistration assumes power, approach 
outlined, Quarles 1099; environmental 
rules governing industrial growth in heavily 
polluted areas announced, ‘‘emission 
offset”’ Log permits new and expanding 
facilities as long as certain conditions are 
met, Train 1219; amendment to 
preconstruction review process proposed, 
advance notice of peoporet rulemaking, 
text 1245, 1260; EPA schedules four 
hearings on ‘‘emission offset’’ policy 1420; 
ie and locations of hearings announced 
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ing, 
A 


Primary aluminum reduction plants, 
measurement of gaseous and particulate 
fluoride emissions, EPA approves test 
method as alternate process 1453 

Sewage sludge incinerators, EPA proposes 
amendment to new source performance 
standards to exempt certain incinerators 
from particulate and other limits, text 
1453, 1467 

South Carolina delegated authority to enforce 
new source performance standards, 
national emission standards for hazardous 
pollutants, and preconstruction reviews for 
ovenaee of significant deterioration, 

PA 1453 

State implementation Vea 

—See also subhead: nsportation control 
plans; specific states 
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—Air quality progress under plans during first 
half of 1976 detailed, over 1600 major 
sources still violate emission limits or com- 
pliance schedules, air quality trends analyz- 
ed, EPA report 1024 


—Community development plans under 
Government’s comprehensive planning 
assistance program, local air quality agen- 
cies must allowed to review plans for 
consistency with implementation plans, 
ae signed by EPA and HUD Dept. 


—Gasoline rationing regulations, La. Gover- 
nor Edwards criticizes agency’s comments 
in Federal Register notice as indication of 
restrictive and disruptive interpretations of 
law, Quarles response denies allegations 
1283 


—Gasoline vapor recovery, regulations for 
stage II recovery, EPA proposes 
amendments, text 989, 1000; regulations 
amended to postpone final compliance date 
for recovery from small bulk plants, EPA 
1287; suits challenging vapor recovery 
retained by court on inactive calendar until 
EPA takes final action (CA DC) 1355; EPA 
hearings on stage II regulations, En- 
vironmental Defense Fund scores repropos- 
ed rules for failing to address problem of 


benzene emissions, serious health threat 
cited, Rauch, other testimonies 1363 


—Iron and steel industry, EPA considering 
new strategies for achieving compliance 
with plan emission limitations, draft 
strategy paper 1054 


—Nonattainment areas, guidance for deter- 
mining acceptability of plan regulations 
issued, revisions for cleaning up dirty-air 
areas must stipulate installation of toughest 
economically and technologically feasible 
controls, Strelow memo, 1187, 1210 


—Oxidant controls, national strategy involved 
in EPA’s recent calls for revisions outlined, 
Strelow memo to regional administrators 
and other officials 1119 


Sulfur dioxide new source performance stan- 
dards for coal-fired steam generators, EPA 
considering amendment to require 90 per- 
cent control on all plants, Strelow 1025 

Sulfuric acid mist from new stationary 
sources, performance standards proposed 
by EPA, text 1028, 1035; comment period 
extended 1145 


Transportation control plans 
—See also specific states 


—EPA Administrator Train responds to 
newspaper article that alleges agency has 
‘‘abandoned”’ transportation controls as 
Clean Air Act tool, controls seen vital to air 
cleanup 1404 

—Parking management regulations, con- 
solidated cases previously suspended from 
court’s active docket dismissed (CA DC) 
1355 

—Supreme Court hears oral argument in four 
cases involving validity of control plans, 
EPA authority to require states to enforce 
controls questioned, summary of 
arguments 1347 

Vermont delegated authority to enforce per- 
formance standards for new stationary 
sources and national emission standards for 
hazardous pollutants, EPA 1371 

Vinyl chloride emissions, producers required 
to use best available control technology, 
final EPA regulations published 991; 
plastics industry pledges “‘best effort’’ to 
comply with standard 992; Environmental 
Defense Fund seeks appeals court review of 
rules, suit filed 1101 

Washington standards for sulfite pulp mills 
and kraft pulp mills, hearin v8 ew to 
consider revisions, Ecology Dept. 1029 
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AIR TRANSPORT 


Airport development actions affecting en- 
vironment, revised processing procedures 
adopted, Federal Aviation Admn. 993 

B-1 bomber, environmental groups file suit to 
enjoin Defense Dept. from spending ad- 
ditional money or entering into contracts 
until adequate impact statement is 
prepared 1360 

Emission standards for turbine and piston air- 
craft engines, EPA considering requests by 
aviation industry to change 1979 rules, in- 
dustry seeks more realistic standards and 
revision in deadlines 1225; EPA seeking in- 
formation from manufacturers on any to 
meet rules, list of questions submitted to 
General Aviation Manufacturer’s Assn. 
1255 

JT3D engine aircraft, regulatory deadline for 
compliance with exhaust emission stan- 
dards extended, EPA 1198 

Noise reduction 

—Airports, proposal to require noise abate- 
ment plan as condition of certification 
published, FAA 1102 


—Older aricraft given up to eight years to 
comply with FAA regulations, five options 
for financing noise reduction announced by 
Transportation Secretary Coleman 1102 

Supersonic transport aircraft, appeals court 
ruling upholding Transportation 
Secretary’s order permitting limited 
scheduled commercial flights for trial 
period, Supreme Court review denied 1050 


ALABAMA 
Air quality implementation plan, EPA ap- 


proves revision amending state’s 
limitations for photo-chemical oxidants 
during air pollution emergency episodes 
1255; EPA proposes revision dealing with 
new source performance standards and in- 
-stack monitoring requirements for 
stationary sources, text 1453, 1465; EPA 
proposes revision to replace rules for sulfur 
recovery plants with new section on 
petroleum production, text 1453, 1466 

Alabama, Coosa, and Tallapoosa River 
Basins, hearing scheduled to consider 
proposed water quality management plans, 
Water Improvement Commission 997 

Water quality standards, suit by industrial 
water-using firms seeking to invalidate 
EPA-promulgated standards, state’s mo- 
tion to intervene on behalf of EPA denied 
(CA 5) 1193; EPA’s disapproval of state’s 
standards held arbitrary and capricious and 
found violating Federal Water Act, EPA-- 
promulgated standards set aside (DC Ala) 
1355 


ALASKA 


Air quality implementation plan, compliance 
schedules approved and disapproved by 
EPA, summary 1028 

National Governors’ Conference appoints 
Governor Hammond to head subcommittee 
charged with formulating gubernatorial 
policy on Clean Air Act amendments, key 
issues to be considered outlined 1408 

Naval petroleum reserve required to comply 
with state solid waste disposal regulations, 
Reinwand letter 1378 


APPOINTMENTS, PERSONNEL CHANGES 


Council of Economic Advisers 

—Schultze named chairman by President- 
elect Carter 1227 

Council on Environmental Quality 

Woe expected to be nominated chairman 
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Environment Reporter 

—Sussna named contributing editor on land 
use matters 1454 

Environmental Protection Agency 

—Alm resigns as assistant administrator for 
planning and management to help 
ep coniaes establish national energy policy 
1447 

—Johnson named actin 
ministrator of new 
Substances 1021 

—Train resigns as administrator, President 
Carter to name successor 1357; Train 
reviews term in interview, advice and in- 
sights given for successor, ac- 
complishments and disappointments of ad- 
ministration detailed 1403; Train praised 
by Senate Public Works Committee 
members at farewell hearing, agency’s 
progress, programs, and problems review- 
ed, testimonies 1405; President’s delay in 
nominating new administrator seen reduc- 
ing Administration’s influence on pending 
air and water legislation, Billings 1446 

Federal environmental positions, eight en- 
vironmental re concerned over delay 
by President Carter in announcing 
nominees, failure to give high priority to 
positions noted, aide cites busy schedule as 
cause of delay 1410; President’s delay in 
nominating new EPA administrator seen 
reducing Administration’s influence on pen- 
ding air and water legislation, Billings 1446 

House of Representatives 

—Johnson (D-Calif) named new chairman of 
Public Works and Transportation Com- 
mittee by House Democratic Caucus 1412 

—Wright (D-Tex) elected to Majority Leader, 
chairmanship of Public Works Committee 
open to one of three Democrats 1167 

Interior Dept. 

—Andrus nominated as Secretary by 
President-elect Carter, environmental and 
industry Lp support selection, com- 
ments and reactions 1220; Senate confir- 
mation hearings held, Andrus testimony 
heard, Interior Committee unanimously ap- 
proves nominee, Senate confirmation ex- 
pected 1407 

President-elect Carter’s transition staff 

—Browder resigns as chief environmental and 
energy advisor 1102 

—Curtis and Robinson named co-transition of- 
ficers for Federal Energy Admn. 1102 

—Fletcher named transition officer for 
Interior Dept. 1102 

—Freeman named transition officer for 
ERDA 1102 

—Neville named environmental consultant 
1102 

—Rathlesberger named natural resources 
group’s administrative officer, assistant, 
and coordinator 1102 

—Schirmer named leader of natural 
resources group and transition officer for 
EPA 1102 


assistant ad- 
ffice of Toxic 


APPROPRIATIONS AND AUTHORIZATIONS 
See BUDGET, US. 


ARIZONA 


Air standards, state delegated authority on 
behalf of Pima County to enforce per- 
formance standards for new stationary 
sources and national emission standards for 
hazardous pollutants, EPA 1198 

Motor vehicles, hydrocarbon and carbon 
monoxide standards relaxed following 
repeated prupe te’ vehicles to meet more 
stringent standards, Health Service Dept. 
1062 

Nuclear power, initiative to restrict develop- 
ment defeated by voters 986 


ARMY 


See also CORPS OF ENGINEERS 

Installation closing, appeals court ruling that 
impact statement is not required, Supreme 
Court review denied 1403 


ATOMIC ENERGY 


Alpha-emitting particles, Natural Resources 
Defense Council petition seeking additional 
radiation protection standards rejected, 
new standard not warranted, EPA 1365 

Atomic Industrial Forum, see CONFER- 
ENCES AND MEETINGS 

Breeder reactors and plutonium reprocessing, 
campaign to halt development planned by 
New Directions lobby group, “‘soft energy” 
economy based on conservation and 
renewable resources endorsed, Peterson 
1234 

China’s detonation of nuclear bomb, radioac- 
tive fallout seen having only limited health 
effects in U.S., radiation measurements at 
monitoring sites reported, EPA 1382 

Initiatives to restrict development of nuclear 
power defeated by voters in six states 986 

Nuclear power plants 

—Construction adjacent to national parks, 
appeals court decision upholding Atomic 
Energy Commission permit, Supreme 
Court review denied 1024 

—EPA responsibility for environmental stan- 
dards, Mich. Natural Resources Commis- 
sion recommends that EPA have sole 
authority, position statement on nuclear 
energy 1385 

—Licensing, Nuclear Regulatory Commis- 
sion urged to increase regulatory stability, 
Atomic Industrial Forum ‘‘white paper” 
1112 

—New Jersey emergency response plan for 
dealing with radiation incidents, public 
meetings scheduled to discuss comprehen- 
sive plan, Environmental Protection Dept. 
1235 

—Offsite construction activities associated 
with plants, environmental effects ruled 
proper matter for Nuclear Regulatory 
Commission consideration, agency's licens- 
ing and appeals boards have power to 
authorize construction before utilities ob- 
tain permits, NRC ruling 1455 

—Radioactive material releases from nuclear 
power production, EPA announces new 
standards to protect public from radiation 
exposures, NRC expresses support 1360; 
standards published 1417 

—Seabrook station, N.H., preliminary ap- 
proval of offshore cooling system 
withdrawn by EPA Region I Administrator 
McGlennon, adverse impacts on environ- 
ment cited 1051; EPA Administrator Train 
agrees to review decision to deny permit 
1170; Cleveland (R-NH) urges EPA to es- 
tablish ‘‘high-level task force’’ to evaluate 
issues surrounding plant 1407; Atomic Safe- 
ty and Licensing Board decision halting 
construction temporarily stayed by NRC, 
commission to review decision and rule on 
further extension of stay 1454 

—Virginia Electric and Power Co. fined 
$32,500 for making false statements on 
license application, NRC 1103 

Nuclear Regulatory Commission, budget re- 
quest for fiscal 1978, breakdown 1399 

Radiation exposure standards, amendments 
adopted limiting inhalation of radioactive 
mpegs Nuclear Regulatory Commission 
1145 

Radioactive waste disposal 

—Control standards, EPA hopes to issue in- 
terim rules in 1977, strategy of agency’s 
radiation protection program summarized, 
draft strategy report 1054 

—Costs of disposing high-level waste, U.S. 
seen developing nuclear power without full 
enone of high costs, Ryan (D-Calif) 
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Radioactive waste disposal—Contd. 


—Establishment of Radioactive Waste 
Authority recommended to manage wastes, 
present management policies seen un- 
workable and ineffective, draft ERDA con- 
tractor’s report 990 


—Exhumation and _ redisposal of 
level waste opposed due to potential 
hazards, cost-benefit analysis of process 
recommended, National Academy of 
Sciences report 1419 

—High-level waste, EPA considering radia- 
tion standards, information sought on types 
of available disposal facilities, advance 
notice of proposed rulemaking 1204 

—Michigan Natural Resources Dept. requests 
ERDA to investigate possible dumping inci- 
dent in Lake Superior, Tanner letter, ERDA 
response 1062 

—West Valley, N.Y., reprocessing facility, 
state requests Federal Government to help 
pay cost of decommissioning facility, Ryan 
(D-Calif) seeks GAO study of costs in mov- 
ing wastes to more permanent site 1236; 
report by N.Y. Public Interest Research 
Group criticizes proposal as ‘‘corporate 
bailout,’’ potential taxpayer liability es- 
timated at $750 million, alternative courses 
of action proposed 1253 


AUTOMOBILES 
See MOTOR VEHICLES 


BEVERAGE CONTAINERS 
See SOLID WASTE 


BUDGET, U.S. 


See also LEGISLATION, FEDERAL, S 57 

Council on Environmental Quality fiscal 1978 
budget, White House officials discussed and 
then rejected possibility of Ford Ad- 
ministration’s requesting no funding 1169; 
White House consideration of ‘‘zero-- 
budgeting’”” CEQ never reached serious 
stage, Cannon 1194; fiscal 1978 budget re- 
quest, breakdown 1398 

Environmental Protection Agency, fiscal 
1978 proposed budget, Administrator Train 
meets with President Ford to appeal exten- 
sive cuts, funds for sewage treatment and 
toxic substances enforcement in conflict 
1164; President Ford’s budget proposes $28 
million funding increase for agency, 

’ long-term funding for municipal construc- 
tion grants program recommended, agency 
expected to seek increases from Carter 
Admn., funding breakdown 1395; EPA 
charts on general and construction grants 
budgeting, text 1429; budget proposal would 
require job cuts at most research facilities, 
agency considering staff cuts and closings, 
breakdown of proposed job reductions 1445 

Federal Insecticide, Fungicide, and Roden- 
ticide Act, see LEGISLATION, FEDERAL, 
S 275 

Fiscal 1978 

—See also specific agencies and departments 

—Administration’s proposed budget  re- 
quest for environmental programs, 
breakdown 1395 et seq.; special analysis, 
text 1423 

Sewage treatment construction grants 
ha ag $480 million authorized by Public 

‘orks Employment act of 1976, grants 

peewarions amended by EPA to provide for 
allocations to states 1110; EPA seeks $45 
billion in authorizations over next 10 years, 
Train’s draft memo to OMB, text 1132, 
1157; EPA Administrator Train meets with 


low- 


President Ford to appeal extensive cuts in 
proposed fiscal 1978 budget following un- 
successful appeal to OMB 1164; transition 
anid on program funding published by 
EPA, more money and personnel cited as 
priority needs, current status of program 
and long-term needs outlined, text 1187, 
1212; construction grants projected to re- 
main at fiscal 1977 levels through fiscal 
1982, Congressional Budget Office projec- 
tions 1197; legislative amendments affec- 
ting construction grants program to be sent 
to Congress when President Ford’s propos- 
ed fiscal 1978 budget is submitted 1245; 
EPA’s proposed amendments include multi- 
year funding for program at $4.5 billion 
level through 1986, state certification of 
grants program and other amend- 
ments proposed, summary 1348; Presi- 
dent Ford’s fiscal 1978 budget request 
proposes $45 billion in 10-year funding for 
program starting in 1978, EPA differences 
outlined. by Administrator Train, EPA 
charts on grant budgeting published, text 
1395, 1429 

Toxic Substances Control Act, funding for en- 
forcement of new law seen ‘‘totally inade- 
quate,’’ supplemental appropriation re- 
quested by EPA, Quarles 1165; proposed 
fiscal 1978 budget to contain about $12 
million for enforcement, OMB approves 
new positions for EPA’s Toxic Substances 
Office in fiscal 1977 supplemental ap- 
propriation 1190 


BUILDING AND CONSTRUCTION 


Airport development actions affecting en- 
vironment, revised processing procedures 
adopted, Federal Aviation Admn. 993 

Coal liquefaction pilot plant construction, 
ERDA and industrial consortium to fund 
$178 million program 998 

Electric power plants, see ELECTRIC 
POWER 


Magnesium plant construction, Interior Dept. 
contract with firm for delivery of power 
does not require impact statement, Interior 
must consider plant itself as part of 
Bonneville Power Admn. program impact 
statement (CA 9) 1102 

Minnesota projects using state’s resources, 
proposed regulations under Environmental 
Coordination Procedure Act to provide for 
use of single permit to be considered, En- 
vironmental Quality Council hearing scheduled 
1058; hearing scheduled to consider system 
for coordinating permits 1235 

Residential building permits, local ordinance 
prohibiting issuance of further permits un- 
til local facilities comply with specified 
standards, lower court decision enjoining 
ordinance reversed (Calif SupCt) 1402 

Standard Oil Co. of Ohio’s proposed terminal 
and pipeline project for unloading Alaskan 
oil at Calif. port, state’s objection due to air 
quality impact, Federal intervention urged 
if state prohibits project, Spahr 1196 

Waste treatment plant construction, 
SEWAGE TREATMENT 

Wetland areas, environmental impact of con- 
struction activities analyzed, EPA report 
1106 


see 


BUREAUS 
See other parts of title and specific subject 
headings 


Cc 


CALIFORNIA 


Air pollution emergency plan, amendments 
adopted establishing new criteria for com- 
bined sulfur dioxide and oxidant emer- 


(ER) 5 


encies and control measures for com- 
ined episodes, Air Resources Board 1278 

Air quality vom ie plan, changes in 
regulations for 12 counties proposed by 
EPA as revisions to plan 989; gasoline 
rationing requirements upheld by appeals 
court, challenging suit by state and other 
petitioners becomes moot following EPA’s 
decision to revoke requirements under five 
plans, petition for Supreme Court review 
withdrawn 1050; EPA proposes revisions to 
regulations for Kings and Madera Counties 
1113; gasoline rationing requirement, 
challenging suit vacated and remanded for 
consideration of question of mootness (US 
SupCt) 1166; revision amending regulations 
for Great Basin pollution control district 
approved, EPA 1198; EPA notifies state of 
specific submittal dates for revisions re- 
quested by agency for 11 air quality 
maintenance areas 1282; revision proposed 
by EPA to provide permit procedure for 
construction, modification, or operation of 
emitting equipment in Southern California 
Control District 1371 

Air standards 

—San Diego County delegated authority to en- 
force performance standards for new sta- 
tion sources and national emission stand- 
ards for hazardous pollutants, EPA 1198 

—Santa Barbara County, state delegated 
authority on behalf of county to enforce new 
source performance standards and national 
emission standards for hazardous 

llutants, EPA 989 

—State delegated authority to enforce perfor- 
mance standards for new stationary 
sources and national emission standards for 
hazardous pollutants on behalf of five con- 
trol districts, EPA 1255 

American Motors Corp. fined by Air 
Resources Board for producing polluting 
cars and submitting false test reports, firm 
_to pay state $1.1 million under out-of-court 
settlement 1103 

Aquifer underlying Fresno County, petition 
seeking declaration as area’s principal 
source of drinking water, EPA invites 
pe comments and related information 


Kaiser Steel Corp., inspection of mill by state 
and EPA inspectors turns up 1,142 alleged 
violations of air pollution standards, EPA 
Region IX to decide on prosecution 1173 


Motor vehicle emissions 

—Amendments adopted making standards 
and test procedures more stringent, Air 
Resources Board 1278 

—Clean Air Act provisions waived by EPA to 
allow state to adopt standards more 
stringent than federal requirements 1368; 
EPA schedules hearing on state requests 
for additional waivers 1378; EPA grants 
waiver to allow state to apply more 
stringent fuel evaporation emission stan- 
dards and test procedures to 1978 and sub- 
sequent year medium and heavy-duty 
vehicles 1419 


Open burning of cotton gin waste, Air 
Resources Board schedules hearing to con- 
sider regulations and procedural changes in 
agricultural burning guidelines 1058 


Residentail building permits, local ordinance 
ting issuance of further permits un- 
til local facilities comply with specified 
standards, lower court decision enjoining 
ordinance reversed (Calif SupCt) 1402 


South Coast Air Quality Management 
District, state and Air Resources Board file 
suit to force Los Angeles County to pay its 
full share of funds 1273 


Standard Oil Co. of Ohio’s proposed terminal 
and pipeline project for unloading Alaskan 
oil a pane heres port, state’s objection due 
to air q ity impact, Federal intervention 
urged if state prohibits project, Spahr 1196 


6 (ER) 


CALIFORNIA—Contd. 


Water qualify plan for Sacramento-San Joa- 
quin Delta and Suisun Marsh, hearing 
scheduled to consider adoption of interim 
plan, Water Resources Control Board 1371 


CENSUS BUREAU 


Industry pollution control costs, 17 percent in- 
crease reported between 1974 and 1975, 
statistics for industry groups issued 1142 


CHEMICALS AND CHEMICAL INDUSTRY 


See also PESTICIDES; SULFUR AND 
SULFUR OXIDES 

Allied Chemical Corp. 

—Coke producing plant, firm fined for 
violating EPA consent order to correct air 
pollution problems, five-year probation im- 
posed (De Ky) 1026; firm placed on list of 
violating facilities by EPA, plant ineligible 
for federal contracts, grants, or loans 1252 

—Pesticide Kepone discharges into Jamees 
River, Justice Dept. expects firm to indem- 
nify EPA for disposal of contaminated 
wastes and measures to contain and 
remove substance from river, Taft letter 
1053; members of seafood industry file 
class action suit against firm, damages 
from contamination alleged 1053; bes om 
to dispose of kepone-contaminated wastes 
in Idaho underground disposal facility, un- 
favorable public reaction and objections to 
transporting wastes prompt Governor An- 
drus to oppose plan 1137; district court 
judge extends deadline for firm to pay $13.2 
million pollution fine 1252 

American Institute of Chemical Engineers, 
see CONFERENCES AND 
MEETINGS 

Chlorofluorocarbons 

—F-11 compounds, Natural Resources 
Defense Council petitions EPA to regulate 
le ae under new toxic substances law 
1230 

—Michigan legislation limiting sale of 
aerosols approved by governor, provisions 
1384 

—Oregon ban on aerosol sprays to take effect 
in March, 1977, retail merchants gearing “ 
to comply with ban, repeal by 197 
legislature unlikely, industry may attempt 
to delay effective date until nationwide ban 
takes effect 1199 

—Propellants in aerosol spray cans, EPA and 
FDA begin work on regulations to phase out 
propellants, 26-member work group ap- 
pointed by EPA to propose regulations, 
regulatory alternatives under consideration 
1051; Consumer Product Safety Commis- 
sion becomes third federal agency to an- 
nounce regulatory plans, warning labels on 
aerosol products scree in addition to 
eventual ban 1104; EPA and CPSC taking 
steps to coordinate federal regulation, 
Commission invited to participate further 
in interagency work group, Alm letter, 
Byington response 1141 


Chloroform in drinking water, levels in 
Burlington, Vt., supplies found exceeding 
national average nearly seven times, 
preliminary EPA data released by public 
ae group, possible health hazard cited 

Inorganic chemicals industry, see 
EFFLUENT LIMITATION GUIDELINES 


Lead in ambient air, Clean Air Act requires 
EPA to list lead as air pollutant for which 
criteria must be established, district court 
ruling affirmed (CA 2) 1043; draft criteria 
paper circulated by EPA, listing as at- 
mospheric pollutant provided, comments 
invited 1173; draft document notes long 
retention period of substance, continued 
screening of children for early signs of lead 
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toxicity recommended, ambient sources 
identified, recommendations issued 1253; 
Natural Resources Defense Council 
criticizes document for failing to consider 
all available data on potential adverse 
effects, suggested standards seen inade-, 
quate to protect public health, memo to en- 
vironmental and other groups 1361; EPA’s 
Science Advisory Board subcommittee 
plans meeting to provide advice and con- 
Sultation on criteria 1376 

Organic chemical manvfacturing industry, 
new and modified sources to be targets of 
proposed new source performance stan- 
dards and hazardous emission standards, 
comments requested, EPA advance notice 
of proposed rulemaking 991 

Phosphates 

—Michigan Natural Resources Commission 
schedules hearings to consider ban in 
household detergents 997 

—Minnesota regulation banning use in 
household detergents, temporary injunction 
issued pending determination of merits of 
regulation (Minn DistCt) 1228 

—Procter & Gamble Co. develop new 
‘‘builder’’ material to further reduce 
amount in detergents 1171 

Polychlorinated biphenyls (PCBs) 

—Customs figures suggest that U.S. firms 
may be stockpiling PCBs in anticipation of 
1979 statutory ban on manufacture and im- 
port, Aspin (D-Wis) 1209 

—Discharges into waterways, EPA adopts 
final regulations prohibiting all direct dis-. 
charges 1413 

—General Electric Co. discharges into Hud- 
son River, firm turns over $3 million to 
N.Y. agency as its share of cleanup costs 
1027 

—Marking and disposal under Toxic 
Substances Control Act, regulations to be 
subject of EPA meeting 
1413 


—Ohio River catfish, concentrations of PCBs 
and pesticide chlordane found, interstate 
Sanitation commission 1204; chemical 
contamination to be investigated exten- 
sively by commission, health-related 
aspects of PCBs and long-term impacts to 
be determined 1463 


Toxic substances 

—See also EFFLUENT LIMITATION 
GUIDELINES 

—Appropriations for new Toxic Substances 
Control Act seen ‘‘totally inadequate,’’ 
supplemental appropriation requested by 
EPA, Quarles 1165; fiscal 1978 budget to 
contain about $12 million, OMB approves 
new positions in EPA’s Toxic Substances 
Office in fiscal 1977 supplemental ap- 
propriation 1190 

—Chemical accidents would not be prevented 
by new Toxic Substances Control Act, 
failure to regulate byproducts seen as 
weakness in law, dioxin explosion at Italian 
plant detailed, Commoner 1109 

—Early warning provisions of Toxic 
Substances Control Act, EPA to publish 
compliance procedures shortly, procedures 
for filing citizen petitions also planned, 
Johnson 1272; EPA to meet with outside 
groups before publishing procedures 1449 

—Emergency plan, EPA Office of Enforce- 
ment to complete draft plan shortly, en- 
forcement plan by task force to provide in- 
terim guidance, Legro memo 1108; manual 
for dealing with emergencies sent to 
regional administrators, enforcement op- 
tions outlined, Legro memo included 1357 

—EPA implementation of new Toxic 
Substances Control Act, public hearing 
scheduled 1119 

—EPA Office of Toxic Substances, formation 
of new office announced, Johnson named 
acting assistant administrator, Quarles 
1021; EPA expecting 100 or more new posi- 
tion authorizations for program in 1977, of- 


fice drawing up position descriptions 1254 

—EPA plans strict enforcement of new Toxic 
Substances Control Act, quick and 
energetic approach predicted, McGlennon, 
other speakers, conference on toxic air 

llution 101$ 

—Industry compliance with Toxic Substances 
Control Act, question of mutagenicity seen 
emerging as issue, Lang 1385 

—New York Environmental Conservation 
Dept. to require industrial dischargers of 
toxic chemicals to conduct extensive self- 
monitoring programs, Armstrong Cork Co. 
named first company required to conduct 
program, Berle 1456 

—Public hearings scheduled in nine cities 
on carrying out Toxic Substances Control 
Act, EPA 1462 

—Toxic Substances Act seen as ‘‘major step’’ 
towards dealing with substances, ‘‘implied 
promises” in law seen unachievable with 
current scientific knowledge, Selikoff 1139 

—Virginia Toxic Substances Information Act, 
rules and regulations for reporting 
manufacture or emission of substances 
adopted, Board of Health 1202; deadline for 
submitting primary reports under Act, par- 
tial delay approved, Board of Health 1231 

Velsicol Co. discharge permit, interim 
pretreatment standards governing dis- 
charge of endrin and heptachlor into city 
sewage treatment system ruled valid, 
government’s motion for summary judg- 
ment granted (DC Tenn) 1189 

Vinyl chloride, producers required to use best 
available technology to control emissions, 
final EPA regulations published 991; 
plastics industry pledges ‘‘best effort’’ to 
comply with standard 992; Environmental 
Defense Fund seeks appeals court review of 
rules, suit filed 1101 


CITIZENS’ SUITS 


B-1 bomber, environmental groups file suit to 
enjoin Defense Dept. from spending ad- 
ditional money or entering into contracts 
until adequate impact statement is 
prepared 1360 

Discharge permit program, lower court’s 
order affirming issuance of permit 
to DuPont Co. reversed, case remanded to 
allow environmental group opportunity for 
hearing (Miss SupCt) 1224 

Hurricane protection project, suit challenging 
sufficiency of impact statement, court 
refuses to dismiss suit because of laches 
(DC La) 1274 

Iron and steel industry effluent guidelines, 
Sierra Club suit challenging EPA’s exclu- 
sion of Ohio’s Mahoning River Valley plants 
from 1977 best practicable control 
technology guidelines, jurisdiction to 
review action lies in federal appeals courts 
(DC DC) 1244 

Kentucky air quality plan, petition seeking 
review of revision amending state’s sulfur 
dioxide control strategy, EPA requests ad- 
ditional comments in response to petition, 
specific issued listed 1282 

Kepone contamination from Allied Chemical 
Corp. discharges, members of seafood in- 
dustry file class action suit against firm, 
damages totaling $752.5 million sought 1053 


Lead in ambient air, Clean Air Act requires 
EPA to list lead as air pollutant for which 
criteria must be established, district court 
ruling affirmed (CA 2) 1043; draft criteria 
paper circulated by EPA, listing as at- 
mospheric pollutant provided, comments 
invited 1173 


Magnesium plant construction, Interior Dept. 
contract with firm for delivery of power 
does not require impact statement, Interior 
must consider plant itself as part of 
Bonneville Power Admn. program impact 
statement (CA 9) 1102 


INDEX—SUMMARY — REPORTS 27 through 39 


CITIZENS’ SUITS—Contd. 

Navajo Indian Irrigation Project, Interior 
Dept. proposed power plant construction, 
National Wildlife Federation files suit seek- 
ing injunction pending consideration of 
i to plant in impact statement 
1 


New York transportation control plan, suit 
seeking to compel enforcement, state 
ordered to carry out own plan (CA 2) 1402; 
measures required under court order in- 
clude bridge tolls, parking reductions in 
Manhattan’s business district, reductions in 
mid-town taxi cruising, and study of ways 
to reduce truck deliveries during working 
hours 1446 

Ohio air quality plan, state Lung Assn. to file 
suit to require EPA enforcement of plan, 
improper state enforcement of 
vegeta ag oxidants controls alleged 

0 

Pesticides heptachlor and chlordane, partial 
suspension by EPA upheld, agency’s deci- 
sion to permit continued sale and use of ex- 
isting stocks registered prior to notice 
remanded for further consideration (CA 
DC) 1046; court supplements previous opi- 
nion to hold that pesticide registrant has 
burden of proof in suspension hearing con- 
ducted under FIFRA 1360 

Postal service determination denying Sierra 
Club preferred second and third class mail- 
ing rates as educational organization, lower 
court’s affirmance upheld (CA 9) 1275 

Vinyl chloride, EPA’s recent regulations re- 
quiring producers to use best available 
technology to control air emissions, En- 
vironmental Defense Fund seeks review 
1101 


CLEAN AIR ACT 
See AIR QUALITY STANDARDS 


COAL 


See also LEGISLATION, FEDERAL, HR 2,S 
7; STRIP MINING 

Advanced coal liquefaction pilot plant con- 
struction, ERDA and industrial consortium 
to fund $178 million program 998 

Conversion to clean boiler fuels, ERDA 
reevaluating program to build demonstra- 
tion plant, “high technical risk’’ of process 
and marginal economics cited 1380 

Electric power plants’ coal conversion, FEA 
orders prohibiting 20 units from burning oil 
or natural gas approved, EPA 1141; FEA to 
direct that 20 proposed plants be con- 
structed with capability of burning coal as 
primary energy source 1375 

Federal Coal Leasing Amendments Act, 
changes in coal mine operating regulations 
and surface management regulations 

roposed to conform with amendments, 

fiterior Dept. 1204 

Fluidized-bed coal combustion, demonstra- 
tion plant operated successfully for sustain- 
ed run while meeting new source perfor- 
mance standards for coal-fired boilers, 
EPA 1206 

Gasification, ERDA and American Gas Assn. 
sign agreement for continued operation and 
sea of joint pilot plant program 1171 

High-sulfur coal burning for industrial use, 
improved methods for clean and direct bur- 
ning to be developed under cost-sharing 
contracts between ERDA and three firms 
1205 


Leasing, six-year moratorium on federal leas- 
ing 4 be lifted in 1977, Interior Dept. 
rogram revised to conform to federal law, 
Kle e 1225 
Liquefaction, environmental assessment of 
wastes generated during process to be con- 
ducted under EPA contract 1454 


Low sulfur coal burning by power plants, 
pollution control costs not ‘‘significantly 
different” from costs incurred by high sul- 
fur coal burning, alternatives to current 
new source performance standards for sul- 
fur dioxide emissions considered, EPA 
staff study 995 

Mine subsidence in Colo. and Utah, en- 
vironmental and mining hazards analyzed 
in report available from NTIS 1459 

New England area, preliminary test drillings 
at Mass. and R.I. sites suggest presence of 
huge low-sulfur coal deposits, use of 
reserves could lead to energy independence 
for region, Skehan 1233 

Northern Great Plains, surface mining of coal 
reserves could adversely affect vegetation 
and degrade air and water quality, Rand 
Corp. preliminary report 1205 

Ohio energy shortage due to extreme cold 
weather, Governor Rhodes suspends en- 
forcement of restrictions on high-sulfur 
coal burning during emergency 1447 

Research, ERDA initiates new program of 
small grants to encourage “high risk’’ 
Heide projects with long-term potential 
1206 


COAST GUARD 


Marine sanitation devices, regulations 
amended to provide certification for ‘‘no 
discharge’’ devices 1376 

Vessels carrying oil in foreign trade, 
regulations governing design, equipment, 
and operations adopted 1201 


COASTAL ZONES 


See also CONTINENTAL SHELF 

Deepwater ports for oil transport, 
applications for licenses to build two ports 
in Gulf of Mexico approved by Transporta- 
tion Secretary Coleman, environmental 
protection conditions imposed 1224; EPA 
Administrator Train comments on propos- 
ed facilities in letters to Coleman, onshore 
facilities must be constructed in accord- 
ance with ‘‘emission offset’’ policy, final 
impact statements on projects issued by 
Transportation Dept. 1284; construction 
licenses for two ports signed by Coleman 
with only one substantive change 1452 

Energy impact aid as NOAA proposed 
regulations may be inflationary, modifica- 
tion proposed, Council on Wage and Price 
Stability 1112; comment period extended 
by NOAA 1171; revised regulation to be 
published being prepared, additional com- 
ments on regulations 1228; regulations seen 
having ‘‘minimal’’ adverse environmental 
effects, NOAA final impact statement 
1247; interim final regulations published 
1374 


Management programs 

—Administrative grants to carry out 
programs, NOAA proposes procedures by 
which states can meet requirements, text 
1286, 1334 

—Approval regulations, amendment adopted 
by NOAA, certain requirements for island 
segments waived 995 

—Development grants, NOAA proposes 
procedures by which coastal states can 
meet planning requirements, text 1171, 
1177 


—State plans, NOAA proposed regulations 
requiring consistency of federal agency ac- 
tions with approved plans, submitted com- 
ments reviewed, rules to be modified and 
reproposed, ret ig 1250 

New Jersey coastal zone management, alter- 
natives considered, establishment of joint 
strategy poles recommended, En- 
vironmental Protection Dept. report 1059 

Sapelo Island, Ga., portion of island and sur- 
rounding areas designated as nation’s se- 
cond estuarine sanctuary, NOAA 1376 
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COLLECTIVE BARGAINING 
See UNIONS (in General) 


COLORADO 


Beverage containers, ballot measure requir- 
ing mandatory deposits widely defeated by 
voters in general election 980 

Nuclear power, initiative to restrict develop- 
ment defeated by voters 986 

Sulfur dioxide emissions, hearings scheduled 
to consider standards and criteria, Air 
Pollution Control Commission 1371 

Water quality criteria and stream classifica- 
tion system, hearing scheduled to consider 
revisions, Health Dept. 1058 


COMMERCE DEPARTMENT 


See also NATIONAL OCEANIC AND AT- 
MOSPHERIC ADMINISTRATION 
ae request for fiscal 1978, breakdown 


Pollution control spending during 1973 and 
1974 increased more rapidly than Gross 
National Product, overall spending by con- 
sumers, business, and government 
pedo Bureau of Economic Analysis 
1452 

Shipboard guide to pollution-free operation 
published, Maritime Admn. 1456 

Weather modification advisory board es- 
tablished to advise on national policy and 
research and development matters under 
National Weather Modification Policy Act 
1976... 1455 


CONFERENCES AND MEETINGS 


(Includes seminars, workshops, etc.) 

See also ADVISORY COMMITTEES; JOUR- 
NAL 

Administrative Conference of the United 
States, recommendations issued concerning 
judicial review under Water and Clean Air 
Acts and agency interpretative rulemaking, 
amendment to centralize judicial review of 
water standards in D.C. Circuit Court 
Appeals suggested, recommendations 
listed, EPA General Counsel Frick com- 
ments 1271 

Air Pollution Control Assn., conference on 
toxic air pollution, strict EPA enforcement 
of new Toxic Substances Control Act 
predicted, McGlennon, other speakers 1019 

American Institute of Chemical Engineers, 
annual meeting, nitrogen oxide emissions 
seen increasing ‘‘alarmingly’’ over next ten 
years, ‘‘multi-pronged’’ regulatory ae 

roach seen as most realistic approach, 
eCutcheon, other speakers 1135; visible 

emissions controls through use of 
‘“‘cosmetic’’ environmental regulations, net 
negative impact and increased energy con- 
sumption possible, specific instances detail- 
ed, Steiner paper 1170 

American Iron and Steel Institute recycling 
seminar, reclamation of Illinois’ household 
wastes, energy potential estimated, Kinsey, 
other speakers 1140 

American Management Assn. panel on en- 
vironmental and industrial problems, EPA 
Deputy Administrator Quarles calls for 
overall system in environmental programs 
so that one industry’s requirements can be 
considered simultaneously, other speakers 


Atomic Industrial Forum conference, courts 
seen not equipped to resolve factual dis- 
putes or make value choices regarding 
scientific or technical issues, Bazelon, 
other speakers 1415 

Commission on Federal Paperwork sym- 
posium, techniques for reducing paperwork 
and work time in preparing environmental 
impact statements outlined, speakers 1169 
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CONFERENCES AND MEETINGS—Contd. 


Environment and safety briefing session 
scheduled by BNA, future of environmental 
and safety regulations under new Ad- 
ministration and Congress to be theme, 
agenda 979; President-elect Carter’s abili- 
ty to fulfill campaign promises on environ- 
ment seen limited by various factors, con- 
flicting demands cited, Moore 1021 

Flue gas desulfurization symposium, 
proceedings available in report from NTIS 

0 


Government-industry conference on environ- 
ment, ‘‘unreasonableness’’ in U.S. 
regulatory processes cited by outgoing 
Commerce Secretary Richardson, federal 
environmental legislation urged to pay 
more attention to need for flexibility, 
economic considerations, and regional 
differences 1461 

International Pollution Engineering 
Congress, fifth annual meeting, business 
leaders urged to abandon fundamentalist, 
knee-jerk resistance against any form of 
government control and join environmen- 
talists in pulling together mass of separate 
regulations into streamlined and integrated 
system, Quarles, other speakers 1022; 
national commission on environmental 
quality review and evaluation recommend- 
ed to make proposals to President and 
Congress, Galler 1057 

Land application of waste materials, 
proceedings of 1976 symposium published, 
Soil Conservation Society of America 1383 

Manufacturing Chemists Assn. meeting, new 
toxic substances law seen as ‘‘major step” 
towards dealing with hazardous elements, 
“implied promises’? in law seen un- 
achievable with current scientific 
knowledge, Selikoff, other speakers 1139 

National Agricultural Outlook Conference, en- 
vironmental regulation has not substantial- 
ly restrained farm production, impact could 
increase as additional control programs are 
put into effect, Schertz, other speakers 1058 

National Assn. of Manufacturers, En- 
vironmental Quality Committee meeting, 
President-elect Carter seen as activist on 
environmental issues, ‘‘logical and 
rational’’ approach to matters projected, 
Caddell, other speakers 1045; New York 
meeting of organization, trend toward more 
federal regulation of business seen leading 
to ‘‘acrimony’’ between U.S. public and 
private sectors, Richardson 1235 

National Environmental Development Assn. 
land use conference, Senate seen likely to 
pass bill in next session, provisions for state 
land resources program and experimental 
single-permit licensing requirement for 
energy facilities projected, Quarles, other 
speakers 1166 

National Governors’ Conference, Alaska 
Governor Hammond named to head sub- 
committee charged with formulating 
gubernatorial policy on Clean Air Act 
amendments, key issues to be considered 
outlined 1408 


National Pest Control Assn. annual meeting. 
EPA’s ban on chlordane scored, increased 
expenses for controlling household pests 
cited, ban seen based on incomplete data, 
Russell, other speakers 992 

National Science Foundation’s Symposium on 
Research Applied to National Needs, 
former CEQ Chairman Peterson cites 
production and use of energy as main cause 
of environmental degradation, critical 
needs for future identified, various 
research projects described, speakers 1061 

National Society of Professional Engineers, 
winter meeting, energy and environmental 
approaches recommended to Carter Admn., 
flexibility in Clean Air Act urged, 
President’s announced intention to revise 
federal regulatory process praised 1451 
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Radioactive wastes, EPA schedules workshop 
on environmental protection criteria, agen- 
da 1380 

Society for Occupational and Environmental 
Health annual meeting, funding for enforce- 
ment under new Toxic Substances Control 
Act seen ‘totally inadequate,’’ supplemen- 
tal funds requested by EPA, Quarles 1165 

U.S.-USSR Joint Committee on Cooperation in 
Environmental Protection, report adopted 
at fifth annual meeting, U.S. and Soviet 
Union agree to expand cooperation by ex- 
changing technological processes, equip- 
ment and specialists 1384 


CONGRESS 


(For hearings on legislation with assigned 
numbers, see LEGISLATION, FEDERAL) 

Environmental protection found superseded 
among Congress’ priorities by economic 
and energy concerns, position paper on 
Congress and environment issued, Hatfield 
(R-Ore) 1138 

House 

—Committees with jurisdiction over en- 
vironmental controls, several influential 
members defeated in elections, summary 
983 

—Community Health and Environmental 
Surveillance System (CHESS), EPA’s 
study criticized as ‘‘useless’” for deter- 
mining adverse health effects of specific 
pollutants, technical errors and _short- 
comings in research methods cited, report 
prepared by two subcommittees of Science 
and Technology Committee 1136 

—Federal Water Act, leaders of House and 
Senate public works committees disap- 
pointed over failure to agree on 
amendments during 94th Congress, Muskie 
(D-Me) and Wright (D-Tex) disagree on 
causes of stalemate, comments 1100 

—Interior and Insular Affairs Committee, 
new members and subcommittee 
assignments announced at Committee 
organizational meeting, new membership 
considered unlikely to diminish margin of 
support for strip mining controls 1448 

—League of Conservation Voters, Republican 
committee report commends group for 
political impartiality, League’s con- 
gressional rating system evaluated, 
differences noted 1232 

—Motor vehicle emissions, legislation 
providing two-year extension of current 
standards introduced by Brodhead (D- 
Mich), measure proposed to _ avert 
economic disruption, industry and en- 
vironmental groups criticize bill 1277 

—Ocean dumping, proposed revisions to EPA 
regulations criticized as inadequate, two 
Merchant Marine and Fisheries subcom- 
mittees recommend that EPA stiffen 
regulations on dumping of dredged wastes 
and phase out interim permits for non- 
dredged waste, site selection and enforce- 
ment by agency scored 986 

—Public Works and Transportation Com- 
mittee, election of Wright (D-Tex) as 
House Majority Leader opens chairmanship 
of committee to one of three Democrats 
1167; Johnson (D-Calif) elected new chair- 
man by House Democratic Caucus 1412 

House hearings 

—Strip mining, Interior Committee expected 
to hold preliminary hearings on legislation 
early in next session of Congress 1256; 
Committee holds briefing sessions on issue, 
arguments for and against federal controls 
heard, formal hearings planned on Udall 
(D-Ariz) bill (HR 2) 1356 

Senate 

—Committees with jurisdiction over en- 
vironmental controls, several influential 
Ci defeated in elections, summary 
83 


—Dredge or fill activities under Federal 
Water Act, Tower (R-Tex) and Dole 
(R-Kan) introduce separate bills to amend 
Corps of Engineers’ authority 1445 

—Environmental Pollution Subcommittee, 
recommendations for consideration of en- 
vironmental issues in 1977 outlined, 
strategy and options for amendments to 
Clean Air Act and Federal Water Act 
proposed, Billings memorandum, text 1131, 
1156 

—Federal Water Act, leaders of House and 
Senate public works committees disap- 
pointed over failure to agree on 
amendments during 94th Congress, Muskie 
(D-Me) and Wright (D-Tex) disagree on 
causes of stalemate, comments 1100 

—Ocean pollution, Muskie (D-Me) and 
Hathaway (D-Me) to introduce legislation 
to extend U.S. jurisdiction by establishing 
200-mile pollution free zone 1463 

—Pesticides, EPA regulatory program 
severely criticized in Judiciary Subcom- 
mittee staff report, Kennedy (D-Mass) 
charges agency with failing its responsibili- 
ty to assure safe pesticide use, report cites 
poor planning and management, lengthy 
delays, and misleading statements, 
recommendations issued, summary 1284 

—Public Works Committee, makeup of En- 
vironmental Pollution Subcommittee un- 
certain, Baker (R-Tenn) and Muskie 
(D-Me) undecided on plans for remaining 
1277 


.—Reorganization of committee system, 


proposal seen having significant impact. on 
environmental issues if adopted, Senators 
testify in Rules Committee hearings, 
Muskie (D-Me) and Randolph (D-WVa) op- 
pose transfer of Public Works Committee’s 
developmental programs, possibility of 
“environmentalist tilt’? cited if com- 
mittee’s jurisdiction over environmental 
programs is broadened 1353; timetable for 
reorganization moved back one week, Rules 
Committee unable to report proposal by 
Jan. 19 deadline, changes made during 
markup sessions listed 1414 

Senate hearings 

—Clean Air Act, Muskie (D-Me) introduces 
three bills to amend Act, bills similar to 
legislation considered during 94th 
Congress, hearings scheduled 1408 

—EPA outgoing Administrator Train praised 
by Public Works Committee members at 
farewell hearing, Train’s statement 
reviews agency’s progress, programs, and 
problems, proposal to merge agency into 
Interior Dept. scored, additional positions 
an funding for agency urged, testimonies 
1405 


—Interior Secretary-designate Andrus con- 
firmed by Interior Committee, nominee 
favors delay on federal coal and offshore oil 
leasing, positions on various issues outlin- 
ed, Senate confirmation expected 1407 

—Oil transport by tankers, EPA Ad- 
ministrator Train urges that issue be con- 
sidered in broader context of overall energy 
policy, methods to reduce risk of accidents 
recommended, other testimonies, 
Commerce Committee 1362 

—Public Works Committee sets tentative 
schedule for considering major en- 
vironmental issues in 1977, hearings 
scheduled on air and water legislation 1410 


CONNECTICUT 


New Haven secondary treatment plant, EPA 
may not reject city’s site selection without 
following its own cost effectiveness 
guidelines (DC Conn) 1270 

Particulate emissions, sand and gravel firm 
fined for failure to install control equip- 
wank Environmental Protection Dept. 
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CONNECTICUT—Contd. 


Pesticides, state’s request for interim cer- 
tification to register new products to meet 
special local needs approved, EPA 1417 


CONSTRUCTION 
See BUILDING AND CONSTRUCTION 


CONSUMER PRODUCT SAFETY COM- 
MISSION 


Chlorofluorocarbon propellants in aerosol 
products, Commission announces plans to 
eventually ban use, warning labels to be 
required on products 1104; EPA and CPSC 
taking steps to coordinate federal regula- 
tion, Commission invited to participate 
further in interagency work group, Alm 
letter, Byington response 1141 


CONTINENTAL SHELF 


Petroleum development 

—Mid-Atlantic development, no significant 
environmental damage anticipated, 
“‘serious conflict’? seen possible from 
deepwater ports and floating nuclear 
plants, Congressional Office of Technology 
Assessment Report 1172 

—Santa Barbara Channel, Calif., development 
of leases can proceed in accord with ex- 
isting laws and regulations, unleased areas 
may be included in forthcoming impact 
statement for possible future sale, Kleppe 
1418 

—Southern California shelf, 217 tracts releas- 
ed for possible lease sale in March 1978, 
BLM 1454 


CONTRACTS 
See PROCUREMENT 


CORPS OF ENGINEERS 
Budget request for fiscal 1978, breakdown 
1399 


Dredge or fill permit program 
—Application fees for permits announced 


1462 

—Corps should retain jurisdiction, progress in 
carrying out present law and regulations 
noted, Graves 1026 

—Legislation to amend Corps’ authority under 
Sec. 404 of Federal Water Act introduced 
by Tower (R-Tex) and Dole (R-Kan) 1445 

—Sec. 404 regulations, revisions being 
prepared under order from Veysey, shorter 
and clearer rules and streamlined ad- 
ministrative process sought 1048 

Dredging operations alleged to have 
deteriorated Minnesota’s water quality, 
state does not have authority under Federal 
Water Act to regulate activities (CA 8) 984 


COUNCIL OF ECONOMIC ADVISERS 


Se ope see APPOINTMENTS, PER- 
ONNEL CHANGES 


COUNCIL OF ENVIRONMENTAL QUALITY 


Budget for fiscal 1978, White House officials 
discussed and then rejected possibility of 
Ford Administration’s requesting no fun- 
ding 1169; White House consideration of 
“‘zero-budgeting’» CEQ never reached 
serious stage, Cannon 1194; fiscal 1978 
budget request, breakdown 1398 

Chairmanship of Council, Calif. 
Assemblyman Warren expected to be 
nominated by President Carter 1444 


Energy research and development efforts by 
Federal Government, hearing scheduled to 
consider environmental and energy conser- 
vation aspects 1029 

Freedom of Information Act, regulations 
proposed to provide guidelines on availabili- 
ty of data and fees for searches and 
reproduction, text 1198, 1214 

Privacy Act of 1974, regulations to establish 
compliance procedures proposed, method 
for releasing records on individuals provid- 
ed, text 1286, 1343 


COURTS 


See CITIZENS’ SUITS; LITIGATION (In 
General); SUPREME COURT OF THE 
UNITED STATES 


D 


DEEPWATER PORTS 
See SHIPS AND BOATS 


DEFENSE DEPARTMENT 
See also ARMY; CORPS OF ENGINEERS; 
NAVY 


B-1 bomber, environmental groups file suit to 
enjoin Dept. from spending additional 
money or entering into contracts until ade- 
quate impact statement is prepared 1360 

Beverage containers, EPA guidelines requir- 
ing five-cent deposit on bottles and cans 
sold on federal installations, ten military 
bases chosen to test guidelines 1026 


DEPARTMENTS 


See other parts of title and specific subject 
headings 


DETERGENTS 


Phosphates 

—Michigan Natural Resources Commission 
schedules hearings to consider ban 997 

—Minnesota regulation banning use in 
household detergents, temporary injunction 
issued pending determination of merits of 
regulation (Minn DistCt) 1228 

—Procter & Gamble Co. develops new 
“‘builder’’ material to further reduce 
amount of phosphates 1171 


DISCHARGE PERMIT PROGRAM 
See WATER QUALITY STANDARDS 


DISTRICT OF COLUMBIA 


Air quality implementation plan, revision 
relaxing sulfur-in-fuel limitations ap- 
proved, EPA 1198 


DREDGING 


Canal areas dredged in course of excavating 
for mobile home project, private developer 
ordered to restore areas, case on remand 
(DC Fla) 1190 

Florida firm denied dredge and fill permit, 
state does not own lakes to which firm 
claims ownership, lakes not designated as 
sovereign land in official surveys ruled non- 
navigable waters (Fla SupCt) 1223 

Minnesota suit alleging Corps of Engineers 
operations have deteriorated state’s water 

uality, state does not have authority under 
ederal Water Act to regulate activities 
(CA 8) 984 
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Ocean dumping of dredged wastes, House sub- 
committees recommend that EPA stiffen 
regulations, site selection and enforcement 
by agency criticized 986 

Permit program for dredge or fill material 
discharges 

—Application fees for permits announced, 
Corps of Engineers 1462 

—Corps of Engineers should retain jurisdic- 
tion, progress in carrying out present law 
and regulations noted, Graves 1026 

—Legislation to amend Corps of Engineers’ 
authority under Sec. 404 of Federal Water 
Act introduced by Tower (D-Tex) and Dole 
(R-Kan) 1445 

—Sec. 404 regulations, Corps of Engineers 
preparing revisions under order from 
Veysey, shorter and clearer rules and 
pireamlings administrative process sought 


Swamp connected to dredged canals through 
natural causes, private landowners ordered 
to restore swamp to natural state existing 
prior to dredging operations (DC Fla) 985 


DRINKING WATER 
See WATER RESOURCES AND SUPPLIES 


E 


ECONOMIC POLICY 


See also BUDGET, U.S. 

Council of Economic Advisers, Schultze nam- 
ed chairman by President-elect Carter, 
nominee supports pollution control based on 
economic incentives rather than regulation 
1227 

Industrial plant closings due to environmental 
regulations, EPA requests information 
from firms in effort to minimize adverse 
employment effects 1197; five plant 
closings and three curtailments due to en- 
vironmental rules reported during third 
quarter of 1976, EPA report to Labor Dept. 
1375 

Pollution control expenditures 

—Commerce Dept. reports spending in- 
creased more rapidly than Gross National 
Product during 1973 and 1974, overall spen- 
ding by consumers, business and govern- 
ment detailed, Bureau of Economic 
Analysis 1452 

—Control methods and costs going beyond 
that needed to clean up environment 
scored, current trends requiring installa- 
tion of maximum technology without 
regard for costs questioned, Woodacre 1201 

—Economic effects analyzed, modest impact 
seen on overall economic growth, un- 
employment, and prices, EPA-CEQ report 
1105 

—Industry costs for abatement equipment, 17 
percent increase between 1974 and 1975 
reported, statistics for industry groups 
released, Census Bureau 1142 

—Metals industry, environmental rule will 
have ‘‘severe’’ adverse impact on copper, 
lead, and zinc producers, competitiveness 
of U.S. producers in international markets 
seen affected, Swan 1418 

—Paper industry, increased expenditures 
seen unlikely to force industry to delay in- 
vestment in ‘“‘productive capacity’’ or to 
raise prices significantly, pressures from 
environmental rules seen easing once 
retrofitting of older mills in completed, 
Council on Wage and Price Stability report 
1415 

—Petroleum industry, annual costs expected 
to increase by two to four times in next 10 

ears, costs summarized, American 
etroleum Institute study 1112 

—Tennessee Valley Authority power plants, 
fiscal 1977 environmental costs projected 
at $281 million 1172 
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EFFLUENT LIMITATION GUIDELINES 


See also ADVISORY COMMITTEES 

Economic impact of revised guidelines and 
standards, EPA seeks contractor to analyze 
impact for nine industry categories 1227 

Electroplating industry, EPA to cancel 
guidelines and standards while new 
regulations are being written, iniquities 
seen hurting smaller firms, Train 1052; 
guidelines and standards suspended by 

EPA to allow for development of new 
rules, proposed new source and pretreat- 
ment standards also withdrawn 1170 

EPA authority to promulgate single-number 
limitations and concurrent judicial authori- 
ty to review rules to be decided by Supreme 
Court, oral arguments heard in three 
related cases, summary 1163 

Fruits and vegetables processing, fecal 
coliform limitations revoked for five 
segments, EPA 1030 

Grain mills industry, new source perfor- 
mance standards for corn wet milling sub- 
category amended in response to appeals 
court ruling, EPA 1114 

Inorganic chemicals industry, Phase I 
guidelines and new source performance 
standards revoked by EPA, certain 
definitions amended, action in response to 
appeals court ruling 1118 

Iron and steel industry, postponement and 
broadening of guidelines and limitations 
sought, American Iron and Steel Institute 
position paper 1106; Sierra Club suit 
challenging EPA’s exclusion of Ohio’s 
Mahoning River Valley plants from 1977 
best practicable control technology 
guidelines, jurisdiction to review action lies 
in federal appeals courts (DC DC) 1244; 
substances not governed by promulgated 
guidelines may still be regulated on case- 
by-case basis by permit issuing authority, 
EPA General Counsel Frick’s decision 1356 

Nonferrous metals, guidelines and new source 
performance standards for aluminum and 
copper manufacturers amended, EPA 1202 

Oil and gas extraction industry, ‘‘develop- 
ment document”’ issued to accompany in- 
terim final limitations and guidelines for 
existing sources in three new onshore sub- 
categories, EPA 1058 

Ore mining and dressing point sources, 
suspension of guidelines and limitations ex- 
tended, EPA 1462 

Pesticides chemicals manufacturing in- 
ay ahh interim final limitations and 
guidelines issued for five segments, EPA 
990; comment period extended 1373 

Pharmaceutical manufacturing, interim final 
limitations published, EPA 1052 

Pulp, paper, and paperboard industry, interim 
final limitations and guidelines amended 
following public comment, changes listed, 

A 1386 

Substances not governed by promulgated 
guidelines may still be regulated on case- 
by-case basis by permit issuing authority, 
EPA General Counsel Frick’s decision 1356 

Sugar processing industry, limitations and 
guidelines for subpart F suspended while 
EPA reevaluates technical bases 1418 

Timber products, interim final pretreatment 
standards for existing sources adopted, 
EPA 1201 

Toxic pollutants, final guidelines and stan- 
dards adopted by EPA for manufacturers 
and formulators of five pollutants, stan- 
dards affect benzidine, aldrin/dieldrin, 
DDT and related compounds, endrin, and 
toxaphene 1275; guidelines published 1385 


ELECTRIC POWER 


See also UTILITIES 
Coal burning by power plants, pollution con- 
trol costs from burning low sulfur coal not 
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“significantly different’? from costs in- 
curred by high sulfur coal burning, alter- 
natives to current new source performance 
standards for sulfur dioxide considered, 
EPA staff study 995 

Coal conversion, FEA orders prohibiting 20 
power plant units from burning oil or 
natural gas approved, EPA 1141; FEA to- 
direct that 20 proposed plants be con- 
structed with capability of burning coal 
as primary energy source 1375 

Coal-fired steam generators, sulfur dioxide 
new source performance standards, EPA 
considering amendment to require 90 per- 
cent control on all plants, Strelow 1025 

Construction Work In Progress (CWIP) 
costs, utilities may include capital costs for 
environmental equipment and coal conver- 
sion in wholesale rates, Federal Power 
Commission ruling 1033; EPA Ad- 
ministrator Train praises decision as 
beneficial to environment and financial 
health of industry 1250 

Fossil fuel-fired steam generators, perfor- 
mance standards amended to permit burn- 
ing of wood residue by some facilities 
as low-sulfur fuel, EPA 1111 

Lignite-fired steam electric generators, EPA 
proposes amendments to performance stan- 
dards to establish limits for nitrogen ox- 
ides, text 1256, 1257 

Magnesium plant construction, Interior Dept. 
contract with firm for delivery of power 
does not require impact statement, Interior 
must consider plant itself as part of 
Bonneville Power Admn. program impact 
statement (CA 9) 1102 

National Assn. of Electric Companies, com- 
ments submitted on Clean Air Act legisla- 
tion, Congress urged to consider current 
technology and economic factors in future 
amendments, unrealistic deadlines in last 
year’s House bill charged, Megonnell 1233 

Natural gas burning in utility boilers, 
proposal to use surplus gas to abate air 
pollution emergencies denied by FPC, in- 
teragency investigation’s preliminary fin- 
dings show no proof that burning can 
alleviate pollution crises 1208 

Navajo Indian Irrigation Project, Interior 
Dept. proposed pores plant construction, 
National Wildlife Federation files suit 
seeking injunction pending consideration of 
alternatives to plant in impact statement 
1223 

Scrubbers, power firm’s elimination on three 
plants, EPA letter advising firm that action 
would subject them to new source review 
under significant deterioration rules, 
review petition dismissed without opinion 
(CA DC) 1274 

Southwest power development, analysis need- 
ed on impacts of alternative policies, 
regional planning study recommended, 
EPA contractor’s draft report 996 

Steam electric power generating plants dis- 
charging wastes to publicly owned treat- 
ment works, draft document for develop- 
ment of pretreatment guildelines issued, 
comments requested, EPA 1118 

Tennessee Valley Authority power plants, 
fiscal 1977 environmental costs projected 
at $281 million 1172 

Transmission line in Greene County, N.Y, 
FPC impact statement for licensing ruled 
adequate, case remanded to commission on 
issue of attorneys’ fees (CA 2) 1193 

Turbine generator component for planned 
steam electric plant, city’s acceptance of 
bids does not constitute commencement of 
construction under Federal Water Act and 
thus is not subject to new source standards, 
EPA general counsel’s decision 1250 


ELECTROPLATING INDUSTRY 


See EFFLUENT LIMITATION 
GUIDELINES 


ENERGY (in General) 


See also specific resources; ENERGY 
RESEARCH AND DEVELOPMENT AD- 
MINISTRATION; FEDERAL ENERGY 
ADMINISTRATION 

EPA assistant administrator Alm resigns to 
help energy chief Schlesinger establish 
national energy policy and work on 
reorganizing federal agencies 1447 

National Society of Professional Engineers 
urges Carter Admn. to emphasize conser- 
vation and rational use of energy resources 
1451 

New Directions lobby group to push for “‘soft 
energy’ economy based on conservation 
and renewable resources, campaign to 
prohibit reprocessing plutonium and 
breeder reactors planned, Peterson 1234 

Portland cement production, use of 
refuse-derived fuel as supplemental energy 
source to be evaluated under study jointly 
funded by ERDA and Browning-Ferris In- 
dustries, Inc. 1113 


Production and use of energy cited as main 
cause of environmental degradation, 
problem of providing adequate energy seen 
as one of four most critical needs for future, 
Peterson 1061 


Public opinion survey shows most Americans 
concerned about energy shortages, increase 
in nuclear power supported by majority, 
Harris poll 1133 

Reorganization plan proposed in President 
Ford’s report to Congress, consolidation of 
various agencies into single cabinet-level 
department recommended, EPA not includ- 
ed in plan, options for shifting present 
responsibilities for energy-related func- 
tions detailed 1372 

Research and development efforts by Federal 
Government, hearing scheduled to consider 
environmental and energy conservation 
aspects, Council on Environmental Quality 
1029 


ENERGY RESEARCH AND DEVELOPMENT 
ADMINISTRATION 


Advisory committee established to advise ad- 
ministrator on environmental and safety 
aspects of energy technology 1235 


Budget request for fiscal 1978, breakdown 
1399 


Coal conversion to clean boiler fuels, program 
to build demonstration plant at III. site be- 
ing reevaluated, ‘‘high technical risk’’ of 
process and marginal economics cited 1380 


Coal gasification, agreement signed with 
American Gas Assn. for continued opera- 
tion and funding of joint pilot plant 
program 1171 


Coal research projects, new program of small 
grants initiated to encourage ‘“‘high risk’’ 
projects with long-term potential 1206 


Contracts, see PROCUREMENT, subhead: 
ERDA 


Environmental review of proposed and ex- 
isting actions, guidelines amended, ste 
and procedures established for discharging 
responsibilities under NEPA and other laws 
1454 


Nuclear waste management, draft contrac- 
tor’s report recommends establishment of 
separate Radioactive Waste Authority, 
separation of licensing, management, and 
technology development functions proposed 
990 


ENVIRONMENT REPORTER 
See APPOINTMENTS, PERSONNEL 
CHANGES 
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ENVIRONMENTAL IMPACT STATEMENTS 


Army installation closing, appeals court rul- 
ing that statement is not required, Supreme 
Court review denied 1403 

B-1 bomber, environmental groups file suit to 
enjoin Defense Dept. from spending ad- 
ditional money or entering into contracts 
until adequate statement is prepared 1360 

Coastal zone energy impact program, 
regulations seen having ‘“‘minimal’’ adverse 
environmental effects, NOAA final state- 
ment 1247 

Commission on Federal Paperwork sym- 
posium, techniques for reducing paperwork 
and work time in preparing statements out- 
lined, speakers 1169 

Deepwater ports, Transportation Dept. issues 
final statements on two proposed projects 
in Gulf of Mexico, chances of oil spills pro- 
jected, air quality impacts assessed 1284 

Discharge permit program, EPA to 
promulgate regulations describing 
procedures for applying NEPA to issuance 
of new source permits 1273; procedures 
issued 1374 

Duck and goose hunting, Interior Dept. 
regulations requiring hunters in certain 
areas to use steel rather than lead shot up- 
weg statement ruled adequate (DC DC) 
1446 


Electrical power transmission line in Greene 
County, N.Y., FPC statement for licensing 
ruled adequate (CA 2) 1193 

Energy Research and Development Admn. 
amends guidelines for environmental 
review of proposed and existing actions, 
policies and procedures established for dis- 
charging responsibilities under NEPA and 
other laws 1454 

Federal agencies 

—Inadequate statements requiring modifica- 
tion, list 1059, 1369 

—Statements submitted, list 993, 1030, 1060, 
1109, 1141, 1200, 1229, 1251, 1287, 1370, 
1409, 1458 

Hurricane protection Debate citizen group’s 
suit challenging sufficiency of statement, 
court refuses to dismiss suit because of 
laches (DC La) 1274 

Magnesium plant construction, Interior Dept. 
contract with firm for delivery of power 
does not require statement, Interior must 
consider plant itself as part of Bonneville 
Power Admn. program impact statement 
(CA 9) 1102 

Massachusetts regulations governing 
preparation of impact reports, hearing 
scheduled to consider proposed 
amendments, Executive Office of En- 
vironmental Affairs 997 

Navajo Indian Irrigation Project, Interior 
Dept. proposed power plant construction, 
National Wildlife Federation files suit seek- 
ing injunction pending consideration of 
alternatives to plant in statement 1223 

Oil storage in underground sites, storage of 
crude oil under Strategic Petroleum 
Reserve Program seen having little impact 
on sites or surroundings, FEA final 
programmatic statement 1416 

Orange herbicide, Air Force statement on 
reprocessing proposal, National Wildlife 
Federation criticizes statement for failing 
to discuss means of disposing recovered 
contaminant, Kamlet 1111 


ENVIRONMENTAL PROTECTION AGENCY 


See also ADVISORY COMMITTEES; specific 
subject rea 
Administrator ain resigns, President 
Carter to name successor 1357; term 
reviewed in interview, advice and insights 
ven for successor, accomplishments and 
pointments of administration detailed 
1403: Train praised by Senate Public Works 
Committee members at farewell hearing, 


agency’s progress, programs, and problems 
reviewed, testimonies 1405; President’s 
delay in nominating new admnistrator seen 
reducing Administration’s influence on pen- 
ding air and water legislation, Billings 1446 
Air pollution controls, status outlined follow- 
ing failure of Congress to pass Clean Air 
Act amendments, defeated proposals not 
““essential’”’ to carrying out programs, ma- 
jor problem seen as continuing uncertainty 
over emission standards 
automobiles, Train 982 
yi see APPOINTMENTS, PER- 
ONNEL CHANGES 
pipeeere nee for fiscal 1978, Administrator 
ain meets with President Ford to appeal 
extensive cuts in proposed budget, funds for 
sewage treatment and toxic substances en- 
forcement in conflict 1164; President 
Ford’s budget proposes funding increase of 
$28 million for agency, long-term funding of 
municipal construction grants program 
recommended, EPA expected to seek in- 
creases from Carter Admn., funding 
breakdown 1395; EPA charts on general 
and construction grants budgeting, text 
1429; budget proposal would require job 
cuts at most research facilities, agency 
considering staff cuts and closings, 
breakdown of proposed job reductions 1445 


Architect-engineer evaluation board for 
reviewing procurement requests, policies 
and procedures for establishment adopted 


1053 
Contracts, see PROCUREMENT 
Financial assistance to participants in agency 
proceedings, advanced notice of proposed 
rulemaking issued, compensation provided 
for attorney fees, witness fees, and other 
reasonable costs, text 1369, 1387 
Grants, see FINANCING, FEDERAL 
Memoranda 
—Federal facilities’ compliance with state 
Geen requirements, Supreme Court ruling 
olding requirements inapplicable, regional 
offices directed to ensure that installations 
comply with air and water standards, 
Hanmer memo, text 1163, 1174 
—Federal Water Pollution Control Act, 1977 
legislative priorities outlined, agency 
preparing to seek approval of ‘‘non- 
compliance fee” for point sources which 
miss statutory deadlines, $45 billion in con- 
struction grants authorizations sought over 
next 10 years, Train’s draft memo to OMB, 
text 1132, 1157 
—List of violating facilities, EPA to 
automatically presume listing for major 
polluters involved in serious noncompliance 
cases, Train memo to regional ad- 
ministrators 1401 
—Sewage treatment construction grants 
program 
——Costs of start-up services and preparation 
of operation plans held eligible for 
grants, Rhett memoranda 1167 
——Land application activities, costs of 
leases or easements eligible for grants, 
Train memo to regional administrators 
1383 
——Multiple purpose projects, total costs 
allowable for — funding must not ex- 
ceed amount allocated to control pollu- 
tion, Rhett memo to regional ad- 
ministrators 1225 
——Profit guidelines for contracts in 
program, EPA not formally issuing 
gul elines at present, various options to 
explored for possible future issuance 
of direct labor and profit guidelines, Alm 
memo to regional administrators 1410 
—State air quality plans 
——Nonattainment areas, guidance for deter- 
mining acceptability of regulations 
issued, revisions to rules for cleaning up 
dirty-air areas must stipulate installation 
of toughens feasible controls, Strelow 
memo, text 1187, 1210 


for 1978 


——Oxidant controls, cf recent calls 
for revisions, underlying national strage- 
ty detailed, Strelow memo to regional 
administrators 1119 
—Toxic substances, Office of Enforcement to 
complete draft plan for dealing with 
emergencies, enforcement plan by task 
force to provide interim guidance, Legro 
memo 1108; manual for dealing with 
emergencies sent to regional ad- 
ministrators, enforcement options outlined, 
Legro memo included 1357 

—Transition between Ford and Carter Ad- 
ministrations, top agency officials re- 
quested to list subjects for possible position 
papers to aid incoming Administration, 
Alm memo 1048 

—Water quality management planning, Sec. 
208 grant money may be used to fund air 
quality-related activities necessary in 
assessing air quality effects of 208 plans, 
activities eligible for funds listed, Breiden- 
bach and Strelow memo 1133 

Office of Management and Budget’s “quality 
of life’’ review, EPA seeking revision or 
possible elimination of process by which 
regulations are put through stringent in- 
teragency review, process criticized for 
obstructing and delaying programs 1197; 
review expected to undergo major 
revisions, OMB rejects two EPA 
fen cae a for revising process, OMB con- 
sidering applying same review or modifica- 
tion to other agencies, EPA proposal sum- 
marized 1243; EPA unilaterally terminates 
review, benefits and disadvantages of 
process detailed, Quarles memo to assis- 
tant administrators 1443 

President-elect Carter notes low image of 
agency in eyes of public, interference by Of- 
fice of Management and Budget and low en- 
vironmental priorities by previous ad- 
ministrations blamed 1024 

Regional activity 

—Discharge permit program, October en- 
forcement actions taken by Region IV 
reported, statistics 1173; enforcement ac- 
tions taken in December reported 1448 

—Enforcement actions 1173, 1448 

Regulations, agency publishes list of major 
rules under consideration in attempt to en- 
courage public involvement in process, text 
1101, 1122 

Toxic Substances Office, formation of new of- 
fice announced, Johnson named acting 
assistant administrator, Quarles 1021; 
EPA expecting 100 or more new position 
authorizations in 1977, office drawing up 
position descriptions 1254 

Transition between Ford and Carter Ad- 
ministrations, Administrator Train calls on 
agency personnel to cooperate in bringing 
bi smooth transition, Alm designated to 
lead in developing necessary briefing 
materials 1022; top agency officials re- 
quested to list subjects for possible position 
papers to aid transition, Alm memo 1048; 
agency’s transition paper outlines current 
attitudes on wide range of areas under its 
jurisdiction, text 1267, 1288 


F 


FEDERAL AGENCIES 
See specific agencies and departments 


FEDERAL AID 
See FINANCING, FEDERAL 


FEDERAL AVIATION ADMINISTRATION 


See also AIR TRANSPORT 

Airport development actions affecting en- 
vironment, revised processing procedures 
adopted 993 
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FEDERAL ENERGY ADMINISTRATION 
Budget request for fiscal 1978, breakdown 
1398 


Coal conversion by electric power plants, 
order prohibiting 20 units from burning oil 
or natural gas approved, EPA 1141; FEA to 
direct that 20 proposed plants be con- 
structed with capability of burning coal as 
primary energy source 1375 

Strategic Petroleum Reserve Program, un- 
derground storage of crude oil seen having 
little environmental impact on sites or sur- 
roundings, final programmatic impact 
statement 1416 


FEDERAL MARITIME COMMISSION 


Oil spills, certificates of financial respon- 
sibility issued to 182 vessel owners and 
operators who have established respon- 
sibility 1252 


FEDERAL POWER COMMISSION 


Construction work by electric utilities, ruling 
permits utilities to include capital costs for 
environmental equipment and coal conver- 
sion in wholesale rates 1033; EPA Ad- 
ministrator Train praises decision as 
beneficial to environment and _ financial 
health of industry 1250 

Natural gas burning in utility boilers, 
proposal to use surplus intrastate gas to 
abate air pollution emergencies denied, in- 
teragency investigation’s preliminary find- 
ings, show no proof that burning can 
alleviate pollution crises 1208 


FEDERAL REGULATIONS 


See status chart on p. 91:0061 in Federal 
Regulations binder; specific subject 
headings 


FEDERAL WATER POLLUTION CONTROL 


ACT 
See WATER QUALITY STANDARDS 


FINANCING, FEDERAL 


See also LEGISLATION, FEDERAL, HR 11 

Environment Protection Agency 

—Awards during first half of fiscal 1976 for 
state and local assistance grants 
programs, published listing available from 
NTIS 1031 

—Farm fields, erosion and chemical run-off 
control, EPA and Small Business Admn. 
offering low-interest loans to help farmers 
comply with Federal Water Act 1417 

—Financial assistance to participants in agen- 
cy proceedings, advanced notice of propos- 
ed rulemaking issued, compensation 
provided for attorney fees, witness fees, 
and other reasonable costs, text 1369, 1387 

—Grants to state and local jurisdictions, $297 
million awarded in September, most grants 
awarded for sewage treatment construc- 
tion, breakdown 1062; awards during Oc- 
tober reported, most grants awarded for 
sewage treatment facilities, statistics 1209 

—List of violating facitilities, Star-Kist 
Caribe, Inc., added to list for continued 
violation of construction timetable and sub- 
mittal of plans for compliance in discharge 
permit, firm becomes ineligible to receive 
federal contracts, grants or loans 997; 
EPA's listing of Del Monte plant for con- 
tinued violation of schedule for building 
abatement equipment upheld (DC PR) 
1101; Natural Resources Defense Council 
charges EPA not using list effectively, con- 
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sideration of additional facilities convicted 
for civil or criminal violations urged, 
recommendations issued 1247; Allied 
Chemical Corp. plant placed on list for 
violating consent order 1252; EPA to 
automactically presume listing for major 
polluters involved in serious noncompliance 
cases, Train memo to_ regional ad- 
ministrators 1401 
—Nonprofit organizations, grant regulations 
amended to make them consistent with 
other federal procedures for administering 
grants to groups, comments requested 1256 
—Ocean dumping of sewage sludge, federal 
funds for determining environmentally 
acceptable land-based alternatives, all 
N.Y. and N.J. sewer authorities currently 
dumping sludge have met application 
deadline 1029 
—Sewage treatment 
——See also LEGISLATION, FEDERAL, HR 
11, S 57 
——Advanced facilities, GAO report 
questions efficiency and effectiveness in 
achieving water quality goals, 
recommendations for saving money in 
grants program detailed, low state and 
EPA emphasis on planning noted 1276 
——Appropriations authorized by Public 
Works Employment Act of 1976, grants 
regulations amended by EPA to provide 
for allocating $480 million to states 
1110; EPA seeks $45 billion in grants 
authorizations over next 10 years, other 
legislative proposals outlined, Train’s 
draft memo to OMB, text 1132, 1157; Ad- 
ministrator Train meets with President 
Ford to appeal extensive cuts in propos- 
ed fiscal 1978 budget following un- 
successful appeal to OMB 1164; transi- 
tion report on program funding published 
by EPA, more money and personnel cited 
as priority needs, current status of 
program long-term needs outlined, text 
1187, 1212; construction grants projected 
to remain at fiscal 1977 levels through 
fiscal 1982, Congressional Budget Office 
projections 1197; President Ford’s fiscal 
1978 budget request proposes $45 billion 
in 10-year funding for program starting 
in 1978, EPA differences outlined by Ad- 
ministrator Train, EPA charts on con- 
struction grants funding published, text 
1395, 1429 


——Bid cancellation by Cleveland Regional 
Sewer District upheld, readvertisement 
for bidders permitted, EPA and lower 
court rulings vacated, case remanded 
(CA 6) 1024 

——Carter Administration to undertake 
‘‘thorough”’ review of construction grants 
program, additional funds to be sought, 
meas! to New Jersey EPA commissioner 
1021 

——Construction costs, data base used to es- 
timate costs being reexamined by EPA 
and Corps of Engineers, consulting firm 
surveying projects in EPA regions under 
contract 1373 

——Grants to state and local jurisdictions, 
$272 million awarded in September for 
construction or improvement of 
facilities 1062; $127.3 million awarded 
during October, statistics 1209 _ 

——Land application activities, costs of 
leases or easements eligible for construc- 
tion grants, Train memo to regional ad- 
ministrators 1383 


——Legislative amendments affecting con- 
struction grants program to be sent to 
Congress when President Ford’s fiscal 
1978 budget is submitted 1245; proposed 
amendments provide for transfer of 
authority and responsibility for grants 
program to states, increased funding 
sought over next decade, summary of 
amendments 1348 


——Loans made by Federal Financing Bank 
to grantees, EPA considering rules to 
carry out recently enacted legislation 
authorizing agency to guarantee loans 
1112 


——Multiple purpose projects, total costs 
allowable for grant funding must 
not exceed amount allocated to control 
pollution, Rhett memo to regional ad- 
ministrators 1225 

——Natural Resouces Defense Council con- 
ducts survey of 10 regional offices on 
cost-effectiveness of program, priority 
lists, land use conditions attached to 
grants, and achievement of congressional 
mandates results outlined, stronger 
headquarters guidance from agency 
recommended, Hall and Donley 1055 

——New Haven, Conn., site selection for 
secondary plant, EPA may not reject 
city’s plans without following its own cost 
effectiveness guidelines (DC Conn) 1270 

——Procurement of architectural and 
engineering services, EPA subagreement 
regulations, appendices revised to reflect 
comments received 1279 


——Profit guidelines for contracts in con- 
struction grants, EPA not formally issu- 
ing guidelines at present, various options 
to be explored for possible furture 
issuance of direct labor and profit 
guidelines, Alm memo to regional ad- 
ministrators 1410 


——Public works jobs law, $170 million of 
$1.95 billion spent on local sewerage pro- 
jects 1372 


——Start-up services and _ preparation of 
operation plans, costs held eligible for 
federal grants, Rhett memoranda 1167 
—State municipal projects receiving grant 
priority, published listing available from 
NTIS 1063 

—Water quality management planning under 
Sec. 208 of Federal Water Act, grant money 
may be used to fund air quality-related ac- 
tivities necessary in assessing air quality 
effects of 208 plans, activities eligible for 
funds listed, Breidenbach and Strelow 
memo 1133 


Health, Education, and Welfare Dept. 

—Environmental education project grants 
available under Environmental Education 
Act, applications invited, Office of Educa- 
tion 1143 


Housing and Urban Development Dept. 

—Community development plans drawn up to 
comply with Government’s comprehensive 
planning assistance program, local agen- 
cies required to allow air quality agencies 
to review plans for consistency with state 
implementation plans, agreement signed 
with EPA 1142 


National Oceanic and Atmospheric Admn. 

—Coastal zones 

——Admimistrative grants to carry out 
management programs, procedures 
proposed by which states can meet re- 
quirements, text 1286, 1334 


——Energy impact aid progran proposed 
regulations may be inflationary, 
modification suggested, Council on Wage 
and Price Stablility 1112; comment 
period extended 1171; revised 
regulations to be published shortly, final 
environmental impact statement being 
prepared, additional comments on 
regulations 1228; regulations seen havin 
“‘minimal’’ adverse environmenta 
effects, NOAA final impact statement 
a interim final regulations published 


——Management program development 
grants, procedures proposed by which 
states can meet planning requirements, 
text 1171, 1177 
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FISH AND WILDLIFE 


American alligator reclassified from present 
listing as endangered species to status of 
threatened species in certain regions, 
Interior Dept. 1384; reclassification shows 
ability of U.S. to save nearly extinct 
species, Read 1464 

Bat control, Mass. and Tex. agencies issued 
“crisis exemptions ’’ to use DDT to control 
rabid bats, EPA 1373 

Coyote control, Fish and Wildlife Service 
applies to EPA for experimental use permit 
to use sodium cyanide in M-44 devices 1203 

Duck and goose hunting, Interior Dept. 
regulations requiring hunters in certain 
areas to use steel rather than lead shot up- 
held, impact statement ruled adequate (DC 
DC) 1446 

Fish and Wildlife Service, budget request for 
fiscal 1978, breakdown 1397 

Marine life, os pea levels and diversity 
found not affected by ‘low-level exposure’’ 
to crude oil, American Petroleum Institute 
study 1141 

Marine mammals, status of certain species 
and administrative actions taken between 
1975 and 1976 reported, Fish and Wildlife 
Service report 1381 

Mississippi sandhill crane, appeals court deci- 
sion requiring Interior Dept. to ensure that 
construction of interstate highway will not 
jeopardize continued existence of en- 
dangered crane, Supreme Court review 
denied 1136 

Ohio River catfish, concentrations of 

lychlorinated biphenyls and chlordane 
ound, interstate sanitation agency 1204; 
chemical contamination to be investigated 
extensively by commission, health-related 
aspects of PCBs and long-term impacts to 
be determined 1463 

Porpoises, incidental killing by tuna 
fishermen, lower court’s refusal to restrain 
Interior Dept. from enforcing porpoise 
quota regulations, Supreme Court Justice 
Rehnquist denies request to temporarily 
enjoin ban on fishing method 1049; National 
Marine Fisheries Service amends 
regulations governing taking of marine 
mammals, American Tunaboat 
Association’s general permit for commer- 
cial fishing operations extended 1286 

Predator control on public lands, President 
Ford decides not to repeal Executive Order 
banning use of three highly toxic predator 
poisons 1246 


Southern sea otter listed as threatened 
species, possiblity and consequences of oil 
spill along Calif. coastline cited, Fish and 
Wildlife Service 1462 

Underwater vessels, Navy Dept. proposed 


communications system, resulting electric 
and magnetic fields seen having little 


adverse effect on marine life, ational 
Research Council preliminary _ findings 
1232 

FLORIDA 


Dredge and fill permit denial, state does not 
own lakes to which firm claims ownership, 
lakes not designated as sovereign land in of- 
ficial surveys ruled nonnavigable waters 
(Fla SupCt) 1223 

Mineral resource management and surface 
mining, selected laws and governmental 

rograms analyzed under Resource and 
asd Investigations program, Geological 
Survey report 1209 

Sulfur oxides and water quality problems, 
hearings scheduled to consider recently 
completed studies, Environmental Regula- 
tion Dept. 1029 


FOOD AND DRUG ADMINISTRATION 


Chlorofluorocarbon propellants in aerosol 
spray c-ans, EPA and FDA begin work on 
regulations to phase out propellants, 
proposes regulation requiring warning 
abels to be published 1051 


FORESTS 


See also LEGISLATION, FEDERAL, S 3091 

Timber harvesting near California’s Redwood 
National Park, Justice Dept. and three 
timber firms sign agreement providing for 
review of all proposed harvesting 
operations 1110 


FRUITS AND VEGETABLES 


See EFFLUENT 
GUIDELINES 


LIMITATION 


G 


GASOLINE 
See MOTOR VEHICLES 


GENERAL ACCOUNTING OFFICE 


Motor vehicle emissions, Executive Branch 
urged to develop plans to coordinate 
emissions, fuel economy, and safety stan- 
dards, report 1448 

Ocean dumping, EPA urged to consider 
effects of alternatives on total environment 
ue halting all ocean disposal, report 
1451 

Sewage treatment construction grants 

rogram, report outlines recommendations 
or saving money, efficiency and effec- 
tiveness of advanced facilities questioned, 
low state and EPA emphasis on planning 
noted 1276 


GEOLOGICAL SURVEY 
Budget request for fiscal 1978, breakdown 
1397 


Florida mineral resource management and 
surface mining, selected laws and 
governmental programs analyzed in report 
prepared under Resource and Land 
Investigations program 1209 

Ground water modeling techniques, status 
and use by USGS described, report 
available 1205 

Streamflow and ground-water conditions, 
monshy report shows below normal flows 
in north central and western states 1231; 
U.S. water supply drops to normal in 1976 
following three years of high flows 1365 


GEORGIA 


Sapelo Island and surrounding areas 
lesignated as nation’s second estuarine 
sanctuary, NOAA 1376 


GRAIN MILLS INDUSTRY 


See EFFLUENT 
GUIDELINES 


LIMITATION 


GRANTS 
See FINANCING, FEDERAL 
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HEALTH, EDUCATION, AND WELFARE 
DEPARTMENT 


Environmental education project grants 
available under Environmental Education 
Act, i) eae invited, Office of Educa- 
tion 1143 


HIGHWAYS 


Federal-aid highway construction through 
historic area, ie court ruling affir- 
ming Interior cretary’s determination 
that site is likely to meet criteria for inclu- 
sion in national register and thus entitled to 
Pegi Supreme Court review denied 


Illinois Transportation Dept. plans public 
hearings to consider vesulaiiane governing 
transportation of hazardous materials on 
state highways 1371 

Mississippi interstate highway construction, 
appeals court decision requiring Interior 
Dept. to ensure that construction will not 
threaten continued existence of endangered 
sandhill crane, Supreme Court review 
denied 1136 


HOUSING AND URBAN DEVELOPMENT 
DEPARTMENT 


Community development plans drawn up by 
local agencies to comply with comprehen- 
sive planning assistance program, local air 
quality agencies must be allowed to review 
plans for consistency with state implemen- 
aca plans, agreement signed with EPA 


IDAHO 


Air pollution regulations, hearing scheduled 
to consider revisions, Health and Welfare 
Dept. 1371 

Kepone wastes, Allied Chemical Corp. 
proposal to dispose in state underground 
disposal facility, unfavorable public reac- 
tion and objections to transporting wastes 
peat Governor Andrus to oppose plan 

1 


ILLINOIS 


Air quality implementation plan, EPA 
proposes revision to amend state’s 
emergency episode regulations dealing with 
ozone, text 1412, 1439 

Hazardous materials, transportation on 
state highways, Transportation Dept. plans 
public hearings to consider regulations 1371 

Pollution Control Board schedules hearings on 
various environmental rules 1235 

Reclamation of household wastes, energy 
potential estimated, Kinsey, AISI recycling 
seminar 1140 

State EPA barred from bringing cases before 
Pollution Control Board, state attorney 
pans ruled only official empowered to 

ring suit where state is real party in in- 
terest, trial court ruling affirmed (Ill 
SupCt) 1193 


IMPACT STATEMENTS 


See ENVIRONMENTAL 
STATEMENTS 


IMPACT 
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INDUSTRY (In General) 


See also specific industry headings 

Del Monte de Puerto Rico, Inc., EPA’s listing 
of plant as violating facility ineligible to 
receive federal funds upheld, continued 
violation of schedule for building abatement 
equipment cited (DC PR) 1101 

Derby Sand and Gravel Co., Conn., par- 
ticulate emissions exceeding state limits, 
firm fined for failure to install control 
equipment, Environmental Protection 
Dept. 1027 

Effluent limitation guidelines, see 
EFFLUENT LIMITATION GUIDELINES 

General Electric Co., N.Y., polychlorinated 
biphenyl discharges into Hudson River, 
firm turns over $3 million to state agency 
as its share of cleanup costs 1027 

Growth and environmental requirements, 
EPA Deputy Administrator Quarles calls 
for overall system in regulation so that one 
industry’s requirements can be considered 
simultaneously 1138 

Kennecott Copper Corp., Nev. smelter’s air 
emissions, federal district court order affirm- 
ing state’s grant of variance due to 
economic infeasibility of controls, EPA 
files appeal 1354 

Metals industry, environmental rules will 
have ‘‘severe’’ adverse impact on copper, 
lead, and zinc producers, competitiveness 
of U.S. producers in international markets 
seen affected, Swan 1418 

National Assn. of Manufacturers submit posi- 
tion paper to President Carter, revisions to 
Clean Air Act and Federal Water Act 
recommended to balance environmental 
benefits with economic and energy costs of 
control 1456 

Plant closings resulting from environmental 
regulations, EPA requests information 
from firms in effort to minimize adverse 
employment effects 1197; five plant 
closings and three curtailments due to en- 
vironmental rules reported during third 
quarter of 1976, EPA report to Labor Dept. 
1375 

Pollution abatement equipment costs, 17 per- 
cent increase reported between 1974 and 
1975, statistics for industry groups issued, 
Census Bureau 1142 

Portland cement production, use of 
refuse-derived fuel as supplemental energy 
source to be evaluated under study jointly 
funded by ERDA and Browning-Ferris In- 
dustries, Inc. 1113 

Potato Service, Inc., discharges into river of 
pollutants and unprocessed wastewater, 
firm and its president fined for bypassing 
aerators in treatment facilities (DC Me) 
1252 

Procter & Gamble Co., new ‘‘builder”’ 
material developed to further reduce 
amount of phosphate used in laundry 
detergents 1171 

Reynolds Aluminum Recycling Co., price in- 
crease announced for amount paid to public 
for recycling beverage cans and other 
household aluminum 1377 

Star-Kist Caribe, Inc., P.R., EPA adds firm to 
list of violating facilities for continuing non- 
compliance with water standards, firm 
becomes ineligible to receive federal con- 
tracts, grants or loans 997 


INFORMATION 


See also PUBLICATIONS AND REPORTS 

Environmental regulations, EPA publishes 
list of major rules under consideration in 
attempt to encourage public involvement in 
process, text 1101, 1122 

Freedom of Information Act regulations 
proposed by Council on Environmental 
Quality, text 1198, 1214 
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Industrial plant closings due to environmental 
regulations, EPA requests information 
from firms in effort to minimize adverse 
employment effects 1197; five plant 
closings and three curtailments due to en- 
vironmental rules reported during third of 
1976, EPA report to Labor Dept. 1375 

Privacy Act of 1974 CEQ proposes regulations 
to establish compliance procedures, 
method for release of records on in- 
dividuals provided, text 1286, 1343 

Toxic Substances Control Act, provisions re- 
quiring chemical manufacturers to notify 
EPA of any substances that presents 
‘substantial risk,’’ compliance procedures 
to be published shortly, Johnson 1272; EPA 
to meet with outside groups before 
publishing procedures 1449 


INORGANIC CHEMICALS INDUSTRY 


See EFFLUENT LIMITATION 
GUIDELINES 


INTERIOR DEPARTMENT 


See also internal bureaus and agencies 

Appointments, see APPOINTMENTS, PER- 
SONNEL CHANGES 

Budget request for fiscal 1978, breakdown 
1396 


Strip mining on federally leased land, 
regulations to control steep slope mining 
proposed 1374 

Transition staff prepares briefing book for 
Secretary-designate Andrus, strip mining 
controls, renewed moratorium on federal 


coal leasing, and reevaluation of numerous 
water projects listed as “possible im- 
mediate actions” 1272 


INTERNATIONAL AFFAIRS 


China’s detonation of nuclear bomb, 
radioactive fallout seen having only limited 
health effects in U.S., radiation 
measurements at monitoring sites 
reported, EPA 1382 

U.S.-USSR Joint Committee on Cooperation in 
Environmental Protection, report adopted 
at fifth annual meeting, U.S. and Soviet 
Union agree to expand cooperation by ex- 
changing technological processes, equip- 
ment and specialists 1384 


lOWA 


Air quality implementation plan, EPA 
proposes revision to amend state’s ex- 
ecutive committee rules dealing with con- 
fidentiality of information and various air 
pollution control rules, text 1028, 1038 

Air standards, state delegated authority to en- 
force performance standards for new 
stationary source, EPA 1283 

Governor Ray’s ‘“‘state-of-the-state’’ message 
calls for enactment of land use legislation 
and nonreturnable containers ban 1450 


IRON AND STEEL INDUSTRY 
See STEEL INDUSTRY 


J 


JOURNAL 


Congress 1040, 1184, 1215, 1390, 1440, 1470 

Executive branch 1015, 1040, 1094, 1127, 
1160, 1184, 1215, 1240, 1262, 1344, 1392, 
1440, 1471 

Local government 1016, 1160, 1471 

Meetings scheduled 1016, 1040, 1095, 1128, 
1216, 1240, 1263, 1344, 1472 

State government 1016, 1095, 1128, 1160, 
1184, 1215. 1240, 1263, 1344, 1392, 1471 


JUSTICE DEPARTMENT 


Attorney General-designate Bell, opinions on 
federal environmental statutes while sitting 
as appeals cuurt judge reviewed, summary 
1281 

cae request for fiscal 1978, breakdown 


Timber harvesting near California’s Redwood 
National Park, agreement signed with 
three firms to provide review of all propos- 
ed harvesting operations 1110 


K 


KENTUCKY 


Air quality implementation plan, previously 
approved revision amending sulfur dioxide 
control strategy, EPA requests additional 
comments in response to environmental 
group’s petition for appeals court review, 
specific issues listed 1282 


KEPONE 
See PESTICIDES 


LAKES AND RIVERS 


(Includes other bodies of water, e.g., bays) 
See also RIVER BASINS 
Aroostook River, Maine firm and its president 
fined for discharging pollutants and un- 
processed wastewater (DC Me) 1252 
Bailey’s wre Va., EPA efforts to clean-up 
pesticide Kepone from James River to be 
concentrated on bay, additional data re- 
quired prior to undertaking largescale 
dredging project, Train letters to Va. and 
Md. governors 995 
Baltimore Harbon, ship captain’s failure to 
notify Coast Guard of oil spill, $500 fine im- 
posed (DC Md) 985 
Florida lakes not designated as sovereign land 
in official surveys ruled nonnavigable 
waters, firm’s claims of ownership to lakes 
upheld in dredge and fill permit suit (Fla 
SupCt) 1223 
Gulf of Mexico, oil spills amounting to 51,000 
barrels of oil reported between 1971 and 
1975, Geological Survey report 1119 
Hackensack River, N.J., meat processors and 
packagers discharging manufacturing 
wastes into tributary, U.S. Attorney files 
complaint seeking injunction 1027 
Hudson River, N.Y., General Electric Co. dis- 
charges of polychlorinated biphenyls, firm 
turns over $3 million to state agency as its 
share of cleanup costs 1027 
James River, contamination from pesticide 
Kepone, EPA to concentrate clean-up ef- 
forts on Bailey’s Bay, additional data re- 
peep prior to undertaking largescale 
aredging project, Train letters to Va. and 
overnors 995; Justice Dept. expects 
Allie Chemical Corp. to indemnify EPA 
for disposal of contaminated wastes and 
measures to contain and remove substance 
from river, Taft letter 1053; district court 
judge extends deadline for Allied Chemical 
to pay $13.2 million pollution fine 1252 
Lake Pontchartrain, La., hurricane protection 
a citizen group’ 's suit challenging suf- 
iciency of impact statement, court refuses 
. AS suit because of laches (DC La) 
Lake Superior 
—Radioactive waste dumping, Mich. Natural 
Resources Dept. requests ERDA to in- 
vestigate possible incident, Tanner letter, 
ERDA response 1062 
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LAKES AND RIVERS—Contd. 


Lake Superior—Contd. 

—Reserve Mining Company’s taconite dis- 
charges, lower court order requiring dis- 
charge halt upheld, imposition of more 
than $1 million in fines and penalties af- 
firmed (CA 8) 984; firm required to reim- 
burse Corps of Engineers for all costs in 
constructing water filtration facilities to 
provide safe drinking water to North Shore 
residents (DC Minn) 1165 

Ohio River, concentrations of polychlorinated 
biphenyls and pesticide chlordane found in 
catfish taken from river, interstate agency 
1204; chemical contamination to be in- 
vestigated extensively by commission, 
health-related aspects of PCBs and 
long-term impacts to be determined 1463 

Salt River, Ariz., dammed and diverted 
stream held ‘‘navigable water’’ under 
Federal Water Act, EPA general counsel’s 
decision 1270 

Santa Barbara Channel, Calif., development 
of oil and gas leases can proceed in accord 
rr existing laws and regulations, Kleepe 
1418 


LAND MANAGEMENT, BUREAU OF 
Budget request for fiscal 1978, breakdown 
1397 


Outer continental shelf oil and gas develop- 
ment, 217 tracts on Southern Calif. shelf 
released for possible lease sale 1454 


LAND USE 


Farm fields, erosion and chemical run-off 
control, EPA and Small Business Admn. 
offering low-interest loans to help farmers 
comply with Federal Water Act 1417 

Federal lands, Interior Secretary Kleppe urg- 
ed to take steps to protect air quality by 
beginning identification of areas for Class I 
designations and proposing Dare pepe 
Train letter 982; Interior Dept. to designate 
lands despite ‘‘uncertainties’’ over 
applicability of nondegradation rules, 
Kleppe response to EPA 1172 

Florida mineral resource management and 
surface mining, selected laws and 
governmental programs analyzed under 
Resource and Land Investigations 
program, Geological Survey report 1209 

National Environmental Development Assn. 
land use conference, Senate seen likely to 
a in next session, provisions for state 
and resources program and experimental 
single-permit licensing requirement for 
energy facilities projected, Quarles, other 
speakers 1166 

Oregon referendum to repeal state land use 
law and remove all planning from state con- 
trol defeated by voters 987 

Residential building permits, local ordinance 
prohibiting issuance of further permits un- 
til local facilities comply with specified 
standards, lower court decision enjoining 
ordinance reversed (Calif SupCt) 1402 

Sludge disposal, costs of leases or easements 
for use in land application activities eligible 
for sewage treatment construction grants, 
Train memo to EPA regional ad- 
ministrators 1383 

Virginia Council on Environment urges state 
to develop clear environmental policy and 
encourage local land use planning, annual 
report to governor and General Assembly 
1382 

Waste materials, 1976 symposium on land 
application, proceedings published, Soil 
Conservation Society of America 1383 

Wetland areas, environmental impact of con- 
struction activities analyzed, EPA report 
1106 


LEGISLATION, FEDERAL 
See also CONGRESS 


HR 


2, Strip mining 

—Udall (D-Ariz) bill, House Interior Com- 
mittee to hold formal hearings, sponsors 
foresee good chance for enactment, 
preliminary briefing sessions held by com- 
mittee, arguments for and against federal 
controls heard 1356; hearings scheduled on 
bill, new membership on House Interior 
Committee considered unlikely to diminish 
margin of support for strip mining controls 


11, Public works 

—Introduced, funding increase proposed for 
projects under Public Works Employment 
Act, House Democrats backing bill, 
hearings tentataively scheduled 1270 

2380, Motor vehicle emissions 

—Dingell (D-Mich) and Broyhill (R-NC) in- 
troduce bill to relax emission rules outside 
context of controversial comprehensive air 
bill, emission schedule through 1982 and 
Clean Air Act authorizations through 1980 
provided, staff summary of provisions, text 
1444, 1468 


s 


7, Strip mining 

—Metcalf (D-Mont) bill introduced, measure 
similar to legislation vetoed by President 
Ford, Interior Secretary-designate Andrus 
to testify when Senate Interior Committee 
begins hearings 1417 

57, Sewage treatment construction grants 
program 

—Muskie (D-Me) bill to provide $10 billion 
authorization over two years introduced, 
continuation of EPA authorization also 
provided 1364 

275, Food and Agriculture Act 

—Talmadge (D-Ga) bill introduced, omnibus 
bill includes extension of appropriations 
authority through 1980 for Federal Insec- 
vita Fungicide, and Rodenticide Act 
146 


3091, Forest Management Act of 1976 

—Signed by President, commercial logging on 
marginally productive lands prohibited, 
Forest Service required to review lands and 
reforest as needed 991 


LITIGATION (In General) 


See also CITIZENS’ SUITS; SUPREME 
COURT OF THE UNITED STATES 

Alabama water quality standards, suit by in- 
dustrial water-using firms seeking to in- 
validate EPA-promulgated standards, 
state’s motion to intervene on behalf of 
EPA denied (CA 5) 1193; EPA’s disap- 
proval of state’s standards held arbitrary 
and capricious and found violating Federal 
Water Act, EPA-promulgated standards set 
aside (DC Ala) 1355 

Allied Chemical Corp. air pollution violations 
at coke producing plant, firm fined for 
violating EPA consent order, five-year 
probation imposed (DC Ky) 1026; EPA 
places firm on list of violating facilities, 
plant ineligible for federal contracts, 
grants, or loans 1252 

American Motors Corp. fined by Calif. Air 
Resources Board for producing polluting 
cars and submitting false test reports, firm 
to pay state $1.1 million under out-of-court 
settlement 1103 

Attorney General-designate Bell, Gniejons on 
federal environmental statutes while sitting 
as appeals court judge reviewed, summary 
1281 


(ER) 15 
Bethlehem Steel plant’s discharge permit, 
EPA lacks authority to extend Federal 


Water Act’s 1977 compliance date for dis- 
chargers (CA 3) 1019 

California air quality management districts, 
state and Air Resources Board file suit to 
force Los Angeles County to pay its full 
share of funds to South Coast District 1273 

Camden, N.J., sewage sludge storage 
facilities near capacity, EPA ordered to 
issue city emergency permit to allow dump- 
ing in Atlantic Ocean for 90 days (DC NJ) 
1189; emergency permit issued 1194; law- 
suit seeking to enjoin city’s continued dump- 
ing, Maryland intervenes as plaintiff 1244; 
mayor’s office announces city will halt 
ae within six months and compost 
sludge for land application, EPA grant to 
build composting plant awarded 1282 

Clean Air Act suits 

—Enmission standard, validity not reviewable 
by district court in criminal action for 
violation of standard, dismissal of indict- 
ment reversed (CA 6) 1023 

—Previously suspended cases involving in- 
direct source review and parking manage- 
ment dismissed, third set involving fuel 
vapor recovery retained on inactive calen- 
dar (CA DC) 1355 

Detergents containing phosphates, Minn. 
regulation banning use, temporary injunc- 
tion issued pending determination of merits 
of regulation (Minn DistCt) 1228 

Discharge permit program 

—1977 compliance data for industrial dis- 
chargers, EPA lacks authority to extend 
deadline under Federal Water Act (CA 3) 
1019 

—Chemical firm’s permit containing interim 
pretreatment standards governing dis- 
charge of endrin and heptachlor into ei 
sewage treatment system ruled valid, 
government’s motion for summary judg- 
ment granted (DC Tenn) 1189 

—Coal firm’s permit, prior decision requiring 
EPA to grant adjudicatory hearing on 
two-year limit in permit stayed pending 
outcome of state court case (CA 4) 1050 

—EPA ‘“‘net-gross’’ regulations on point 
source credit for pollutant intake, challeng- 
ing suit dismissed (DC DC) 985 

—Ketchikan Pulp Co. and EPA sign consent 
decree to bring Alaska mill into compliance 
with terms of permit, installation of control 
equipment required 1053; Muskie (D-Me) 
letter requests EPA Administrator Train to 
review agreement provisions, possibilities 
for additional delay in firm’s compliance 
with terms of permit cited 1245 

Dredging 

—Canal areas, dredging in course of ex- 
cavating for mobile home project, private 
developer ordered to restore areas, case on 
remand (DC Fla) 1190 

—Corps of Engineers operations alleged to 
have deteriorated Minnesota’s water quali- 
ty, state does not have authority under 
Federal Water Act to regulate activities 
(CA 8) 984 

—Florida firm denied dredge and fill permit, 
state does not own lakes to which firm 
claims ownership, lakes not designated as 
sovereign land in official surveys ruled non- 
navigable waters (Fla SupCt) 1223 

—Swamp connected to dredged canals through 
natural causes, private landowners ordered 
to restore swamp to natural state ee 
prior to dredging operations (DC Fla) 98 

Duck and goose hunting, Interior Dept. 
regulations ne hunters in certain 
areas to use steel rather than lead shot up- 
Ht impact statement ruled adequate (DC 

1446 


Electrical power transmission line in Greene 
County, N.Y., FPC impact statement for 
licensing ruled adequate, case remanded to 
commission on issue of attorneys’ fees (CA 
2) 1193 


16 (ER) 


LITIGATION (In General)—Contd. 


Federal Water Pollution Control Act, Ad- 
ministrative Conference of the United 
States recommends amendment to cen- 
tralize judicial review of national standards 
in D.C. Circuit Court of Appeals, other 
recommendations involving judicial review 
and agency interpretative rulemaking 
issued 1271 

Illinois EPA barred from bringing cases 
before state’s Pollution Control Board, trial 
court ruling affirmed (Ill SupCt) 1193 

Kennecott Copper Corp. smelter, variance 
granted by Nev. due to economic infeasibili- 
ty of controls affirmed by federal district 
court, EPA files appeal 1354 

Main firm’s pollution of Aroostook River with 
pollutants and unprocessed wastewater dis- 
charges, firm and its president fined for 
bypassing aerators in treatment facilities 
(DC Me) 1252 

Motor vehicle fuels and fuel additives, ex- 
clusive jurisdiction to review EPA’s 
registration rests with appeals court for 
District of Columbia Circuit (CA 6) 1165 

New Jersey meat processors and packagers 
discharging manufacturing wastes into 
Hackensack River tributary, U.S. Attorney 
files complaint seeking injunction 1027 

New York City’s dumping of sewage and gar- 
bage off New Jersey shore, township of 
Long Beach files suit against city and EPA 
986 

New York transportation control plan, EPA 
seeking to force state to implement vehicle 
inspection and maintenance program con- 
tained in plan, complaint filed 1190 

Ocean dumping, Boston firm’s proposal to 
dump laboratory chemicals denied, permit 
amended by EPA to limit dumping to alkali 
metals and explosives, National Wildlife 
Federation withdraws notice of intent to 
sue 1033 

Ohio air quality plan, motor vehicle inspec- 
tion bm maintenance program under plan, 
EPA files suit to force state Highway Safe- 
ty Dept. to withhold license plates from 
noncomplying vehicles 1101 

Oil firm’s og) bg for Corps of Engineers per- 
mit to allow drilling on water bottom 
property, state agency’s revocation of cer- 
tification, issues concerning state certifica- 
tion under Sec. 401 of Federal Water Act 
held reviewable only in state courts (DC 
Ala) 1269 

Oil spills 

—Baltimore Harbor, ship’s captain fined $500 
for failure to notify Coast Guard (DC Md) 
985 


—Civil penalty assessment under Federal 
Water Act, provisions do not violate firm’s 
constitutional rights to equal protection of 
law, firm’s request for interlocutory appeal 
endorsed (DC Va) 1050 

—Crankcase oil spill from storage tanks, fine 
imposed for damage to estuary (Calif 
SuperCt) 1027 

Self-reporting and strict liability provisions 
under Federal Water Act do not contravene 
Fifth Amendment to U.S. Constitution, 
penalty upheld (DC Okla) 1360 

—Sheen test, EPA dy jeryvaes defining 
‘“tharmful quantities” of oil not arbitrary of 
capricious, summary judgment granted in 
favor of Government (DC La) 1049 

Pesticide registration under FIFRA, EPA 
procedures which do not identify scientific 
data relied upon by agency and applicant 
preliminarily enjoined, company originally 
supplying data found precluded from com- 
pensation required by Act (DC Mich) 1359 

Power firm’s elimination of scrubbers on 
three plants, EPA letter advising firm that 
action would subject them to new source 
review under significant deterioration 
rules, review petition dismissed without 


opinion (CA ) 1274 
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Puerto Rico air quality plan, revision to con- 
trol sulfur dioxide emissions through in- 
dividual source limitations upheld (CA 1) 
1274 


Reserve Mining Company’s taconite dis- 
charges into Lake Superior, lower court 
order requiring discharge halt upheld, im- 
position of more than $1 million in fines and 
penalties affirmed (CA 8) 984; firm re- 
quired to reimburse Corps of Engineers for 
all costs in constructing water filtration 
facilities to provide safe drinking water to 
set le on North Shore of lake (DC Minn) 

Residential building permits, local ordinance 
prohibiting issuance of further permits un- 
til local facilities comply with specified 
standards, lower court decision enjoining 
ordinance reversed (Calif SupCt) 1402 

Scientific and technical issues, courts seen 
not equipped to resolve factual disputes or 
make value choices regarding issues, 
Bazelon 1415 

Sewage treatment construction grants 


program 

—Bid cancellation by Cleveland Regional 
Sewer District upheld, readvertisement for 
bidders permitted, EPA and lower court 
rulings vacated, case remanded (CA 6) 
1024 

—New Haven, Conn., site selection for secon- 
dary treatment plant, EPA may not reject 
city’s plans without following its own cost 
effectiveness guidelines (DC Conn) 1270 

U.S. Steel Corporation’s failure to reduce air 
pollution from three sources, suit filed 
charging firm with criminal contempt for 
failing to comply with consent decree 1220 

Violating facilities ineligible to receive 
federal contracts, grants, or loans, EPA’s 
listing of Del Monte plant for continued 
violation of schedule for building abatement 
equipment upheld (DC PR) 1101 

Wyoming petroleum production unit’s 
wastewater discharges into irrigation 
ditch without state permit, state attorney 
general files suit 1104 


M 


MAINE 


Beverage containers, ballot measure requir- 
ing mandatory deposits approved by voters, 
provisions of law summarized, comments 
and reactions 980 


MANAGEMENT AND BUDGET, OFFICE OF 


Commercial standards, draft circular out- 
lines policy to encourage federal agencies 
to use commercial rather than in-house 
standards 1234 

“Quality of life’’ review, EPA seeking revi- 
sion or possible elimination of process by 
which regulations are put through stringent 
interagency review, process criticized for 
obstructing and delaying programs 1197; 
review expected to undergo major 
revisions, OMB rejects two EPA 
cugsections for revising process, OMB con- 
sidering applying same review or modifica- 
tion to other agencies, EPA proposal sum- 
marized 1243; EPA unilaterally terminates 
review, benefits and disadvantages of 
process detailed, Quarles memo to assis- 
tant administrators 1443 


MARINE AFFAIRS 


See COASTAL ZONES; CONTINENTAL 
SHELF; FISH AND WILDLIFE; OCEANS 


MARYLAND 


Air quality implementation plan, EPA ap- 
proves revision to delete requirement for 
sources to burn .5 percent sulfur content 
fuel 1198; EPA proposes revision to grant 
variance for one source from visible emis- 
sion and particulate matter regulations, 
text 1283, 1342 

Aquifer in Clarksburg-Boyds area of 

ontgomery County, petition seekin 
declaration as area’s principal source o 
a water, EPA invites comments 
120 

Hazardous substances control, hearing 
scheduled to consider draft regulations, 
Natural Resources Dept. 1058 


MASSACHUSETTS 


Air quality implementation plan, revision 
relaxing sulfur-in-fuel limitations for 21 
sources proposed by EPA, text 1028, 1037; 
EPA proposes revision to relax sulfur-in- 
fuel limitations for 12 sources in Cent-al 
Mass. control region, text 1055, 1090; EPA 
and state Environmental Quality Engineer- 
ing Dept. schedule joint public hearing to 
consider proposed revision 1235; revision 
relaxing sulfur-in-fuel limitations for 
sources in Merrimack Valley district ap- 
proved, EPA 1283 

Bat control, Public Health Dept. granted 
“crisis exemption” to use DDT to control 
rabid bats, EPA 1373 

Beverage containers, ballot measure requir- 
ing mandatory deposits narrowly defeated 
by voters in general election 980 

Environmental impact rae regulations 
governing preparation, hearing scheduled 
to consider proposed amendments, Ex- 
ecutive Office of Environmental Affairs 997 


MEETINGS 
See CONFERENCES AND MEETINGS 


MICHIGAN 


Beverage containers, ballot measure requir- 
ing mandatory deposits approved by voters, 
provisions of law summarized, comments 
and reactions 980; law seen as striking 
heaviest blow to beverage industry, lob- 
byists reassessing strategy for fending off 
likely attempts by Congress and other 
states to enact more legislation 1056 

Chlorofluorocarbons, legislation limiting sale 
of aerosols approved by governor, 
provisions 1384 

Nuclear power plants, Natural Resources 
Commission recommends that EPA have 
sole authority for environmental standards, 
position statement on nuclear energy 1385 

Phosphates in household detergents, hearings 
scheduled to consider ban, Natural 
Resources Commission 997 

Radioactive waste, Natural Resources Dept. 
requests ERDA to investigate possible 
ag incident in Lake Superior, Tanner 
letter, ERDA response 1062 


MINING 


See also COAL; EFFLUENT LIMITATION 
GUIDELINES, subhead: Ore mining; 
STRIP MINING 

Bureau of Mines, — request for fiscal 
1978, breakdown 139 

Florida mineral resources management and 
surface mining, selected laws and 
Gerecomente) croguass analyzed under 

esource and Land Investigations 
program, Geological Survey report 1209 
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MINING—Contd. 


Reserve Mining Company’s taconite dis- 
charges into Lake Superior, lower court 
order requiring discharge halt upheld, im- 
position of more than $1 million in fines and 
penalties affirmed (CA 8) 984; firm re- 
quired to reimburse Corps of Engineers for 
all costs in constructing water filtration 
facilities to provide safe drinking water to 
eel on North Shore of lake (DC Minn) 


MINNESOTA 


Detergents containing phosphates, state 
regulation banning use, temporary injunc- 
tion issued pending determination of merits 
of regulation (Minn DistCt) 1228 

Dredging activities by Corps of Engineers 
alleged to have deteriorated state’s water 
quality, state does not have authority under 
Federal Water Act to regulate activities 
(CA 8) 984 

Environmental Coordination Procedure Act, 
hearing scheduled to consider proposed 
regulations to allow use of single permit for 
projects using state’s resources, En- 
vironmental Quality Council 1058; hearing 
scheduled to consider system for coor- 
dinating permits 1235 

Governor Perpich’s ‘‘state-of-the-state”’ 
message urges preservation of natural 
resources to protect jobs, completion of 
public water inventory of service waters 
ae start of inventory of underground water 
1451 


MISSISSIPPI 


Discharge permit program, lower court’s 
order affirming issuance of permit to Du- 
Pont Co. reversed, case remanded to allow 
environmental group opportunity for hear- 
ing (Miss SupCt) 1224 


MONTANA 


Air quality implementation plan, EPA 
proposes revisions to add seven source 
categories to new stationary source perform- 
ance standards and add emission stand- 
ards for hazardous pollutants, text 1229, 
1239 

Nuclear pce. initiative to restrict develop- 
ment defeated by voters 986 


MOTOR VEHICLES 


American Motors Corp. fined by Calif. Air 
Resources Board for producing polluting 
cars and submitting false test reports, firm 
to pay state $1.1 million under out-of-court 
settlement 1103 

Arizona hydrocarbon and carbon monoxide 
standards relaxed, repeated failure by 
vehicles to meet more stringent standards 
cited, Health Service Dept. 1062 

California 

—Clean Air Act provisions waived by EPA to 
allow state to adopt emission control stan- 
dards more stringent than federal re- 
quirements 1368; EPA schedules hearing 
on state requests for additional waivers 
1378; EPA grants waiver to allow state to 
apply more stringent fuel evaporative 
emission standards and test procedures to 
1978 and subsequent year medium and 
heavy-duty vehicles 1419 

—Emission standards, amendments adopted 
making standards and test procedures more 
stringent, Air Resources Board 1278 _ 

Catalytic converters for sled: 
automobile emissions, cai wad 
devices seen complex, unproven, and un- 
demonstrated, position paper on availabili- 
ty of rhodium issued, General Motors Corp. 
991 


Chrysler Corp. vehicles exceeding carbon 
monoxide emissions, firm ordered to recall 
208,000 1975 vehicles to correct improper 
vee and adjustment of carburetors, EPA 

Emission control production warranty for 
light-duty vehicles and trucks, regulations 
under consideration by EPA to clarify 
scope of coverage, advance notice of 
proposed rulemaking, text 1050, 1084 

Emission control system failure, EPA con- 
sidering regulations requiring manufac- 
turers to cover costs, procedures for testing 
emissions and establishment of emission 
performance warranty provided, draft 
notices of proposed rulemaking circulated 
for interagency review 1358 

Emissions standards 

Tae LEGISLATION, FEDERAL, HR 

—1978 vehicles 

——Congressmen Dingell (D-Mich) and 

Broyhill (R-NC) to seek early enactment 
of relaxed standards for 1978 and subse- 
quent model vehicles when now Congress 
convenes, letter to EPA administrator 
1047 


——Continuing uncertainty over standards 
cited as major problem stemming from 
failure of Congress to pass Clean Air Act 
amendments, manufacturers face 
stringent rules barring legislative relief, 
Train 982 
——Control technology for meeting stan- 
dards, EPA requested to assess 
availability to manufacturers, assess- 
ment document urged, Muskie (D-Me) 
1108; EPA to give Muskie report by 
April, 1977, agency cannot meet 
February deadline due to volume of data 
requiring analysis, Train letter 1194 
——General Motors Corp. to perform cer- 
tification tests on 1978 models using 1977 
standards, firm has been unable to 
develop technology to meet more 
stringent rules, Murphy 1047; General 
Motors urges Congress to reassess stan- 
dards in light of ‘‘new evidence’’ about 
air quality, Estes 1140 
—1979 vehicles 
——EPA official not ready to recommend that 
manufacturers be allowed to begin cer- 
tification at other than statutory stan- 
dards, Stork response to Ford Motor Co. 
inquiry 1268 
——Hydrocarbons, EPA may allow option of 
measuring emissions either on total or 
nonmethane basis, Stork’s position based 
on analysis and recommendations in staff 
report, excerpts of key sections 1279 
—Compliance procedures criticized by 
Chrysler Corp. as ‘‘cumbersome and time- 
consuming,’’ procedures seen causin 
delays in efforts to improve products an 
lower costs, Terry 1047 

—Coordination of emissions, fuel economy, 
and safety standards, development of plans 
By Executive Branch urged, GAO report 
1448 


—Legislation providing two-year extension of 
current standards introduced by Broadhead 
( D-Mich), measure proposed to avert 
economic disruption, industry and en- 
vironmental groups criticized bill 1277 

—Light-duty trucks, amendments adopted ex- 
panding class definition and tightening ex- 
haust emission standards for 1979 and later 
model year trucks, EPA 1278 

—Motorcycles, standards for 1978 and sub- 
sequent year vehicles adopted, EPA 1286; 
Kawasaki Motors Corp. finds standards 
“‘tough’’ but achievable, David, other com- 
ments 1372 

—Penalties for noncomplying vehicles, 
Domenici (R-NM) and Hart (D-Colo) urge 
Carter Admn. to support emission changes 
as means of solving emission problem, out- 
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going EPA official Strelow recommends 
“economic incentive penalty’ for non- 
complying 1978 vehicles, approach criticiz- 
ed by Stork 1350 

—President Ford urges 95th Congress to 
amend standards to provide better balance 
among environmental quality, energy, 
pica a and consumer price objectives 


Gasoline 
—Fuel economy 
——1979 ‘‘nonpassenger automobiles,”’ 
average fuel economy standard of 18.7 
miles per gallon proposed, National 
Highway Traffic Safety Admn. 1143 
——Labeling regulations adopted for 1977 and 
later model year automobiles and light 
duty trucks, distribution of fuel economy 
booklets provided, EPA 1025 
——Mileage guide for 1977 available from 
FEA, economies of various automobiles 
and trucks detailed 1379 
——National Highway Traffic Safety Admn. 
proposed rules for handling requests to 
relax economy standards, EPA 
criticisms rebutted, Wood letter, EPA 
response 1114 
—Lead phasedown regulations, conditions un- 
der which petroleum refiners may receive 
suspensions from complying with 1978 stan- 
dard issued in clarified form, criteria 
listed, EPA 1251; large refiners failing to 
comply with standard, EPA will suspend 
enforcement until March 31 for refiners 
operating small refineries 1379; phasedown 
regulations for small petroleum refiners 
proposed by EPA, text 1413, 1435 
—Rationing, Federal Register notice on 
regulation, La. Governor Edwards scores 
EPA’s restrictive and disruptive inter- 
pretation of law, Quarles response denies 
allegations 1283 
—Rationing requirements under Calif. air 
uality plan, challenging suit becomes moot 
ollowing EPA’sdecision to revoke re- 
quirements under five plans, petition for 
Supreme Court review withdrawn by par- 
ties 1050; challenging suit vacated and 
remanded for consideration of question of 
mootness (US SupCt) 1166 
—Registration of fuels and fuel additives, 
jurisdiction to review EPA’s registration 
rests exclusively with appeals court for 
District of Columbia circuit (CA 6) 1165 
—Toyota vehicles using wrong kind of gas- 
oline due to ‘“‘misleading and ambiguous” 
owners’ manuals, producer to repair 
vehicles having valve problem 1027 
—Vapor recovery, proposed implementation 
plan regulations for stage II recovery, EPA 
proposes amendments, text 989, 1000; 
regulations amended to postpone final com- 
pliance date for recovery from small bulk 
plants, EPA 1287; suits challenging vapor 
recovery retained by court on inactive 
calendar until EPA takes final action (CA 
DC) 1355; EPA hearings on stage II 
regulations, Environmental Defense Fund 
scores reproposed rules for failing to ad- 
dress problem of benzene emissions, 
serious health threat cited, Rauch, other 
testimonies 1363 
General Motors Corp. agrees to recall 1974 
Pontiacs to correct defect in emission con- 
trol system 1252 
Inspection and maintenance programs, EPA 
meets with three federal agencies to en- 
courage use of programs for vehicles in 
critically polluted areas, fuel economy 
benefits detailed in draft document, tasks 
for EPA-federal agency working group 
recommended 1368 
New Jersey mandatory emissions inspec- 
tion/maintenance program, vehicles found 
emitting less carbon monoxide than 
vehicles in other states with more 
stringent emission controls, Environmental 
Protection Dept. report 1366 
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MOTOR VEHICLES—Contd. 


Testing of emissions levels 

—Contractor sought by EPA to conduct 
large-scale testing program in seven 
metropolitan areas to determine emission 
and fuel economy performance of vehicles 
1374 

—EPA to launch nationwide program to en- 
courage garages to offer free tests, initial 
target areas identified, Strelow 1143 

Transportation control plans, see AIR 
QUALITY STANDARDS; specific states 


M 


NATIONAL ACADEMY OF SCIENCES 


Radioactive waste, exhumation and 
redisposal of low-level waste opposed due to 
potential hazards, cost-benefit analysis of 
process recommended, report by Com- 
mittee on Radioactive Waste Management 
1419 


NATIONAL GOVERNORS’ CONFERENCE 
See CONFERENCES AND MEETINGS 


NATIONAL OCEANIC AND ATMOSPHERIC 
ADMINISTRATION 


Budget request for fiscal 1978, breakdown 
1400 


Coastal zones 

—Administrative grants for carrying out 
management programs, procedures propos- 
ed by which states can meet requirements, 
text 1286, 1334 

—Energy impact aid program, proposed 
regulations may be inflationary, modifica- 
tion suggested, Council on Wage and Price 
Stability 1112; comment period extended 
1171; revised regulations to be published 
shortly, final environmental impact state- 
ment being prepared, additional comments 
on regulations 1228; regulations seen hav- 
ing ‘‘Minimal’’ adverse environmental 
effects, final impact statement 1247; in- 
terim final regulations published 1374 

—Management program development grants, 
procedures proposed by which coastal 
states can meet planning requirements, 
text 1171, 1177 

—Management programs, amendment to ap- 
proval regulations adopted, certain re- 
quirements for island segments waived 995 

—Sapelo Island, Ga., portion of island and sur- 
rounding areas designated as nation’s se- 
cond estuarine sanctuary 1376 

—State management plans, proposed 
regulations requiring consistency of federal 
agency actions with approved plans, sub- 
mitted comments reviewed, rules to be 
modified and reproposed, Murphy 1250 


NATIONAL PARK SERVICE 
Budget request for fiscal 1978, breakdown 
1397 


NATIONAL POLLUTANT DISCHARGE ELIM- 
INATION SYSTEM 


See WATER QUALITY STANDARDS, sub- 
head: Discharge permit program 


NATIONAL RESEARCH COUNCIL 


National Water Quality Commission’s report 
on amending Federal Water Act, NRC’s 
policy committee reaffirms position that 
recommendations be based on certain key 
factors 1196 


ENVIRONMENT REPORTER — Nov. 5, 1976 — Jan. 28, 1977 


Underwater vessels, Navy Dept. proposed 
communications system, resulting electric 
and magnetic fields seen having little 
adverse effect on marine life, preliminary 
findings 1232 


NATIONAL SCIENCE FOUNDATION 
Budget request for fiscal 1978, breakdown 
1400 


NAVY 


Petroleum reserve operation in Alaska, state 
requires Navy to comply with solid waste 
disposal regulations, Reinwand letter 1378 


NEBRASKA 


Air quality implementation plan, compliance 
date extensions for twelve sources ap- 
proved as revision, EPA 1144 

Air standards, state delegated authority to en- 
force performance standards for new 
stationary sources, EPA 1283 


NEVADA 


Kennecott Copper Corp. smelter, federal dis- 
trict court order affirming state’s grant of 
variance due to economic infeasibility of 
emission controls, EPA files appeal 1354 


NEW JERSEY 


Air quality implementation plan, EPA 
proposes revision to allow aye ef relax- 
ation of sulfur-in-fuel limitation for one 
source 990; revision approved by EPA to 
amend and add certain definitions and 
modify provisions for permits and cer- 
tificates 1113; EPA proposes revision to 
permit temporary use of high sulfur content 
fuel oil at 18 manufacturing facilities, text 
1229, 1238; revision to temporarily relax 
sulfur-in-fuel limitation for one source ap- 
proved, EPA 1255; EPA adopts revision 
dealing with mass transit incentive 
programs for three employers 1453 

Camden sewage sludge storage facilities 
found near capacity, EPA ordered to issue 
90-day emergency permit to allow city to 
dump sludge in Atlantic Ocean (DC NJ) 
1189; emergency permit issued 1194; law- 
suit seeking to enjoin city’s continued dum- 
ping, Maryland intervenes as plaintiff 1244; 
mayor’s office announces city will halt 
dumping within six months and compost 
sludge for land application, EPA grant to 
build composting plant awarded 1282 

Carcinogens, legislative panel studying 
state’s high cancer rate calls for regional 
authority to set limits on air emissions 1060 

Coastal zone management, alternatives con- 
sidered, joint strategy policy recommend- 
ed, Environmental Protection Dept. report 
1059 

Meat processors and packagers discharging 
manufacturing wastes into Hackensack 
River tributary, U.S. Attorney files com- 
plaint seeking injunction 1027 

Motor vehicle emissions, mandatory state in- 
spection/maintenance edhe Foie vehicles 
found emitting less carbon monoxide than 
vehicles in states with more stringent emis- 
sion controls, Environmental Protection 
Dept. report 1366 

New York City’s sewage dumping off state’s 
shore, township of Long Beach files suit 
against city and EPA 986 

Pesticide applicators, regulations requiring 
registration and completion of ex- 
aminations on pesticide safety and handling 
ere es Environmental Protection Dept. 
120 


Radiation. incidents at nuclear facilities, 
public meetings scheduled to discuss com- 
prehensive emergency response plan, En- 
vironment Protection Dept. 1235 

Sludge disposal problems in New York-New 
Jersey metropolitan area, report 
recommends composting or pyrolysis, 
Interstate Sanitation Commission 1030 

Waste dumping, Supreme Court to determine 
constitutionality of state’s prohibition 
against dumping out-of-state wastes in 
state landfills, oral argument heard, sum- 
mary 985 


NEW MEXICO 


Particulate emission standards, amendments 
adopted by Environmental Improvement 
Board require new nonferrous smelters to 
meet stricter standards 1377 

Surface coal mining reclamation, cooperative 
agreement signed with Interior Dept. 
providing for state enforcement of stan- 
dards on federal coal ieases 1411 


NEW YORK 


Air quality implementation plan, control 
strategy for attaining sulfur oxide stan- 
dards in Niagara Frontier Control Region, 
EPA revision proposed, text 1229, 1237 

General Electric Co. discharges of 
polychlorinated biphenyls into Hudson 
River, firm turns over $3 million to En- 
vironmental Conservation Dept. as_ its 
share of cleanup costs 1027 

Governor Carey’s ‘‘state-of-the-state”’ 
message calls for streamlining of En- 
vironmental Conservation Dept. regulatory 
processes 1450 

New York City’s dumping of untreated 
sewage off New Jersey shore, township of 
ae Beach files suit against city and EPA 

86 

Sludge disposal problems in New York-New 
Jersey metropolitan area, report 
recommends composting or pyrolysis, 
Interstate Sanitation Commission 1030 

Toxic chemicals, Environmental Conserva- 
tion Dept. to require industrial dischargers 
to conduct extensive self-monitoring 
programs, Armstrong Cork Co. named first 
company required to conduct program, 
Berle 1456 

Transportation control plan for New York 
City area, EPA seeking to force state to im- 
plement vehicle inspection and 
maintenance program contained in plan, 
complaint filed 1190; suit by environmental 
groups seeking to compel enforcement of 
plan, state ordered to carry out own im- 
plementation plan (CA 2) 1402; measures 
required under court order include bridge 
tolls, parking reductions in Manhattan’s 
business district, reductions in mid-town 
taxi cruising, and study of ways to reduce 
truck deliveries during working hours 1446 

West Valley radioactive waste reprocessing 
facility, state requests Federal Govern- 
ment to help pay cost of decommissioning 
facility, Ryan (D-Calif) seeks GAO study of 
costs In moving wastes to more permanent 
site 1236; report by state Public Interest 
Research Group criticizes proposal as 
“corporate bailout,’ potential taxpayer 
liability estimated as $750 million, alter- 
native courses of action proposed 1253 


NITROGEN AND NITROGEN OXIDES 


Atmospheric emissions between 1972 and 
1975, increase reported due to increased 
fuel burning by electric utilities, increase in 
mobile source emissions noted, EPA report 

! 1190 
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NITROGEN AND NITROGEN OXIDES—Contd. 


Emission levels seen increasing ‘‘alar- 
mingly’’ over next ten years even with 
application of best control techn-logy, 
“‘multi-pronged’’ regulatory strategy seen 
Aa realistic approach, McCutcheon 

Lignite-fired steam electric generators, EPA 
proposes amendments to performance stan- 
dards to establish limits for nitrogen ox- 
ides, text 1256, 1257 

Measurement of nitrogen dioxide, new princi- 
ple and calibration procedure adopted by 
EPA, new reference and equivalent 
methods also adopted 1144 


NOISE 


Aircraft noise reduction, older aircraft given 
up to eight years to comply with FAA 
regulations, five options for financing noise 
reduction announced by Transportation 
Secretary Coleman 1102 

Airports, proposal to require noise abatement 

lan as condition of certification published, 
AA 1102 


NONFERROUS METALS 


See EFFLUENT 
GUIDELINES 


LIMITATION 


NORTH CAROLINA 


Air quality implementation plan, EPA 
proposes revision to supersede current 
state regulations with federal new source 
performance standards and revise other 
rules 1255; EPA proposes revision covering 
various areas, text 1453, 1467 

Air standards, state delegated authority to en- 
force new source performance standards 
and national emission standards for hazard- 
ous pollutants and to review sources for 

revention of significant deterioration, 
PA 1283 

Creeks and tributaries, hearing scheduled to 
consider reclassification, Environmental 
Management Commission 997 


NORTH DAKOTA 


Governor Link’s ‘‘state-of-the-state’’ message 
urges legislature to redefine powers and 
duties of Natural Resources Council chair- 
man and enact comprehensive land use 
legislation 1450 

Pesticide applicators, state certification plan 
approved, EPA 1256 


NUCLEAR POWER 
See ATOMIC ENERGY 


NUCLEAR REGULATORY COMMISSION 
See ATOMIC ENERGY 


Oo 


OCEANS 

Dumping 

—Alternatives to dumping, EPA urged 
to consider effects on total environment 
before halting all ocean disposal, GAO 
report 1451 ; 

—Annual report on dumping regulatory ac- 
tivities issued, improved sewage treatment 
facilities may increase pressure for more 
ocean waste disposal in future, ey 
activities carried out in 1975 detailed, EP. 
1195 


—Boston firm’s proposal for dumping 
laboratory chemicals denied, permit 
amended by EPA to limit dumping to alkali 


metals and explosives, National Wildlife 
Federation withdraws notice of intent to 
sue 1033 

—Camden, N.J., sludge dumping, city’s 
storage facilities found near capacity, EPA 
ordered to issue 90-day emergency permit 
to city to allow dumping in Atlantic Ocean 
(DC NJ) 1189; emergency permit issued 
1194; lawsuit seeking to enjoin city’s con- 
tinued dumping, Maryland intervenes as 
plaintiff 1244; mayor’s office announces 
city will halt dumping within six months 
and compost sludge for land application, 
EPA grant to build composting plant 
awarded 1282 

—EPA dumping regulations, proposed 
revisions criticized as inadequate, House 
subcommittees recommend that EPA 
stiffen regulations on dumping of dredged 
wastes and phase out interim permits for 
non-dredged waste dumping, site selection 
and enforcement by agency scored 986 

—New York City’s dumping of sewage off 
New Jersey shore, township of Long Beach 
files suit against city and EPA 986 

—Sewage sludge, federal financing to deter- 
mine environmentally acceptable land- 
based alternatives, all N.Y. and N.J. sewer 
authorities currently dumping sludge have 
met EPA’s application deadline 1029 

—Transportation and dumping of wastes un- 
der Marine Protection, Research, and Sanc- 
tuaries Act, revisions to regulations and 
criteria adopted, EPA 1384 

Oil spills, see OIL AND GAS 

Pollution problem, legislation to extend U.S. 
jurisdiction by establishing 200-mile pollu- 
tion free zone to be introduced by Muskie 
(D-Me) and Hathaway (D-Me) 1463 


OFFICES 


See other parts of title and specific subject 
headings 


OHIO 


Air quality implementation plan, sulfur oxide 
control program approved by federal EPA 
as revision, state EPA schedules four 
hearings to consider proposed plan and 
regulations 1057; sulfur oxides control 

lan, corrections to technical errors issued, 

PA 1144; state Lung Assn. to file suit to 
require EPA enforcement of plan, im- 
proper state enforcement of photochemical 
oxidants controls alleged 1402 

Air standards, state delegated authority to en- 
force performance standards for new 
stationary sources, EPA 1255 

Energy shortage due to extreme cold 
weather, Governor Rhodes suspends en- 
forcement of restrictions on high-sulfur 
coal burning during emergency 1447 

Nuclear power, initiative to restrict develop- 
ment defeated by voters 986 

Solid waste from municipal sources, resource 
recovery seen as acceptable alternative to 
disposal systems currently used, factors to 
be considered in evaluating recovery 
methods listed, state EPA study 1379 


Transportation control plan for metropolitan | 


Cincinnati area, EPA files suit to force 
state Highway Safety Dept. to withhold 
license plates from vehicles failing to com- 
ply with inspection and maintenance 
program in plan 1101 


OIL AND GAS 

See also EFFLUENT LIMITATION 
GUIDELINES, subhead: Oil and gas ex- 
traction industry 


Deepwater ports for oil transport, 
applications for licenses to build two ports 
in Gulf of Mexico approved by Transporta- 
tion Secretary Coleman, environmental 
protection conditions imposed 1224; EPA 
Administrator Train comments on propos- 
ed facilities in letters to Coleman, onshore 
facilities must be constructed in accord- 
ance with “emission offset’’ policy, final 
impact statements on projects issued by 
Transportation Dept. 1284; construction 
licenses for two ports signed by Coleman 
with only one substantive change 1452 

Gasoline, see MOTOR VEHICLES 

Mobil Oil’s request for Corps of Engineers 
permit to allow drilling on water bottom 
property, state agency’s revocation of cer- 
tification, issues concerning state certifica- 
tion under Sec. 401 of Federal Water Act 
po reviewable only state courts (DC Ala) 
1269 

Natural gas, proposal to use surplus in- 
trastate gas to abate air pollution emergen- 
cies denied by FPC, interagency in- 
vestigation’s preliminary findings show no 
proof that burning gas in utility boilers 
can alleviate pollution crises 1208 

Naval petroleum reserve in Alaska, state in- 
forms Navy that operations must comply 
with solid waste disposal regulations, 
Reinwand letter 1378 

Offshore development, see CONTINENTAL 
SHELF 

Oil Spills 

—Civil penalty assessment under Federal 
Water Act, provisions do not violate firm’s 
constitutional rights to equal protection of 
law, firm’s request for interlocutory appeal 
endorsed (DC Va) 1050 

—Crankcase oil spill from storage tanks, fine 
imposed for damage to estuary (Calif 
SuperCt) 1027 

—Financial responsibility for spills, Federal 
Maritime Comm. issues certificates of 
responsibility to 182 vessel owners and 
operators 1252 


—Gulf of Mexico, spills amounting to 51,000 
barrels of oil reported between 1971 and 
1975, Geological Survey report 1119 

—Liberian tanker’s spill of 1.5 million gallons 
after running aground off Nantucket Island, 
heads of EPA and Coast Guard taking per- 
sonal command of cleanup efforts 1236 

—Marine life, population levels and diversity 
found not affected by ‘‘low-level exposure’’ 
to crude oil from offshore platform 
operations or natural seeps, American 
Petroleum Institute study 1141 

—Regulations for determining harmful dis- 
charges, clarifying amendments adopted, 
EPA 1059 

—Self-reporting and strict liability provisions 
under Federal Water Act do not contravene 
Fifth Amendment to U.S. Constitution, 
penalty upheld (DC Okla) 1360 

—Sheen test, EPA regulations defining 
“harmful quantities’’ of oil not arbitrary or 
capricious, summary judgment granted in 
favor of Government (DC La) 1049 

—Ship’s captain fined $500 for failure to notify 
Coast Guard of spill in Baltimore Harbor 
(DC Md) 985 

—Transport of oil by tankers, EPA Ad- 
ministrator Train urges issue be considered 
in broader context of overall energy policy, 
methods to reduce risk of accidents 
recommended, other testimonies, Senate 
hearings 1362 

Pollution control expenditures, annual costs 
for industry expected to increase by two to 
four times in next 10 years, American 
Petroleum Institute study 1112 

Standard Oil Co. of Ohio’s proposed terminal 
and pipeline project for unloading Alaskan 
oil at Calif . port, state’s objection due to air 
quality impact, Federal intervention urged 
if state prohibits project, Spahr 1196 
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OIL AND GAS—Contd. 


Strategic Petroleum Reserve Program, un- 
derground storage of crude oil seen having 
little environmental impact on sites or sur- 
roundings, FEA final programmatic impact 
statement 1416 

Tertiary oil recovery, potential environmen- 
tal consequences analyzed, methods may 
cause increased air and water quality 
degradation, recommendations issued, 
report to EPA 998 

Trans-Alaska Pipeline, Transportation Dept. 
grants waiver of standards for three girth 
welds, waiver request for 31 other welds 
denied, risk of stream siltation cited, Bar- 
num 1140 

Vessels carrying oil in foreign trade, 
regulations governing design, equipment, 
and operations adopted, Coast Guard 1201 


ORE MINING 


See EFFLUENT 
GUIDELINES 


LIMITATION 


OREGON 


Chlorofluorocarbons, ban on aerosol sprays to 
take effect in March, 1977 retail merchants 
gearing up to comply with ban, repeal by 
1977 legislature unlikely, industry may 
attempt to delay effective data until 
nationwide ban babes effect 1199 

Land use, referendum to repeal state’s law 
and remove all planning from state control 
defected by voters 987 

Nuclear power, initiative to restrict develop- 
ment defeated by voters 986 

Water impoundment projects and small 
dams, governor’s proposed 1977 to 1979 
pangs includes $5 million for construction 
1 


OUTDOOR RECREATION, BUREAU OF 
Budget request for fiscal 1978, breakdown 
1397 


OUTER CONTINENTAL SHELF 
See CONTINENTAL SHELF 


P 


PAPER 


See also EFFLUENT LIMITATION 
GUIDELINES, subhead: Pulp, paper, and 
paperboard industry 

Ketchikan Pulp Co. discharge permit, consent 
decree signed with EPA to pene Alaska 
mill into compliance with terms of permit, 
installation of control equipment required 
1053; Muskie (D-Me) letter requests EPA 
Administrator Train to review agreement 
provisions, possibilities for additional delay 
in firm’s compliance with permit cited 1245 

Kraft pulp mills, proposed performance stan- 
dards for new and modified mills, comment 

riod extended, EPA 1113; American 

‘aper Institute comments submitted, com- 
pliance with standards seen increasing 
capital and operating costs of mills, 
omissions .and miscalculations in proposed 
rules identified 1379 

Pollution control expenditures, increases un- 
likely to force industry to delay investment 
in “productive capacity’’ or to raise prices 
significantly, industry pressures from en- 
vironmental rules seen easing once retrofit- 
ting of older mills is completed, Council on 
Wage and Price Stability report 1415 


ENVIRONMENT REPORTER — Nov. 5, 1976 — Jan. 28, 1977 


PARTICULATE MATTER 


Industrial sources of particulate and 
hydrocarbon emissions, information on 80 
source categories compiled as guide for 
state agencies in assessing emission limita- 
tion potential, EPA 1198 

Maryland air quality plan, EPA proposes 
revision to grant variance for one source 
from visible emission and particulate 
matter regulations, text 1283, 1342 

New Mexico nonferrous smelters required to 
meet stricter particulate emission stan- 
dards, amendments adopted by state En- 
vironmental Improvement Board 1377 

Sewage sludge incinerators, EPA proposes 
amendment to new source performance 
standards to exempt certain incinerators 
from particulate and other limits, text 
1453, 1467 

State and local governments urged to develop 
strategies for controlling ‘‘nontraditional”’ 
sources of particulates, urban problems 
assessed, methods of controlling major 
sources outlined, EPA report 119 


PENNSYLVANIA 


Air pollution regulations, legislation exemp- 
fry farm operations approved by governor 

Environmental master plan to control growth 
and development adopted by Environmen- 
tal Resources Dept., critical areas requir- 
ing protection identified, summary of 
provisions 1457 


PESTICIDES 


Agriculture Dept. established new pesticide 
assessment program, assistance to be 
provided EPA in evaluating pesticide use 
risks and benefits 998 

Benzene hexachloride, notice of rebuttable 
presumption against registration of 
products corrected, EPA 1204 

Chlordane, EPA ban may force homeowners 
and businesses to spend up to $145 million 
extra annually to control household pests, 
rah seen based on incomplete data, Russell 

92 


Connecticut request for interim certification 
to register new products to meet special 
local needs approved, EPA 1417 

DDT, EPA issues “crisis exemptions’’ 
to Mass. and Tex. agencies to use pesticides 
to control rabid bats 1373 

Effluent standards 

—Final guidelines and standards adopted by 
EPA for manufacturers and formulators of 
benzidine, aldrin/dieldrin, DDT and related 
compounds, endrin, and toxaphene 1275; 
guidelines published 1385 

—Pesticides chemicals manufacturing in- 
dustry, interim final guidelines for five 
segments issued, EPA 990; comment 
period extended 1373 

EPA regulatory program severely criticized 
in Senate staff report, Kennedy (D-Mass) 
charges agency with failing its responsibili- 
ty to assure safe pesticide use, report cities 
poor planning and management, lengthy 
delays, and misleading statements, 
recommendations issued, summary 1284 

Federal Insecticide, Fungicide, and Roden- 
ticide Act 

—See also LEGISLATION, FEDERAL, §S 275 

—Data compensation provisions, proposed 
regulations to anh out provisions sent to 
Agriculture Dept. for review, EPA 1110 

Heptachlor and chlordane, partial suspension 
of registrations by EPA upheld, agency’s 
decision to permit continued sale and use of 
existing stocks registered prior to notice 
remanded for further consideration (CA 
DC) 1046; court supplements previous opi- 
nion to hold that pesticide registrant has 
burden of proof in suspension hearing under 
FIFRA 1360 


Kepone 

—Action levels in finfish, shellfish and crabs, 
EPA schedules tow public hearings in con- 
nection with review of levels 1383 

—Allied Chemical Corp. proposal to dispose of 
Kepone-contaminated wastes in Idaho un- 

clei disposal facility, unfavorable 

public reaction and objections to transpor- 
ting wastes prompt Governor Andrus to op- 
pose plan 37 

—Class action suit filed against Allied 
Chemical Corp. by members of seafood in- 
dustry, damages from Kepone contamina- 
tion alleged 1053 

—James River contamination, EPA to con- 
centrate clean-up efforts on Bailey’s Bay, 
more data needed prior to undertaking 
large-scale dredging project, Train letters 
to Va. and Md. governors 995; Justice 
Dept. expects Allied Chemical Corp. 
to indemnify EPA for disposal of con- 
taminated wastes and measures to contain 
and remove substance from river, Taft 
letter 1053; district court ee extends 
deadline for Allied Chemical to pay $13.2 
million pollution fine 1252 

Mirex, decision to phase out production and 
cancel registration published, EPA 1375 

New Jersey pesticide applicators, regulations 
adopted pe tae registration with state 
and satisfactory completion of ex- 
aminations on safety and handling, En- 
vironmental Protection Dept. 1202 

North Dakota plan for certification of 
pesticide applicators approved, EPA 1256 

Orange herbicide, Air Force impact state- 
ment on reprocessing proposal, National 
Wildlife Federation criticizes statement for 
failing to discuss disposal of recovered con- 
taminant, Kamlet 1111 

Predator poisons, President Ford decides not 
to repeal Executive Order banning use of 
nok highly toxic poisons on public lands 
1246 

Registration under FIFRA, EPA procedures 
which do not identify scientific data relied 
upon by agency and applicant preliminarily 
enjoined, company which originally 
supplied data found precluded from com- 
pensation required by Act (DC Mich) 1359 

Restricted use ingredients for farmers and 
certified commercial rer er list of 81 
candidates released, EPA 1224 

Review of pesticides subject ro restricted use 
classification and rebuttable presumption 
to be completed by late 1977, other actions 
to strengthen regulatory process projected, 
revised draft of EPA’s pesticide strategy 
1168 

Service containers for transporting or tem- 
porarily storing end-use pesticides, con- 
ditions for use by structural pest control 
operators specified, EPA 1246 

Sodium cyanide, use in M-44 devices for 
coyote control, Fish and Wildlife Services 
applies to EPA for experimental use permit 
1203 

Strychnine and strychnine sulfate, notices of 
rebuttable presumption against registra- 
tion of oducts and two other compounds 
issued, EPA 1144; period for commenting 
on notice extended, EPA 1463 

West Virginia request for interim certifica- 
tion to register new products to meet 
special local needs approved, EPA 1417 


PHARMACEUTICAL MANUFACTURING 


See EFFLUENT LIMITATION GUIDE- 
LINES 


PHOSPHATES 
See DETERGENTS 


INDEX—SUMMARY — REPORTS 27 through 39 


PHOTOCHEMICAL OXIDANTS 


See AIR POLLUTION (In General); AIR 
QUALITY STANDARDS 


POLYCHLORINATED BIPHENYLS 
See CHEMICALS AND CHEMICAL IN- 
DUSTRY 


POSTAL SERVICE 


Sierra Club, USPS determination denying group 
preferred second and third class mailing rates 
as educational organization, lower court’s af- 
firmance upheld (CA 9) 1275 


POWER PLANTS 
See ATOMIC ENERGY; ELECTRIC POWER 


PRESIDENT OF THE UNITED STATES 


Clean Air Act, President Ford urges 95th 
Congress to balance energy needs and en- 
vironmental objectives when considering 
amendments, relaxation of national am- 
bient standards recommended to allow in- 
creased use of coal, strip mining vetos 
defended, enactment of several energy 
measures urged 1367 

Energy reorganization plan proposed in Presi- 
dent Ford’s report to Congress, consolida- 
tion of various agencies into single 
cabinet-level department recommended, 
EPA would retain functions under plan, op- 
tions for shifting present responsibilities 
examined 1372 

Federal environmental positions, eight en- 
vironmental groups concerned over delay 
by President Carter in announcing 
nominees, failure to give high priority to 
positions noted, aide cites busy schedule as 
cause of delay 1410; President’s delay in 
nominating new EPA administrator seen 
reducing Administration’s influence on pend- 
ing air and water legislation, Billings 1446 

President-elect Carter 

—Browder resigns as Carter’s chief en- 
vironmental and energy advisor, conflicts 
with campaign staffers over dealings with 
industry and handling of controversial en- 
vironmental issues cited 1102 

—Environmental issues expected to be given 
high priority under new Administration, 
Carter pledges to do opposite in every 
respect of Ford on issues, summary of 
positions on Clean Air Act, Water Act, 
energy conservation, and other areas 979; 
Carter’s ability to fulfill campaign 
promises seen limited by various factors, 
conflicting demands cited, Moore 1021; 
Carter seen as activist, ‘‘logical and 
rational’? approach to matters projected, 
Caddell 1045; transition to new Administra- 
tion seen raising questions on personnel, 
structure, and policies, Environment 
Reporter Special report 1121 

—Environmental legislation, transition aides 
developing options for new Administration, 
staff aiming to provide objective informa- 
tion rather than make policy recommen- 
dations, Schirmer 1136 

—Environmental Protection Agency's low 
image in eyes of public noted, interference 
from Office of Management and Budget and 
low environmental priorities by previous 
administrations blamed 1024 

—Sewage treatment construction grants 
program, ‘“‘thorough”’ review to be under- 
taken by new Administration, additional 
funds to be sought, letter to New Jersey 
EPA commissioner 1021 

—Transition staff for environmental and 
energy issues named, list of appointments 
1102 


Transition between Ford and Carter Ad- 
ministrations, EPA administrator Train 
calls on agency personnel to cooperate in 
bringing about smooth transition, Alm 
designated to lead in developing necessar 
briefing materials 1022; top agency of- 
ficials requested to list subjects for possible 
position papers to aid transition, Alm 
memo 1048; EPA’s transition paper out- 
lines current agency attitudes on wide 
range of areas under its jurisdiction, text 
1267, 1288 


PRIVACY ACT OF 1974 
See INFORMATION 


PROCUREMENT 


EPA 

—Aerosol studies, analytical support, award- 
ed 998 

—Air pollution emissions associated with or 
caused by sewage treatment plants or ma- 
jor interceptor lines, development and 
testing of mathematical model to predict 
emissions, contractor sought 1118 

—Air pollution emissions from various in- 
dustrial sources, field sampling, testing, 
erry and reporting, contractor sought 

—Aircraft particulate emissions, analysis of 
composition, awarded 1118 

Brien sy lung excretion study, awarded 


—Architect-engineer evaluation board for 
reviewing procurement requests, policies 
and procedures for establishment adopted 
1053 


—Aryl phosphates and/or organotins, assess- 
ment of need for, character of, and impact 
resulting from limitations, awarded 998 

—Biotal ocean monitors, design, testing, and 
fabrication, awarded 1118 

—Clean Air Act, impact on industrial expan- 
sion, awarded 998 

—Clean air and water costs in 1977, prepara- 
tion of report to Congress, awarded 998 

—Coal based energy technologies, integrated 
assessment, awarded 1455 

—Coal liquefaction, environmental assess- 
ment of generated wastes, awarded 1454 

—Coding and cataloguing services for office 
of pesticide programs, awarded 1118 

—Cooling tower device drift, study of effects 
of transported pathogenic and toxic 
materials, awarded 1455 

—Drinking water, technical and scientific 
assessment of feasibility of developing 
primary standards for chloroform and/or 
organic contaminants, awarded 998 

—Effluent guidelines and standards, contrac- 
tor sought to analyze economic impact of 
ae rules for nine industry categories 
1227 

—Environmental samples, technical services 
for collection, processing, and analysis, 
awarded 998 

—Fuel additive-related combustion products, 
es using single cylinder engine, awarded 

5 


—Fuel treatment processing and conver- 
sion/converter streams, study of en- 
vironmental control technology, awarded 
1455 


—Gaseous sulfuric acid, determination ot 
high resolution spectra by tunable diode 
laser spectroscopy, awarded 1228 

—Halogenated benzenes, investigation as 
potential environmental contaminant, 
awarded 998 

—Hazardous materials spills on land, design, 
fabrication, and demonstration of systems 
to protect groundwater, awarded 1374, 1455 

—Inorganic chemicals, environmental mul- 
timedia assessment of selected chemicals, 
awarded 1374 


(ER) 21 


—Iron and steel industry, flux force/conden- 
sation scrubber demonstration, awarded 
998 


—Light-duty diesel vehicles, demonstration of 
modulated exhaust gas recirculation 
system, awarded 1118 

—Michigan City Harbor, Ind., evaluation of 
problems posed by in-place pollutants, 
awarded 1374 

—Mineral mining industry, environmental 
impact assessment, awarded 998 

—Motor vehicle emissions, testing of emis- 
sion and fuel economy performance, con- 
tractor sought to conduct large-scale 
program in seven metropolitan areas 1374 

—Municipal wastewater treatment 
facilities construction, study of financing of 
local share, awarded 998 

—Nickel-enriched fly ash, investigation of 
effects of prolonged inhalation in Syrian 
golden hamsters, awarded 998 

—Oil spills, design, fabrication, and 
demonstration of air-jet boom for inland 
control, awarded 1374 

—Organic materials, evaluation of selected 
biodegradation techniques for  treat- 
ment and/or ultimate disposal, awarded 
998 

—Particulate emissions, development of 
method for in situ measurement of size, 
awarded 998 

—Pesticide registration benefit risk analysis, 
support services for rebuttable presump- 
tion, awarded 1228 

—Pesticide-related health effects literature, 
scientific review and evaluation, awarded 
998 


—Pesticides, analysis of technical grade sub- 
stances for TCDD in parts per billion, con- 
tractor sought 1374 

—Phosphate industry in Central Florida, 
preparation of environmental impact state- 
ment, awarded 998 

—Pollutant characterization, engineering 
support services, awarded 1118 

—Pollution control equipment industry, study 
of economic effects of environmental 
regulation, contractor sought 1118 

—Pulmonary carcinogenicity, comparison of 
known carcinogens with and without added 
sulfuric acid mists, airborne respirable 
particles, and gases, awarded 1455 

—Radioactive waste management, technical 
support for development of environmental 
standards, contractor sought 1117 

—Refuse derived fuel solid waste recovery 
systems, cost data interpretation, awarded 
1228 

—Resource recovery, technical and economic 
evaluation of EPA demonstration project in 
Baltimore, Md., awarded 998 


—Sewage treatment construction grants 
program, procurement of architectural and 
engineering services, EPA subagreement 
regulations, apendices revised to reflect 
comments received 1279 


—Sludge management, technical support to 
state and local governments in developing 
environmentally sound programs, contrac- 
tor sought 1206 


—Sulfur dioxide, development of continuous 
monitor, awarded 998 

—Sulfuric acid control system, durability 
demonstration, awarded 1118 

—Timber processing industry, toxic effluent 
limitation guidelines, economic impact 
analysis, awarded 998 

—Toxic program, development of 
organizational and management guidelines 
for enforcing program for best available 
technology economically achievable re- 
quirements, awarded 1228 

—Variances under Sec. 301(c) of Federal 
Water Act, development of economic 
aspects of guidance for applicants, awarded 
1205 
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PROCUREMENT—Contd. 


EPA—Contd. 

—Waste glass mixtures in structural clay 
brick manufacture, technical evaluation 
and market study on use, awarded 998 

—Waste reduction procedures and policies, 
analysis of environmental and economic 
impacts, awarded 1228 

—Wastewater management activities, 
preparation of environmental impact state- 
ment and related studies, contractor sought 
1228 

—Wastewater treatment alternatives, evalua- 
tion of environmental impacts of short and 
long-term implementation, awarded 998 

—Wastewater treatment facilities, fiscal 1976 
survey of needs, awarded 1205 

—Water pollution control regulations, 
preparation of pollutant profiles to be used 
as scientific bases, contractor sought 1374 

ERDA 

—Coal liquefaction pilot plant construction, 
agency and industrial consortium to fund 
$178 million program 998 

—High-sulfur coal, improved methods for 
clean and direct burning for industrial use 
to be developed under cost-sharing con- 
tracts between ERDA and three firms 1205 


PUBLIC WORKS 
See LEGISLATION, FEDERAL, HR 11 


PUBLICATIONS AND REPORTS 


Atmospheric emissions and particulates, sul- 
fur oxides, and carbon monoxide found 
decreased nationwide between 1972 and 
1975, increase in nitrogen oxides reported 
due to increased burning by electric 
utilities, EPA report 1190 

Beverage containers, savings from refillable 
containers shown in price comparison sur- 
vey by EPA and League of Women Voters, 
industry criticizes timing of report’s 
release as effort to influence voters in 
states considering bottle bill referenda 988 

Catalytic converters for controlling 
automobile emissions, rhodium-equipped 
devices seen complex, unproven, and un- 
demonstrated, position in on availability 
of rhodium issued, General Motors Corp. 991 

“Cleaning Up America,”’ book by EPA Depu- 
ty Administrator Quarles published, in- 
sights into inner workings of EPA provided 
1203 

Coal burning by power plants, pollution con- 
trol costs from burning low sulfur coal not 
“significantly different’? from costs in- 
curred by high sulfur coal burning, alter- 
natives to current new sources _ perfor- 
mance standards for sulfur dioxide con- 
sidered, EPA staff study 995 

Coal mine subsidence in Colo. and Utah, en- 
vironmental and mining hazards analyzed 
in report available from NTIS 1459 

Coal Mining in Northern Great Plains, sur- 
face mining could adversely affect vegeta- 
tion and degrade air and water quality, 
Rand Corp. preliminary report 1205 

Community Health and Environmental 
Surveillance System (CHESS), EPA’s 
study criticized as ‘“‘useless’’ for determin- 
ing adverse health effects of specific pollu- 
tants, technical errors and shortcomings in 
research methods cited, report by House 
voaaaat and Technology Subcommittees 


Control techniques for meeting air standards, 
EPA Pekin documents on ‘‘reasonably 
available control techniques’? (RACT) for 
various industries, tentative schedule for 
documents set, Berry 1118 

Drinking water, EPA program strategy out- 
lined in draft paper, step-by-step regulatory 
approach plann program objectives 
listed 1057 


Electric power development in Southwest, 
analysis needed on impacts of alternative 
policies, regional planning study 
recommended, EPA contractor’s draft 
report 996 

Energy reorganization plan proposed in Presi- 
dent Ford’s report to Congress, consolida- 
tion of various agencies into single 
cabinet-level department recommended, 
EPA would retain functions under plan, op- 
tions for shifting present responsibilities 
examined 1372 

Federal Water Act, iron and steel industry 
seeks amendments to delay 1977 and 1983 
deadlines, postpone and broaden effluent 
guidelines for industry, and revise dis- 
charge permit program, American Iron and 
Steel Institute position paper 1106 

Florida mineral resource management and 
surface mining, selected laws. and 
governmental programs analyzed under 
Resource and Land Investigations 
program, Geological Survey report 1209 

Flue gas desulfurization symposium, 
proceedings available in report from NTIS 
1420 

Garrison Diversion Unit, N.D., controversial 
irrigation project opposed by Canada due to 
estimated increase in pollutants from 
return flows, alternatives to development 
of Souris section detailed, Reclamation 
Bureau report 1226 

Gasoline economy, 1977 mileage guide 
available from FEA, fuel economies of 
various automobiles and trucks detailed 
1378 

Grants assistance programs 

—Awards to states and localities by EPA 
published, listing available from NTIS 1031 

—State municipal projects receiving EPA 
grant priority, published listing available 
from NTIS 1063 

Ground water modeling techniques, status 
and use by Geological Survey described, 
report available 1205 

Gulf of Mexico, oil spills amounting to 51,000 
barrels of oil reported between 1971 and 
1975, Geological Survey report 1119 

Hudson River Basin, environmental problems 
and issues examined, strengthening of 
management institutions recommended, 
areas needing most attention outlined, 
Rockefeller Foundation report 1381 

Hydrocarbons emissions from motor 
vehicles, EPA staff report recommends es- 
tablishment of optional test procedure for 
measuring emissions from 1979 model 
vehicles either on total or nonmethane 
basis, excerpts of key sections 1279 

Interior Dept. transition staff prepares brief- 
ing book for Secretary-designate Andrus, 
strip mining controls, renewed moratorium 
on federal coal leasing, and reevaluation of 
numerous water projects listed as ‘‘possi- 
ble immediate actions” 1272 

Iron and steel industry, compliance with state 
implementation plan emission limitations, 
EPA considering new strategies, draft 
strategy paper 1054 

Land application of waste materials, 
proceedings of 1976 symposium published, 
Soil Conservation Society of America 1383 

Marine life, population levels and diversity 
found not affected by ‘“‘low-level exposure”’ 
to crude oil, American Petroleum Institute 
study 1141 

Marine mammals, status of certain species 
and administrative actions taken between 
1975 and 1976 reported, Fish and Wildlife 
Service report 1381 

Motor vehicle emissions 

—Coordination of emissions, fuel economy, 
and safety standards, development of plans 
by Executive Branch urged, GAO report 
1448 

—New Jersey mandatory inspec- 
tion/maintenance program, vehicles found 
emitting less carbon monoxide than 


vehicles in other states with more stringent 


emission controls, state Environmental 
Protection Dept. report 1366 

National Water Quality Commission’s report 
on amending Federal Water Act, National 
Research Council policy committee reaf- 
firms position that recommendations be 
based on certain key factors 1196 

Natural resources, environmental ‘“‘quality of 
life’? in U.S. declined during 1976, im- 
provements noted only in air quality and 
timber resources, National Wildlife 
Federation’s annual “environmental quali- 
ty index’ 1406 

New Jersey coastal zone management, alter- 
natives considered, establishment of joint 
strategy policy recommended, En- 
vironmental Protection Dept. report 1059 

Nondegradation of air quality 

—Effects of significant deterioration and non- 
attainment amendments, major results of 
recent FEA studies summarized, report 
available from NTIS 1146 

—Petroleum refining, current EPA signifi- 
cant deterioration rules and proposal con- 
sidered by House in 1976 would allow more 
expansion of refining than Senate’s 1976 
piceieels effects of various strategies on 

s Angeles County considered, FEA con- 

tractor’s preliminary draft report 1412 

Nonpoint sources of water pollution 

—EPA working group recommends regional 
emphasis in solving problems, dimensions 
-of pollution and control methods detailed, 
interim report 1107 

—Procedures for determing volume of 
pollutants generated by sources presented 
in report available from NTIS 1115 

NTIS reports available, list 1031, 1063, 1115, 
1146, 1206, 1420, 1459 

Nuclear waste management, establishment of 
Radioactive Waste Authority recommend- 
ed in order to separate licensing, manage- 
ment, and technology development func- 
tions, present management policies 
criticized as unworkable and ineffective, 
draft ERDA contractor’s report 990 


Ocean dumping 

—Alternatives to dumping, EPA urged to con- 
sider effects on total environment before 
halting all ocean disposal, GAO report 1451 

—Regulatory activities, annual report issued, 
improved sewage treatment facilities may 
increase pressure for more ocean waste dis- 
posal in future, activities carried out during 
1975 detailed, EPA 1195 

Offshore energy development in Mid-Atlantic 
area, no significant environmental damage 
anticipated, ‘‘serious conflicts’’ seen possi- 
ble from deepwater ports and floating 
nuclear plants, Congressional Office of 
Technology Assessment report 1172 

Ogallala aquifer in Crosby County, Tex., 
state Water Development Board study 
urges conservation measures to avoid 
further depletion of groundwater 1029 


Ohio municipal solid waste, resource 
recovery seen as acceptable alternative to 
disposal systems currently used, factors to 
be considered in evaluating recovery 
methods listed, state EPA study 1379 


Oil and gas extraction industry, interim final 
effluent limitations and guidelines for ex- 
isting sources in three new onshore sub- 
categories, ‘‘development document’’ 
available from EPA 1058 


Particulate and hydrocarbon emissions, infor- 
mation on 80 industrial source categories 
compiled as guide for state agencies in 
assessing emission limitation potential, 
EPA 1198 


Particulates, state and local governments 
urged to develop strategies for controlling 
‘nontraditional’ sources, urban problem 
assessed, methods of controlling major 
sources outlined, EPA report 1192 


INDEX—SUMMARY — REPORTS 27 through 39 


PUBLICATIONS AND REPORTS—Contd. 


Pesticides 

—EPA to complete review of pesticides 
subject to restricted use classification and 
rebuttable presumption by late 1977, other 
actions to strengthen regulatory process 
projected, revised draft strategy 1168 

—Senate staff report severely criticizes EPA 
regulatory program, “‘crisis’’ in regulation 
due to peo planning and management, 
lengthy delays, and misleading statements, 
recommendations issued, summary 1284 

Pollution control expenditures 

—Economic effects analyzed, modest impact 
seen on overall economic growth, un- 
st Nal Se and prices, EPA-CEQ report 


—Paper industry, increased expenditures 
seen unlikely to force industry to delay in- 
vestment in ‘‘productive capacity’’ or to 
raise prices significantly, pressures for en- 
vironmental rules seen easing once retrofit- 
ting of older mills in completed, Council on 
Wage and Price Stability report 1415 

—Petroleum industry, annual costs expected 
to increase by two to four times in next 10 

ears, costs summarized, American 
etroleum Institue study 1112 

President-elect Carter, transition to new Ad- 
ministration seen raising questions on en- 
vironmental protection issues, uncertainty 
over personnel decisions and roles of key 
agencies cited, Environment Reporter 
Special Report 1121 

Pretreatment guidance manual for state and 
areawide water quality management plan- 
ning agencies issued, pretreatment stand- 
ards and relationship to planning outlined, 
EPA 1027 

Radioactive waste disposal 

—EPA radiation protection program, 
strategy summarized, agency plans to issue 
interim control standards in 1977, draft 
strategy report 1054 

—Exhumation and redisposal of low-level 
waste opposed due to potential hazards, 
cost-benefit analysis of process 
recommended, National Academy of 
Sciences report 1419 

Reclamation Bureau’s water and land 
resource accomplishments in 1975 review- 
ed, report 1420 

Recycling centers, Wash. Ecology Dept. an- 
nounces availability of free publication on 
planning, opening, and operating centers 
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Recycling measures to alleviate materials 
shortages recommended in National Com- 
mission on Supplies and Shortages report, 
repeal of percentage depletion allowance 
for minerals and shifting of container dis- 
posal costs to consumers suggested, sum- 
mary of policy recommendations 1351 

Sewage and water treatment facilities, 
capacities for all U.S. communities sur- 
veyed, compilation available in two-volume 
study, Commerce Dept. 1145 

Sewage treatment construction grants 


rogram 
—Advanced facilities, GAO report questions 
efficiency and effectiveness in achieving 
water quality goals, recommendations for 
saving money in grants program detailed. 
low state and EPA emphasis on planning 
noted 1276 
—Transition paper on funding published by 
EPA, more money and personnel cited as 
priority needs, current status of program 
and long-term needs outlined, text 1187, 
1212 
Sewage treatment, preliminary draft of 
EPA’s 1976 needs survey issued, costs of 
controlling pollution from combined sewer 
overflows and stormwater discharges seen 
‘substantially lower’’ than earlier es- 
timates, results reported 987; estimated 
costs of constructing publicly owned treat- 


ment plants sharply lower than 1973 and 
1974 projections, draft EPA’s report to 
Congress issued, category totals listed 1222 

Shipboard guide to pollution-free operations 
published, Maritime Admn. 1456 

Sludge disposal problems in New York-New 
Jersey metropolitan area, repert 
recommends composting or pyrolysis, 
Interstate Sanitation Commission 1030 

State air quality implementation plans, progress 
under plans during first half of 1976 detail- 
ed, over 1600 major sources still violate 
emission limits or compliance schedules, 
air quality trend analyzed, EPA report 1024 

Streamflow and ground-water conditions, 
Geological Survey monthly report shows 
below normal flows in north central and 
western states 1231; U.S. water supply 
drops to normal in 1976 following three 
years of high flows 1365 

Sulfur compounds, collection and analysis of 
ambient levels, results of search for 
available data on existing methodology 
presented, report available from NTIS 
1206 

Tertiary oil recovery, potential environmen- 
tal consequences analyzed, methods may 
cause increased air and water quality 
degradation, recommendations issued, 
report to EPA 998 

Toxic substances emergencies, manual sent 
to EPA regional administrators, enforce- 
ment options outlined 1357 

Virginia Council on Environment issues an- 
nual report to governor and General 
Assembly on status of state’s environment, 
state urged to develop clear policy and en- 
courage local land use planning, summary 
of recommendations 1382 

West Valley, N.Y., radioactive waste 
reprocessing facility, proposal to make 
Federal Government help pay costs of 
decommissioning facility scored as ‘‘cor- 
porate bailout,’’ potential taxpayer liability 
estimated at $750 million, alternative 
courses of action proposed, N.Y. Public 
Interest Research Group report 1253 

Wetland areas, environmental impact of con- 
struction activities analyzed, EPA report 
106 


PUERTO RICO 


Air quality implementation plan, EPA ap- 
proves revision incorporating technical 
document into commonwealth’s regulations 
1113; revision which provides sulfur diox- 
ide controls through individual source 
limitations upheld (CA 1) 1274 


RADIATION 


See also ATOMIC ENERGY 

Alpha-emitting particles, Natural Resources 
Defense Council petition seeking additional 
radiation protection standards rejected, 
new standard not warranted, EPA 1365 

China’s detonation of nuclear bomb, 
radioactive fallout seen having only limited 
health effects in U.S., radiation 
measurements at monitoring sites 
reported, EPA 1382 

Radioactive releases from nuclear power 
escape new standards to protect public 
rom radiation exposure announced b 
EPA, NRC hag support 1360; stand- 
ards publish 

Radioactive waste 

—Costs of bie oad high-level waste, U.S. 
seen developing nuclear power without full 
understanding of high costs, Ryan (D-Calif) 
1236 


—Disposal, EPA plans to issue interim con- 
trol standards in 1977, strategy of agency’s 
radiation protection program summarized, 
draft strategy report 1054 

—Environmental protection criteria, EPA 
workshop scheduled 1380 

—Exhumation and redisposal of low-level 
waste opposed due to potential hazards, 
cost-benefit analysis of process 
recommended, National Academy of 
Sciences report 1419 

—High-level waste, EPA considering radia- 
tion standards, information sought on types 
of available disposal facilities, advance 
notice of proposed rulemaking 1204 

—Management, EPA seeks contractor to 
provide technical support for development 
of environmental standards 1117 

—West Valley, N.Y., reprocessing facility, 
state requests Federal Government to help 
pay cost of decommissioning facility, Ryan 
(D-Calif) seeks GAO study of costs in mov- 
ing waste to more permanent site 1236; 
report by N.Y. Public Interest Research 
Group criticizes proposal as ‘‘corporate 
bailout,’’ potential taxpayer liability es- 
timated at $750 million, alternative courses 
of action proposed 1253 


RAILROADS 


Recycled materials, freight rate structures 
seen discriminating against scrap iron and 
favoring iron ore, ‘‘significant negative 
environmental impacts’ projected, brief 
submitted to ICC, Institute of Scrap Iron 
and Steel 1230; brief filed by railroads con- 
tends that ferrous scrap and iron ore are not 
close competitors, ISIS reply brief filed 
1364; National Assn. of Recycling In- 
dustries calls for disqualification of three 
ICC commissioners from current hearings, 
earlier prejudicial actions and rulings 
charged 1377 


RECLAMATION, BUREAU OF 
Budget request for fiscal 1978, breakdown 
1397 


Water and land resource accomplishments in 
1975 reviewed, report 1420 


RECYCLING 
See SOLID WASTE 


REGIONAL ACTIVITY 


See ENVIRONMENTAL PROTECTION 
AGENCY 


REGULATIONS 


See status chart on p. 91:0061 in Federal 
Regulations binder; specific subject 
headings 


REGULATORY REFORM 


Business leaders urged to abandon fundamen- 
talist, knee-jerk resistance against any 
form of government control and join en- 
vironmentalists in pulling together mass of 

ate regulations into streamlined and in- 
tegrated system, Quarles 1022 / 

Environmental regulatory processes, large 
measure of unreasonableness cited by out- 

oing Commerce Secretary Richardson, 
ederal legislation urged to pay more atten- 
tion to need for flexibility, economic con- 
siderations, and regional differences 1461 

Federal regulation of business seen leading to 
‘‘acrimony’’ between U.S. public and 
private sectors, Richardson 1235 
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REPORTS 
See PUBLICATIONS AND REPORTS 


RESEARCH AND DEVELOPMENT 


See also PROCUREMENT; specific subject 
headings 

Coal conversion to clean boiler fuels, ERDA 
reevaluating program to build demonstra- 
tion plants, ‘‘high technical risk’’ of process 
and marginal economics cited 1380 

Coal research projects, ERDA initiates new 
program of small grants to encourage ‘“‘high 
risk’’ projects with long-term potential 
1206 

Energy, Federal Government’s research and 
development efforts, hearing scheduled to 
consider environmental and energy conser- 
vation aspects, Council on Environmental 
Quality 1029 

EPA research facilities, Ford Ad- 
ministration’s budget proposal for fiscal 
1978 would require job cuts at most 
facilities, agency considering staff cuts and 
closings, breakdown of proposed job reduc- 
tion 1445 

Hydrocarbon emissions, Manufacturing 
Chemists Assn. to sponsor two studies deal- 
ing with control costs and relationship 
between ozone levels and emission rates 
992 

National Science Foundation’s Symposium on 
Research Applied to National Needs, 
former CEQ Chairman Peterson cites 
production and use of energy as main cause 
of environmental degradation, critical 
needs for future identified, various 
research projects described, speakers 1061 

NTIS reports available, list 1031, 1063, 1115, 
1146, 1206, 1420, 1459 

Photochemical oxidants in Houston, Tex., 
area, privately funded research project to 
study economic and environmental impacts 
of pollution problem 1366 

Portland cement production, use of 
refuse-derived fuel as supplemental. energy 
source to be evaluated under study jointly 
funded by ERDA and Browning-Ferris In- 
dustries, Inc. 1113 

Science court, creation supported as means of 
presenting scientific facts in controversial 
national issues, Committee of Scientific 
Society Presidents 1378 

Spending in U.S. for research programs ex- 
pected to reach $42.9 billion in 1977, in- 
crease over 1976 spending projected, 
Battelle’s Columbus Laboratories 1234 


RHODE ISLAND 


Natural Resources Dept., Governor Garrahy 
seeks reorganization into new Environmen- 
tal Management Dept., grouping together 
of operational functions and regulatory ac- 
tivities proposed 1464 


RIVER BASINS 


Alabama, Coosa, and Tallapoosa River 
Basins, hearing scheduled to consider 
proposed management plans, Alabama 
Water Improvement Commission 997 

Holston River Basin, Tenn. agency schedules 
hearing to consider water quality manage- 
ment plan 1058 

Hudson River Basin, environmental problems 
and issues examined, strengthening of 
management institutions recommended, 
areas needing most attention outlined, 
Rockefeller Foundation report 1381 


RIVERS 
See LAKES AND RIVERS 
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S 


SEWAGE TREATMENT 


See also EFFLUENT LIMITATION 
Be DESINES WATER QUALITY STAND- 

Advanced treatment facilities, GAO report 
questions efficiency and effectiveness in 
achieving water quality goals, recommen- 
dations for saving money in construction 
grants program detailed, low state and 
EPA emphasis on planning noted 1276 

Construction costs 

—Data base used to estimate costs being 
reexamined by EPA and Corps of 
Engineers, consulting firm surveying pro- 
jects in EPA regions under contract 1373 

—Municipal treatment plants, increase 
reported for third quarter of 1976, EPA in- 
dex 993 

Costs of controlling pollution from combined 
sewer overflows and stormwater dis- 
charges seen ‘‘substantially lower’’ than 
earlier estimates, preliminary draft of 
EPA’s 1976 needs estimates issued, survey 
results reported 987; estimated costs of 
constructing publicly owned treatment 
plants sharply lower than 1973 and 1974 es- 
timates, draft of EPA’s report to Congress 
issued, category totals listed 1222 

Grants, see FINANCING, FEDERAL 

Marine sanitation devices, Coast Guard 
regulations amended to provide certifica- 
tion for ‘‘no discharge’ devices 1376 

Ocean dumping 

—Annual report on dumping regulatory ac- 
tivities issued, improved sewage treatment 
facilities may increase pressure for more 
ocean waste disposal in future, regulatory 
activities carried out in 1975 detailed, EPA 


1195 

—Camden, N.J., sludge dumping, city’s 
storage facilities found near capacity, EPA 
ordered to issue city 90-day emergency per- 
mit for dumping in Atlantic Ocean (DC NJ) 
1189;emergency permit issued 1194; law- 
suit seeking to enjoin city’s continued dum- 
ping, Maryland intervenes as plaintiff 1244; 
mayor’s office announces city will halt 
dumping within six months and compost 
sludge for land application, EPA grant to 
build composting plant awarded 1282 

—Federal financing for determining en- 
vironmentally acceptable land-based alter- 
natives, all N.Y. and N.J. sewer authorities 
currently dumping sludge have met EPA’s 
application deadline 1029 

—New York City’s sewage dumping off New 
Jersey shore, township of Long Beach files 
suit against city and EPA 986 

Pretreatment 

—EPA task force narrowing strategy to four 
separate approaches in order to prevent in- 
terference and pass-through in operation of 
publicly owned treatment works, summary 
1145; final strategy to be selected after all 
four options have been proposed in early 
1977, Beck 1279; program proposal to be 
published includes general pretreatment 
regulation and four options, EPA to seek 
public comments 1449 

—Guidance manual for state and areawide 
management planning agencies issued, 
pretreatment standards and relationship to 
planning outlined, EPA 1027 

Sludge disposal problems in New York-New 
Jersey metropolitan area, report 
recommends composting or pyrolysis, 
Interstate Sanitation Commission 1030 


Sludge incinerators, EPA proposes amend- 
ment to new source performance standards 
to exempt certain incinerators from par- 
ticulate and visible emission standards, 
text 1453, 1467 


Steam electric power generating plants dis- 
charging wastes to publicly owned treat- 
ment works, draft document for develop- 


ment of pretreatment guidelines issued, 
comments requested, EPA 1118 

Survey of local sewage and water treatment 
facilities completed, compilation available 
in two-volume study, Commerce Dept. 1145 

Wyoming petroleum production unit’s 
wastewater discharges into irrigation ditch 
without state permit, state attorney general 
files suit 1104 


SHIPS AND BOATS 


Deepwater ports for oil transport, 
applications for licenses to build two ports 
in Gulf of Mexico approved by Transporta- 
tion Secretary Coleman, environmental 
protection conditions imposed 1224; EPA 
Administrator Train comments on propos- 
ed facilities in letters to Coleman, onshore 
facilities must be constructed in accor- 
dance with ‘‘emission offset’’ policy, final 
‘impact statements on projects issued by 
Transportation Dept. 1284; construction 
licenses for two ports signed by Coleman 
with only one substantive change 1452 

Marine sanitation devices, Coast Guard 
regulations amended to provide certifica- 
tion for ‘‘no discharge’ devices 1376 

Oil spills, see OIL AND GAS 

Seafarers’ guide to pollution-free operations 
published, Maritime Admn. 1456 

Underwater vessels, Navy Dept. proposed 
communications system, resulting electric 

.and magnetic fields seen having little 
adverse effect on marine life, National 
Research Council preliminary findings 1232 

Vessels carrying oil in foreign trade, 
regulations governing design, equipment, 
and operations adopted, Coast Guard 1201 


SMALL BUSINESS 


Erosion and chemical run-off from farm 
fields, EPA and Small Business Admn. 
offering low-interest loans to help farmers 
comply with Federal Water Act 1417 


SOLID WASTE 


Beverage containers 

—Federal installations, EPA guidelines re- 
quiring five-cent deposit on bottles and 
cans, Defense Dept. chooses ten military 
bases to test guidelines 1026 

—Mandatory deposits, ballot measures re- 
quiring deposits approved by voters in 
Michigan and Maine, measures defeated in 
Massachusetts and Colorado, provisions of 
approved measures summarized, com- 
ments and reactions 980; beverage industry 
reassessing strategy for fending off likely 
attempts by Congress and states to enact 
more legislation, alternative approaches to 
litter problem may be proposed, Hatfield 
(R-Ore) to introduce national bottle bill in 
new Congress 1056; passage of bills seen 
improving chances for national legislation, 
Hatfield (R-Ore) 1138 

—Refillable containers, price comparison 
survey by EPA and League of Women 
Voters shows savings to consumers over 
nonrefillables, industry criticizes timing of 
report’s release as effort to influence 
voters in states considering bottle bill 
referenda 988 

Guidelines published under earlier federal 
laws continue to apply under Resource 
Conservation and Recovey Act of 1976, 
clarifying amendments recommended, 
EPA Office of General Counsel legal opi- 
nion 1104 

Naval Petroleum Reserve in Alaska, state in- 
forms Navy that operations must comply 
with state waste disposal regulations, 
Reinwand letter 1378 

New Jersey ban on dumping out-of-state 
wastes within state landfills, Supreme 
Court to decide constitutionality under 
Commerce Clause, oral argument heard, 
summary 985 
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SOLID WASTE—Contd. 


Public participation at state and local levels 
urged in assuring environmentally accep- 
table disposal practices, new Resource 
Conservation and Recovery Act praised, 
McGlennon 1197 

Recycling 

—1976 figures for recycled materials ex- 
pected to show only small gain over 1975, 
ee ey Assn. of Recycling Industries, Inc. 

0 

—Garbage and steel can recycling, iron and 
steel industry predicts record year for 1977, 
American Iron and Steel Institute 1202 

—Illinois’ household garbage, energy poten- 
tial of reclamation estimated, Kinsey, AISI 
recycling seminar 1140 

—Iron and steel scrap, total demand in 1976 
seen lower than depressed levels of 1975, 
Institute of Scrap Iron and Steel 1380 

—National Commission on Supplies and Shor- 
tages report recomends measures to in- 
crease recyling, repeal of percentage deple- 
tion allowance for minerals and shifting of 
container disposal costs to consumers 
suggested, summary of policy recommen- 
dations 1351 

—Ohio municipal waste, resource recovery 
seen as acceptable alternative to disposal 
systems currently used, factors to be con- 
sidered in evaluating recovery methods 
listed, state EPA study 1379 

—Railroad rate structures for scrap iron, dis- 
criminatory structures seen favoring iron 
ore and leading to ‘significant negative en- 
vironmental impacts,’’ brief submitted to 
ICC, Institute of Scrap Iron and Steel 1230; 
brief filed by railroads contends that ferrous 
scrap and iron ore are not close com- 
petitors, ISIS reply brief filed 1364; 
National Assn. of Recycling Industries 
urges disqualification of three ICC com- 
missioners from current hearings, earlier 
prejudicial actions and rulings charged 
1377 


—Resource Conservation and Recovery Act, 
EPA schedules public meeting to consider 
views and attitudes on regulation and en- 
forcement 1145; EPA seeks ‘‘consensus”’ 
on best way to attain objectives of new law, 
crucial areas of implementation listed by 
Deputy Administrator Quarles, other com- 
ments 1221 

—Reynolds Aluminum Recycling Co. an- 
nounces price increase for amount paid to 
public for recycling beverage cans and 
other household aluminum 1377 

—Washington Ecology Dept. announces 
availability of free publication on planning, 
opening, and operating recycling centers 
1235 


SOUTH CAROLINA 


Air standards, state delegated authority to en- 
force new source performance standards, 
national emission standards for hazardous 
pollutants, and preconstruction reviews for 
prevention of significant deterioration, 
EPA 1453 


SPECIAL REPORTS 


Environmental protection issues under Carter 
Administration, transition seen raising 
questions on personnel, structure, and 
policies, uncertainty over personnel 
decisions and roles of key agencies noted 
1121 


STATES (In General) 

See also specific states : 

Air quality implementation plans, see 
AIR QUALITY STANDARDS; specific 
states 


Coastal zone management programs 

—Administrative grants to carry out 
programs, NOAA proposes procedures by 
which states can meet requirements, text 
1286, 1334 

—Approval regulations, amendment adopted 
by NOAA, certain requirements for island 
segments waived 995 

—Development grants, NOAA proposes 
procedures by which states can meet plan- 
ning requirements, text 1171, 1177 

—Federal agency actions, NOAA proposed 
regulations requiring consistency with ap- 
proved state plans, submitted comments 
reviewed, rules to be modified and 
reproposed, Murphy 1250 

Enforcement actions 1027, 1104, 1173, 1220, 
1411, 1447 

“State-of-the-state’’ messages, sampling 
shows governors calling for more stringent 
land use controls and reorganization of en- 
vironmental agencies, list of states 1450 


STEEL INDUSTRY 


See also EFFLUENT LIMITATION 
GUIDELINES, subhead: Iron and steel in- 
dustry 

Air quality plan emission limitations, EPA 
considering new strategies for achieving 
compliance by industry, draft strategy 
paper 1054 

American Iron and Steel Institute, 
CONFERENCES AND MEETINGS 

Bethlehem Steel plant’s discharge permit, 
EPA lacks authority to extend Federal 
Water Act’s 1977 compliance date for dis- 
chargers (CA 3) 1019 

Clean Air Act, Congress urged to remove 
‘“‘ambiguities’’ to permit industrial expan- 
sion or construction in nonattainment 
areas, AISI year-end statement, Langenberg 
1419 

Federal Water Act, industry seeks 
amendments to delay 1977 and 1983 
deadlines, postpone and broaden effluent 
guidelines for industry, and revise dis- 
charge permit program, position paper 
issued, summary 1106 

Inland Steel Co., emissions from East Chicago 
plant, consent agreement signed with EPA, 
two-thirds reduction in pollution by end of 
1980 provided 1275 

Kaiser Steel Corp., inspection of Calif. mill by 
state and EPA inspectors turns up 1,142 
alleged violations of air pollution standards, 
EPA Region IX to decide on prosecution 
1173 

Recycling of garbage and steel cans, industry 
predicts 1977 will be record year, American 
Iron and Steel Institute 1202 

Scrap iron 

—Demand for ferrous scrap in 1976 seen 
lower than depressed levels of 1975, 
Institute of Scrap Iron and Steel 1380 

—Railroad rate structures seen dis- 
criminatory for favoring iron ore, “‘signifi- 
cant negative environmental impacts”’ 
projected, brief submitted to ICC, Institute 
of Scrap Iron and Steel 1230; brief filed by 
railroads contends that ferrous scrap and 
iron ore are not close competitors, ISIS rep- 
ly brief filed 1364; National Assn. of 
Recycling industries calls for disqualifica- 
tion of three ICC commissioners from 
current hearings, earlier prejudicial ac- 
tions and rulings charged 1377 

Steelworkers, see UNIONS (In General) 

U.S. Steel Corp. 

—Clairton coke plant, tentative consent order 
requiring firm to clean up emissions, 
Natural Resources Defense Council urges 
EPA to disapprove order, adverse impact 
on health of residents projected, Muskie 
(D-Me) expresses concern over agreement, 
Regional Administrator Snyder comments 
1248; consent orders signed by firm, coun- 


see 


ty, state, and EPA, agreement defended by 
Administrator Train, enforcement program 
peat developed to monitor compliance 
5 

—lIndiana plant’s failure to reduce air pollu- 
tion from three sources, suit charges firm 
with criminal contempt for failing to comp- 
ly with consent decree 1220 


STRIP MINING 
Seg also LEGISLATION, FEDERAL, HR 2,S 


House Interior Committee expected to hold 
preliminary hearings on legislation early in 
next session of Congress 1256; Committee 
holds briefing sessions on mining issue, 
arguments for and against federal controls 
heard, formal hearings planned on Udall 
(D-Ariz) bill (H 2) 1356; new 
membership considered unlikely to 
diminish margin of support for mining con- 
trols that committee exhibited in past, new 
members and subcommittee assignments 
announced 1448 

Legislation, Carter Admn. expects to work 
with Congress on details instead of in- 
troducing own bill, Interior 
Secretary-designate Andrus to testify at 
Senate hearings on strip mining and 
reclamation bill 1417 

National Coal Assn. opposes federal control 
legislation, ‘‘needless damage’’ to employ- 
ment and energy supply projected, Bagge 
1377 

Reclamation on federal coal leases, Interior 
Dept. signs cooperative agreement with 
Utah, Wyoming, and New Mexico, state en- 
forcement of surface coal mining reclama- 
tion standards provided 1411 

Steep slope mining on federally leased land, 
proposed control regulations published, 
Interior Dept. 1374 


SUGAR PROCESSING INDUSTRY 


See EFFLUENT LIMITATION 
GUIDELINES 


SULFUR AND SULFUR OXIDES 


Alabama air quality plan, EPA proposes revi- 
sion to replace rules for sulfur recovery 
plants with new section on petroleum 
production, text 1453, 1466 

Coal burning by power plants, pollution con- 
trol costs from burning low sulfur coal not 
“significantly different’’ from costs in- 
curred by high sulfur coal burning, alter- 
natives to current new source performance 
standards for sulfur dioxide emissions con- 
sidered, EPA staff study 995 

Coal-fired steam generators, sulfur dioxide 
new source performance standards, EPA 
considering amendment to require 90 per- 
cent control on all plants, Strelow 1025 

Collection and analysis of ambient levels of 
sulfur compounds, results of search for 
available data on existing methodology 
presented, report available from NTIS 1206 

Colorado sulfur dioxide emissions, hearings 
scheduled to consider standards and 
criteria, Air Pollution Control Commission 

1 


Community Health and Environmental 
Surveillance System (CHESS), EPA’s 
study criticized as ‘‘useless’’ for deter- 
mining adverse health effects of specific 
pollutants, technical errors and_ short- 
comings in research methods cited, rer ib 
prepared by House Science and Technology 
Subcommittees 1136 

District of Columbia air quality plan, revision 
relaxing sulfur-in-fuel limitations ap- 
proved, EPA 1198 
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SULFUR AND SULFUR OXIDES—Contd. 


Florida Environmental Regulation Dept. 
schedules hearing to consider recently com- 
pleted studies on sulfur oxides 1029 

Flue gas desulfurization symposium, 
proceedings available in report from NTIS 


1420 

Fossil fuel-fired steam generators, perfor- 
mance standards amended to permit bur- 
ning of wood residue by some facilities as 
low-sulfur fuel, EPA 1111 

Kentucky air quality plan, previously ap- 
proved revision amending sulfur dioxide 
control strategy, EPA requests additional 
comments in response to envirohmental 
group’s petition for appeals court review, 
specific issues listed 1282 

Maryland air quality plan, revision deleting 
requirement for sources to burn .5 percent 
sulfur content fuel approved, EPA 1198 

Massachusetts air quality plan, revision 
relaxing sulfur-in-fuel limitations for 21 
sources proposed by EPA, text 1028, 1037; 
EPA proposes revision to relax sulfur-in- 
fuel limitations for 12 sources in Central 
Mass. control region, text 1055, 1090; revi- 
sion relaxing limitations for sources in 
Merrimack Valley district approved, EPA 
1283 

Monitoring of ambient air, designation of sul- 
fur dioxide analyzer as equivalent method 
cancelled for failing to satisfy agency’s re- 
quirements, EPA 1371 

New Jersey air quality plan, EPA proposes 
revision to allow temporary relaxation of 
sulfur-in-fuel limitation for one source 990; 
EPA proposes revision to permit tem- 
porary use of high sulfur content fuel oil at 
18 manufacturing facilities, text 1229, 
1238; revision to temporarily relax sulfur- 
in-fuel limitation for one source approved, 
EPA 1255 

New York air quality plan, control strategy 
for attaining sulfur oxide standards in 
Niagara Frontier Control Region, EPA 
revision proposed, text 1229, 1237 

Ohio air quality plan, statewide sulfur oxide 
control program approved by federal EPA 
as revision, state EPA schedules four 
hearings to consider proposed plan and 
regulations 1057; sulfur oxides control 
plan, corrections to technical errors issued, 
EPA 1144 

Puerto Rico air quality plan, revision 
providing sulfur dioxide controls through in- 
dividual source limitations upheld (CA 1) 
1274 

Sulfuric acid mist from new stationary 
sources, performance standards proposed 
by EPA, text 1028, 1035; comment period 
extended 1145 

West Virginia air quality plan, annual 
arithmetic mean and maximum 24-hour 
concentration for secondary standards 
deleted from state’s regulations, revision 
approved, EPA 1113 


SUPREME COURT OF THE UNITED STATES 


In general 

—Porpoises, incidental killing by tuna 
fishermen, Interior Dept. ban on method of 
fishing, Justice Rehnquist denies request to 
temporarily enjoin ban 1049 

Review sought 

—Gasoline nie requirement in Calif. air 
quality plan, challenging suit becomes moot 
following EPA’s decision to revoke re- 
quirements under five plans, review peti- 
tion withdrawn by parties 1050; case 
vacated and remanded for consideration of 
question of mootness 1166 

Oral arguments 

—Effluent limitations, cases involving EPA 
authority to promulgate regulations and 
concurrent judicial authority to review 
rules, arguments heard in three related 
cases, summary 1163 
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—New Jersey ban on dumping out-of-state 
wastes in state landfills, case to determine 
constitutionality under Commerce Clause, 
argument heard, summary 985 

—Transportation control plans under Clean 
Air Act, argument heard in four cases in- 
volving validity of plans, EPA authority to 
require states to enforce controls question- 
ed, summary of arguments 1347 

Decisions 

—Federal facilities, decision on applicability 
of state permit requirements, EPA regional 
offices directed to ensure that installations 
comply with air and water ‘standards, 
Hanmer memo, text 1163, 1174 

Review denied 

—Army installation closing, appeals court rul- 
ing that impact statement is not required 
1403 


—Highway construction through historic 
area, appeals court ruling affirming 
Interior Secretary’s determination that site 
is likely to meet criteria for inclusion in 
National Register of Historic Places and 
thus entitled to protection 1166 

—Mississippi sandhill crane, appeals court 
decision requiring Interior Dept. to ensure 
that construction of interstate highway will 
not jeopardize crane 1136 

—Nuclear power plant construction adjacent 
to national park, appeals court ruling up- 
holding Atomic Energy Commission permit 
1024 

—Supersonic transport aircraft, appeals court 
decision upholding Transportation 
Secretary’s order permitting limited 
scheduled commercial flights for trial 
period 1050 


TENNESSEE 


Holston River Basin, hearing scheduled to 
consider water quality management plan, 
Water Quality Control Div. 1058 


TENNESSEE VALLEY AUTHORITY 


Power plant environmental programs, fiscal 
1977 expenditures projected at $281 million 
1172 


TEXAS 


Air quality implementation plan, interim 
measures for controlling photochemical ox- 
idants in seven control regions proposed by 
EPA as revision, text 1055, 1065 

Bat control, Health Resources Dept. granted 
“crisis exemption’’ to use DDT to control 
rabid bats, EPA 1373 

Houston area photochemical oxidants 
problem, economic and environmental im- 
pacts and cause of ‘‘haze’’ to be studied un- 
der research project funded by private 
EAnane from city’s business community 

6 

Ogallala aquifer as principal source of fresh 
groundwater in Crosby County area, Water 
Development Board study urges conserva- 
hal, measures to avoid further depletion 


TIMBER PRODUCTS 


See EFFLUENT 
GUIDELINES 


LIMITATION 


TOXIC SUBSTANCES 


See CHEMICAL AND CHEMICAL IN- 
DUSTRY; EFFLUENT LIMITATION 
GUIDELINES 


TRANSPORTATION CONTROL PLANS 


See AIR QUALITY STANDARDS; specific 
states 


UNIONS (In General) 


Steelworkers, statement outlining 1977 con- 
tract goals adopted by wage policy com- 
mittee, bargaining power to be used to work 
for industrial environmental improvements 
1172 


UTAH 


Air quality implementation plan, EPA 
proposes revision to approve state’s 
transportation control plan for Wasatch 
Front control region and revoke EPA- 
promulgated plan, text 1371, 1389 

Surface coal mining reclamation, cooperative 
agreement signed with Interior Dept. 
providing for state enforcement of stand- 
ards on federal coal leases 1411 


UTILITIES 


Virginia Electric and Power Co., license 
application for nuclear power plant, utility 
fined $32,500 for making false statements, 
NRC 1103 


Vv 

VEGETABLES 

See EFFLUENT LIMITATION 
GUIDELINES, subhead: Fruits and 
vegetables 

VERMONT 

Air quality implementation plan, revisions 
oad by EPA, list 993 


Air standards, state delegated authority to en- 
force performance standards for new 
Stationary sources and national emission 
porary for hazardous pollutants, EPA 

1 

Drinking water, chloroform levels in 
Burlington supply found exceeding national 
average nearly seven times, preliminary 
EPA data released by d pstpe interest group, 
possible health hazard cited 1376 


VIRGIN ISLANDS 


Air quality implementation plan, revision 
covering various regulations approved by 
EPA 1256 


VIRGINIA 


Council on Environment issues annual report 
to governor and General Assembly on 
state’s environment, state urged to develop 
clear policy and encourage local land use 
Tree, summary of recommendations 


Toxic Substances Information Act, state 
Board of Health adopts rules and 
regulations for reporting manufacture or 
emission of substances 1202; deadline for 
submitting primary reports under Act, par- 
tial delay approved, Board of Health 1231 

Water qual standards, public hearings 
scheduled to consider proposed 
amendments, Water Control Board 1029 
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Ww 


WASHINGTON 


Air quality implementation plan, two 
revisions proposed by EPA, changes to 
state’s control regulations and addition of 
rules for three local pollution control agen- 
cies included, text 1412, 1438 

Governor Ray’s ‘‘state-of-the-state’’ message 
urges establishment of special legislative 
review committee on energy issues and ad- 
ditional controls on siting of major energy 
installations 1451 

Nuclear power, initiative to restrict develop- 
ment defeated by voters 986 

ig i Sound Air Pollution Control Agency, 
Je levied during September reported 

Recycling centers, free publication available 
on planning, opening, and operating 
centers, Ecology Dept. 1235 

Sulfite pulp mills and kraft pulp mills, hearing 
scheduled to consider revisions to stand- 
ards, Ecology Dept. 1029 


WATER 


See following heads: 

—COASTAL ZONES 

—CONTINENTAL SHELF 

—DREDGING 

—EFFLUENT LIMITATION GUIDELINES 
—LAKES AND RIVERS 

—OCEANS 

—RIVER BASINS 

—SEWAGE TREATMENT 

—WATER POLLUTION (In General) 
—WATER QUALITY STANDARDS 
—WATER RESOURCES AND SUPPLIES 


WATER POLLUTION (In General) 


See also LAKES AND RIVERS; SEWAGE 
TREATMENT; WATER QUALITY STAND- 


Farm fields, erosion and chemical run-off 
control, EPA and Small Business Admn., 
offering low-interest loans to help farmers 
comply with Federal Water Act 1417 

Florida water quality problems, hearing 
scheduled to consider recently completed 
studies, Environmental Regulation Dept. 

029 


i Se sources 

—EPA working group recommends regional 
emphasis in solving problems, dimensions 
of pollution and control method detailed, in- 
terim report 1107 

—Procedures for determining volume of 

llutants generated by sources presented 

in report available from NTIS 1115 

Oil spills, see OIL AND GAS 

Public opinion surveys show more Americans 
than ever concerned about pollution, great 
majority do not want to share cleanup 
costs, most respondents feel energy shor- 
tages are ‘‘serious” problem, Harris polls 
1133 


Thermal discharges by N.H. nuclear power 
station, preliminary approval of offshore 
cooling system withdrawn by EPA Region I 
Administrator McGlennon, adverse en- 
vironmental impacts cited 1051; EPA Ad- 
ministrator Train agrees to review decision 
to ony, cn 1170; Cleveland (R-NH) 
urges A to establish “high-level task 
force’’ to evaluate issues surrounding plant 
1407; Atomic Safety and Licensing rd 
decision halting construction temporarily 
stayed by NRC, commission to review deci- 
sion and rule on further extension of stay 
1454 

Wetland areas, environmental im 
struction activities analyzed, 
1106 


ct of con- 
PA report 


WATER QUALITY STANDARDS 


See also EFFLUENT LIMITATION 
GUIDELINES; SEWAGE TREATMENT; 
WATER POLLUTION (In General); 
WATER RESOURCES AND SUPPLIES 

Alabama standards, suit by industrial water- 
using firms seeking to invalidate EPA 

romulgated standards, state’s motion to 
intervene on behalf of EPA denied (CA 5) 
1193; EPA’s disapproval of state’s stand- 
ards held arbitrary and capricious and 
found violating Federal Water Act, EPA- 
ei standards set aside (DC Ala) 


California water quality plan for Sacramen- 
to-San Joaquin Delta and Suisun Marsh, 
hearing scheduled to consider adoption of 
interim plan, Water Resources Control 
Board 1371 

Colorado water quality criteria and stream 
classification system, Health Dept. 
ioeaurn hearing to consider revisions 

Discharge permit program 

—Bethiehem Steel plant’s discharge permit, 
EPA lacks authority to extend 1977 com- 
pliance date for industrial dischargers un- 
der Federal Water Act (CA 3) 1019 

—Coal firm’s permit, prior decision requiring 
EPA to grant adjudicatory hearing on 
two-year limit in permit stayed pending 
outcome of state court case (CA 4) 1050 


_—Del Monte de Puerto Rico, Inc., continued 


violation of schedule for building abatement 
equipment, EPA’s listing of plant as 
ees facility ineligible to receive 
federal funds upheld (DC PR) 1101 

—DuPont Co. permit, lower court’s order af- 
firming issuance reversed, case remanded 
to allow environmental group opportunity 
for hearing (Miss SupCt) 1224 

—Enforcement actions taken during October 
by EPA Region IV reported, statistics 
Hie actions taken in December reported 
1448 


—Ketchikan as Des permit, consent decree 
signed with EPA to bring Alaska mill into 
compliance with terms of permit, installa- 
tion of control equipment required 1053; 
Muskie (D-Me) letter requests EPA Ad- 
ministrator Train to review agreement 
provisions, possibilities for additional delay 
in firm’s compliance with terms of permit 
cited 1245 


—National Environmental ‘Policy Act, 
application to issuance of new source per- 
mits, procedures to be promulgated in EPA 
regulations 1273; procedures issued 1374 

—Point source credit for pollutant intake, suit 
challenging EPA “‘net-gross’ regulations 
dismissed (DC DC) 985 

—Public participation and evidentiary 
hearings, EPA proposes amendments to 
regulations to provide for public file of per- 
mit applications and for summary 
judgments and interlocutory appeals, text 
1138, 1147 

—Star-Kist Caribe, Inc., added to list of 
violating facilities by EPA, continued 
violations of construction timetable and 
submittal of compliance plans cited, firm 
becomes ineligible to receive federal con- 
tracts, grants or loans 997 

—Velsicol Co. permit, interim pretreatment 
standards pig tend discharge of endrin 
and heptachlor into city sewage treatment 
system ruled valid, government’s motion 
for summary judgment granted (DC Tenn) 
1189 


Drinking water, see WATER RESOURCES 
AND SUPPLIES 

Federal Water Pollution Control Act 

—Dredge or fill permit program under Sec. 
404 


——Application fees for permits announced, 
Corps of Engineers 1462 
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——Corps of Engineers should retain jurisdic- 
tion, progress in carrying out present law 
and regulations noted, Graves 1026 
——Legislation to amend Corps of Engineers’ 
authority introduced by Tower (R-Tex) 
and Dole (R-Kan) 1445 
——Revised regulations being prepared by 
Corps of Engineers under order from 
Veysey, shorter and clearer rules 
streamlined administrative process 
sought 1048 
—Effluent limitations, cases involving EPA 
authority to promulgate single-number 
limitations and concurrent judicial authori- 
ty to review rules, Supreme Court hears 
oral arguments in three related cases, 
summary 1163 
—Federal facilities’ compliance with state 
permit requirements, Supreme Court deci- 
sion holding requirements inapplicable, 
EPA regional offices directed to ensure 
that installations comply with standards, 
Hanmer memo, text 1163, 1174 
—House and Senate public works committee 
leaders disappointed over failure to agree 
on amendments during 94th Congress, 
Muskie (D-Me) and Wright (D-Tex) dis- 
agree on causes of stalemate, comments 
1100 
—Iron and steel industry seeks delay of 1977 
and 1983 deadlines, postponement and 
broadening of effluent guidelines for in- 
dustry, and revision of discharge permit 
program, position paper issued, summary 
1106 
—Judicial review of national standards, Ad- 
ministrative Conference of the United 
States recommends amendments to cen- 
tralize review in D.C. Circuit Court of 
Appeals, EPA General Counsel Frick com- 
ments on proposals, other recommen- 
dations by conference issued, list 1271 
—Legislative amendments being prepared by 
EPA for transmittal to Congress, proposals 
to authorize state certification of construc- 
tion grants and to toughen EPA enforce- 
ment powers included, additional funds 
sought for construction grants over next 
decade, summary of amendments 1348 
—National Assn. of Manufacturers submits 
position paper to President Carter, changes 
in law recommended to balance en- 
vironmental benefits with economic and 
energy costs of control 1456 
—National Water Quality Commission’s 
report on amending Act, National Research 
Council policy committee reaffirms posi- 
tion that recommendations be based on cer- 
tain key factors 1196 
—Navigable waters, Arizona’s Salt River 
found satisfying criteria in regulations, 
EPA general counsel’s decision 1270 
—Noncomplying point sources which miss 
statutory deadlines, EPA preparing to seek 
approval of ‘‘noncompliance fee,” $45 
billion in construction grants authorizations 
sought over next 10 years, Train’s draft 
memo to OMB on 1977 legislative 
priorities, text 1132, 1157 
—Oil spill self-reporting and strict liability 
provisions do not contravene Fifth Amend- 
ment to U.S. Constitution, firm’s penalty 
upheld (DC Okla) 1360 
—Senate Environmental Pollution Subcom- 
mittee’s consideration of amendments in 
1977, strategy and options discussed, early 
mark-up sessions on authorizations propos- 
ed, Billings memorandum, text 1131, 1156; 
Public Works Committee sets tentative 
schedule for considering legislation 1410 
—State certification under Sec. 401, issue held 
reviewable only in state courts, case in- 
volving oil firm’s request for Corps of 
Engineers drilling permit (DC Ala) 1269 
—Steam electric power plant, city’s accep- 
tance of bids for turbine generator compo- 
nent does not constitute commencement of 
construction under Sec. 306 (a) (2) and thus 
is not subject to new source standards, EPA 
general counsel’s decision 1250 
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WATER QUALITY STANDARDS—Contd. 


Federal Water Pollution Control Act—Contd. 

—Water quality management planning, Sec. 
208 grant money may be used to fund air 
quality-related activities necessary in 
assessing air quality effects of 208 plans, 
activities eligible for funds listed, Breiden- 
bach and Strelow memo 1133 

National Pollutant Discharge Elimination 
System (NPDES), see subhead: Discharge 
permit program 

North Carolina to consider reclassification of 
certain creeks and tributaries, En- 
vironmental Management Commission 
hearing scheduled 997 

Oil discharges, EPA regulations for deter- 
mining harmful discharges, clarifying 
amendments adopted 1059 

Polychlorinated biphenyls, EPA adopts final 
regulations prohibiting all direct discharges 
into waterways 1413 

Test procedures for analyzing pollutants, 
guidelines for establishment adopted, EPA 
1144 


Virginia standards, hearings scheduled to con- 
sider proposed amendments, Water Control 
Board 1029 


WATER RESEARCH AND TECHNOLOGY, OF- 
FICE OF 


Budget request for fiscal 1978, breakdown 
1397 


WATER RESOURCES AND SUPPLIES 


See also LAKES AND RIVERS; RIVER 
BASINS; WATER RESOURCES COUNCIL 

Drinking water 

—Burlington, Vt., chloroform levels in water 
found exceeding national average nearly 


seven times, preliminary EPA data releas- 
ed by public interest group, possible health 
hazard cited 1376 

—EPA draft strategy paper outlines agency’s 
step-by-step regulatory approach to 
program, objectives listed 1057 

—Fresno County, Calif., petition requests 
EPA to declare underlying aquifer as 
area’s principal source of drinking water, 
EPA invites public comments and related 
information 1206 

—Montgomery County, Md., petition seeking 
to declare Clarksburg-Boyds aquifer as 
area’s principal source of drinking water, 
EPA invites comments 1206 

Garrison Diversion Unit, N.D., controversial 
irrigation project opposed by Canada due to 
estimated increase in pollutants from 
return flows, alternatives to development 
of Souris section detailed, Reclamation 
Bureau report 1226; Fascell (D-Fla) urges 
State Dept. to consider views of EPA and 
CEQ before making any further com- 
mitments to construction, State Dept. cir- 
culating draft response to Canada for in- 
teragency review 1414 

Ground water modeling techniques, status 
and use by Geological Survey described, 
report available 1205 

Ogallala aquifer in Crosby County, Tex., state 
Water Development Board study urges con- 
servation measures to avoid further deple- 
tion of groundwater 1029 

Oregon water impoundment projects and 
small dams, governor’s proposed 1977 to 
1979 budget includes $5 million for con- 
struction 1205 

Streamflow and ground-water conditions, 
Geological Survey monthly report shows 
below normal flows in north central and 
western states 1231; U.S. water supply 
drops to normal in 1976 following three 
years of high flows 1365 


WATER RESOURCES COUNCIL 
Budget request for fiscal 1978, breakdown 
1401 


River basin commissions, amendment ap- 
proved to provide observer status on coun- 
cil to vice chairmen 1231 


WEATHER 


Advisory board on weather modification es- 
tablished to advise on national policy and 
research and development matters under 
National Weather Modification Policy Act 
of 1976, Commerce Dept. 1455 


WEST VIRGINIA 


Air quality implementation plan, annual 
arithmetic mean and maximum 24-hour 
concentration for secondary sulfur dioxide 
standards deleted from state’s regulations, 
revision approved, EPA 1113 

Pesticides, state’s request for interim cer- 
tification to register new products to meet 
special local needs approved, EPA 1417 


WILDLIFE 
See FISH AND WILDLIFE 


WYOMING 


Petroleum production unit’s discharge of 
wastewater into irrigation ditch without 
state permit, state attorney general files 
suit 1104 

Surface coal mining reclamation, cooperative 
agreement signed with Interior Dept. 
providing for state enforcement of stand- 
ards on federal coal leases 1411 
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ARTICLES, 


ADMINISTRATIVE PROCEDURE ACT 


Informal rulemaking, FCC procedures disap- 
proved in subscription broadcast television 
suit (CA DC) 1918 


ADVISORY COMMITTEES 


National Advisory Committee on Oceans and 
Atmosphere, report to Commerce 
Secretary recommends increased funding 
for National Sea Grant program 1704 

National Drinking Water Advisory Council 

—Meeting set, agenda includes report on 
health aspects of drinking water con- 
stituents 1878 

—Membership for state legislators urged, 
Fulford; opposed, Warren 1984 

Science Advisory Board, EPA, subcommittee 
recommends that agency’s draft criteria 
document for atmospheric lead be with- 
drawn from consideration, ‘inadequate 
scholarship’ and ‘‘apparent biases” 
cited, recommendations to be submitted for 
development of new and more accurate 
document, summary of criticisms by 
members of group, physicians, and en- 
vironmentalists 1486; mutagenicity testing 
and criteria to re (8 pesticides registra- 
tion, draft guidelines reviewed by study 
group 1617; environmental pollutant move- 
ment and transformation committee, EPA 
seeks nominations for five vacancies 1879 

State Federal Water Programs Advisory 
Committee, EPA, Federal Water Act ex- 
amined to determine which functions may 
be transferred to states, matrix developed 
by decentralization task force, Act’s sec- 
tions tabulated with factors necessary for 
states to assume FEA functions 1610; 
matrix circulated to states for study and 
comment, state officials comment at com- 
mittee meeting 1736 

Toxic Substances Advisory Committee, EPA 
invites nominations for members 1609 


AGRICULTURE 


See also LEGISLATION, FEDERAL, §S 275; 
PESTICIDES 

Dept. of Agriculture 

—Public contacts and property management, 
rules amended to include subpart on en- 
vironmental protection 1702 

—Watershed projects, planning assistance for 
16 new projects approved by Soil Conserva- 
tion Service, list 1703 

Discharges from agricultural point sources, 
general permit program proposed by EPA 
to regulate irrigation return flows, program 
does not impose numerical limits or require 
individual applications, text 1549, 1568 

Feedlots, Wyoming legislates exemption from 
water regulations 1919 
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Grain elevators, proposed new source perfor- 
mance standards, EPA extends comment 
period 1770 
Open field burning 
—Ban replaced by phase-down program, ap- 
ih aie: by EPA 1952 
regon sets hearings 1989 

Strip mining 

nee also LEGISLATION, FEDERAL, HR 2, 
7 


—Prime agricultural land, Carter Admn. con- 
sidering amendment to control legislation 
to ban mining, interagency review begun to 
determine impact of ban or strict controls 
1632 


AIR 


See following heads: 

—AIR POLLUTION (In General) 
—AIR QUALITY STANDARDS 
—PARTICULATE MATTER 
—SULFUR AND SULFUR OXIDES 


AIR POLLUTION (In General) 


See also 

—AIR QUALITY STANDARDS 
—NITROGEN AND NITROGEN OXIDES 
—PARTICULATE MATTER 
—PHOTOCHEMICAL OXIDANTS 
—SULFUR AND SULFUR OXIDES 


Alyeska Pipeline Service fined for violations 
(DC Alaska) 1909 

Appropriations for EPA air programs, agency 
seeks additional $10.7 million and 247 
positions in fiscal 1978 budget, appeal to 
OMB 1554 


Automotive emissions, 
VEHICLES 

Benzene emissions, Environmental Defense 
Fund urges EPA to take regulatory steps to 
minimize public exposure, EDF plans to 
petition EPA to list benzene as pollutant un- 
der Clean Air Act, Rauch 1484; EDF 
petitions for listing of benzene as hazardous 
air pollutant, seeks promulgation of propos- 
ed regulations for emission standards for 
stationary sources 1942 


see MOTOR 


Carbon monoxide, alternative reference 
method designated for measuring ambient 
concentrations, EPA 1495 

Compliance status of major stationary 
sources presented in EPA report available 
from NTIS 1617 

Fuel shortages caused by weather emergen- 
cy, EPA regional offices directed to use dis- 
cretion to not enforce pollution control 
rules during short-term emergencies, 
Legro memo 1477 


Incidents photography, new low-cost aerial 
unit developed by Air Force lab seen by 
EPA as “‘breakthrough’’ 1644 

Kentucky chemical company fined for 
violating consent order for coke producing 
plants 1989 

Monitoring requirements and performance 
testing reference methods, clarifying 
amendments adopted, EPA 1496 

New Hampshire per plant’s compliance 
with pollution rules, EPA grant of extension 
under energy-related authority, EPA 
proposes revocation, text 1770, 1782 

New Jersey roofing company fined for ex- 
cessive particulate emissions, posts perform- 
ance bond for installation of control equip- 
ment (NJ SuperCt) 1944 


Ozone 

—Depletion by supersonic transport aircraft 
emissions seen less harmful than predicted, 
Laie to American Chemical Society 1805 

—Measurement, application to designate 
reference or equivalent method received, 
EPA 1495 


Public opinion survey shows pollution still 
viewed as “‘serious’’ by majority of public, 
cost issue not compelling factor, trends in 
attitudes detailed, O’Neill 1696 


Stratospheric pollutants in minute ratios 
measured by NOAA system 1848 

Transport of pollutants, EPA studies show 
ozone and acid aerosols capable of long- 
distance movement from one region of 
country to another, French 1694 


Wheeling-Pittsburgh Steel Corp., Monessen, 
Pa., air standards violations since 1972, 
state files complaint, seeks fine 1909 


AIR QUALITY STANDARDS 


See also 
—AIR POLLUTION (In General) 
—LEAD 


—NITROGEN AND NITROGEN OXIDES 
—PARTICULATE MATTER 
—PHOTOCHEMICAL OXIDANTS 
—SULFUR AND SULFUR OXIDES 
—TESTS AND TESTING EQUIPMENT 


In general 
—Manufacturing Chemists Ass’n. position 
paper cites ‘overly rigid’’ rules as 
frustrating compliance and economic 
rowth 1948 
—Priorities for FY 1978 listed in EPA draft 
operational guidance 1893 


Aircraft emissions 


| —Navy Dept. jet engine testing violates air 


standards of California implementation 
plan (DC NCalif) 1947 

Ambient standards, margin above national 
limits urged by Costle in speech to National 
Association of Counties 1802 

Asbestos, EPA issues clarification amend- 
ment to national hazardous emission stand- 
ard, amendment pone to expand 
coverage of standard, text 1693, 1710 


Automotive emission standards, see MOTOR 
VEHICLES 

California 

—Administrative hearings, hearing scheduled 
to consider amendments to procedures, Air 
Resources Board 1614 

—Gasoline vapor control systems for bulk 
plants, terminals, and delivery tanks, hear- 
ing scheduled to consider certification and 
test procedures, Air Resources Board 1702 

—South Coast District, Los Angeles County 
ordered to pay full share (Calif SuperCt) 
1902 

—South East Desert Air Basin, Air Resources 
Board adopts emergency regulations for 
ortions of three counties 1498 
outhern California Air Quality Manage- 
ment District, governor signs bill to loan 
funds to Los Angeles County for its share of 
financing 1615 

—Carbon monoxide, alternative reference 
method designated for measuring ambient 
concentrations, EPA 1495 

Clean Air Act 

—See also LEGISLATION, FEDERAL, HR 
4151; HR 4758; HR 6161; S 174; S 252; S 


253 
—Amendments 
——House Interstate and Foreign Commerce 
Health and Environment Subcommittee 


asks Carter Admn. position 1810; House 
Commerce Committee completes 
markup of amendments for stationary 
sources 1971 

——National Association of Manufacturers 
Environmental Quality Committee hears 
that industry hopes are limited to delay, 
Gould 1851 

——President and key con discuss 
legislation pending 191 

——Senate Energy Production Subcommittee, 
Dowd testimony that these amendments 
would negate Coal Utilization Act 1840 
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AIR QUALITY STANDARDS—Contd. 


Clean Air Act—Contd. 

—Amendments—Contd. 

——Senate Public Works Subcommittee 
hearings on amending legislation, labor 
and management offer conflicting views 
on economic implications of legislation, 
Sheehan and Armour testimonies 1593; 
major stationary source industries urge 

* delay in comprehensive legislation, of- 
ficials predict provisions in pending bills 
(S 252, S 253) would jeopardize develop- 
ment and use of resources and worsen 
economy, summary of testimonies 1598 
—Clarification and updating urged at Air 
Pollution Control Assn. government affairs 
seminar 1837 
—Enmission standards validity not reviewable 
by district court in criminal action for 
violation, ongee: joann ruling review 
granted (SupCt) 186 
Coastal management oe coordination 
with air factors at state and local level, 
EPA preparing guidelines, NOAA com- 
ments, regulations 1904 
Colorado sulfur dioxide emissions, Health 
a schedules hearings to consider con- 
rules 1614 
caunenticut indirect source pollution 
ations, hearing scheduled to review 
es, Environmental Protection Dept. 1702 
Peres “offset” policy, EPA 
—Carter Admn. supports House bill, Costle 
testimony 1933 
—Withdrawal urged in favor of industrial 
growth in heavily polluted areas, Air Pollu- 
tion Control Assn’s. 1862 
Fluoride emissions control from phosphate 
fertilizer plants, final guideline document 
available, EPA 1695 


Grain elevators, new source perform- 
ance standards, EPA extends comment 
period 1770; 


pe tponement urged, council 
on Wage and Price Stability 1870 
Implementation plans, see specific states 
Iron and steel plants, EPA proposed revision 
to new source performance standards to 
limit opacity of emissions, require monitor- 
ing of control device operations, and clarify 
“startup” term for basic oxygen process 
furnances, text 1693, 1707 
Missouri opacity standards for metropolitan 
St. Louis sources to be considered, Air 
Conservation Commission hearing schedul- 
ed 1702 
Mobile sources, see MOTOR VEHICLES, sub- 
head: Emissions standards 
Model design guidelines, field hearings an- 
nounced by EPA 1954 
Monitoring requirements and performance 
testing reference methods, pasoins 
amendments adopted, EPA 149 
New source performance addy 
—Enforcement shift to states, 1978 EPA draft 
operational guidance 1893 
—Sulfur dioxide scrubbers elimination as con- 
pene ‘“‘modifications’’ under standards 
uirement of compliance with stand- 
ards EPA letter advising power firm; in- 
terpretive rulings held not reviewable by 
appeals courts under Sec. 307 (b) (1) of 
Clean Air Act (CA DC) 1769 
New York standards for particulates, 
amendments approved, time required to 
prove violation of state and federal stand- 
ards shortened, Environmental Board 
1498 
Nondegradation of air quality 
penericiy costs in 1990 projected under 
dation provisions in legislation 
consige ered by 94th Congress, report 
red for Edison Electric Institute 1778 
_EPA' ‘A’s rules upheld by appeals court, 
review —— (SupCt) 1865 
—National Conference of State Legislatures 
urges to enact policy to allow in- 
dustrial growth in dirty air areas, policy 
positions adopted 1722 


—National Governors’ Conference urges Con- 
gress to set policy for prevention of signifi- 
cant deterioration and give states sole 
authority for carrying out programs, policy 
statements adopted 1681 

—National Lea ° td Cities calls for ter 
input by local officials into national policy 


on significant sebaer chit: policy state- 
ment adopted, summary 1599 
—State proposals for preventing significant 


deterioration, EPA meets with en- 
vironmental, governmental and industry of- 
ficials to discuss alternative ways of 
evaluating proposals, preliminary draft of 
regulations discussed, summary of 
proposals 1550 

Oregon rules governing polution from veneer 
driers, hearing scheduled to consider 
revisions, Environmental Quality Commis- 
sion 1615 

Oxidants standards, see PHOTOCHEMICAL 

XIDANTS 


Ozone, see PHOTOCHEMICAL OXIDANTS 
Pennsylvania, EPA authorizes Philadelphia 
to enforce performance standards for new 
stationary sources and national emission 
standards for hazardous pollutants, en- 
forcement authority for hazardous 
pollutants delegated to state for areas other 
than Philadelphia and Allegheny County 
1552 
Preconstruction review requirements for 
stationary sources, comment period ex- 
tended on ‘‘emission offset’’ policy, EPA 
1603; policy criticized as unworkable and 
unsound by state, local, and industry groups 
at Dallas public hearing, policy seen en- 
couraging development in polluted areas 
and favoring sel st existing, dirty sources 
aye newer, smaller, cleaner sources, sum- 
of comments 1683; Council on Wage | 
oad Price Stability endorses offset policy, 
formal comments on EPA ruling issued, 
suggestions in carrying out policy offered | 
1716; U.S. Chamber of Commerce 
criticizes ruling as ‘‘inadequate and un- 
workable,”’ policy does not solve conflict 
between clean air rules and economic 
growth, Knight letter to EPA 1764 
Sewage sludge incinerators, EPA proposed 
amendment to new source performance 
standards to exempt certain facilities from 
particulate limits, correction proposed as 
amendment, text 1642, 1648 
South Carolina standards for particulates 
from fuel burning operations, rule amended 
to establish new procedure for determining 
allowable limits, Health and Environmental 
Control Dept. 1613 
State implementation plans 
—See also specific states 
—Economic or technological infeasibility 
allegations, appeals court decision that 
Clean Air Act does not authorize courts to 
hear challenges based on such factors, 
Supreme Court review denied 1641 
ormation acquisition, continual, deadline 
for procedure provision extended 1991 
Stationary sources 
—Best available control technolo 
ment urged, Costle testimony to 
dustry opposition 1933 
Sulfates, ambient standard to protect public 
health may be issued by 1983, factors to be 
considered in research detailed, EPA 
report 1717 
Tennessee Me Authority proposed sulfur 
dioxide control strategy to allow continued 
mannan lience at four power plants, EPA 
th review, A offers 
proposal under which all plants can attain 
ull compliance, Traina 1611 
Texas regulation for pollution control by per- 
mits for new construction or modification, 
hearings scheduled to consider revision, Air 
Control Board 1702 
Transportation control plans, see specific 
states 


require- 
ouse, in- 
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Va r recovery regulations 
nzene, Environmental Defense Fund 
titions, inclusion 1942 


asoline, EPA e II recovery 
regulations Sg ey test scan ely hearing 
scheduled 1772 
Vinyl chloride emissions 
—Environmental Defense Fund settlement 
proposed, Society of the Plastics Industry 
s denial (CA DC) 1922 
—EPA standard and its statutory basis 
challenged, agreement on court settlement 
proposing goal of zero emissions (CA DC) 


Washington 

jes ot pollution regulations amended to 
limit visible emissions from new sources, 
Ecology Dept. 1500 

—Sulfite and kraft pulp mills, specific emis- 
sion standards established, Ecology Dept. 
1500 

Wisconsin delegated authority to administer 
new source performance standards and 
national emission standards for hazardous 
air pollutants 1844 


AIR TRANSPORT 


Concorde supersonic jet, President Carter 
cannot direct New York to approve landing 
rights at JFK International Airport, deci- 
sion by former Transportation Secretary to 
allow trial period for U.S. landings will not 
be terminated, White House statement 1605 

Jet engine testing by Navy Dept. violates air 
standards of California implementation 
plan (DC NCalif) 1947 

Ozone depletion by supersonic transport air- 
craft emissions seen less harmful than 
predicted, speech to American Chemical 
Society 1805 


| Nuclear materials, federally-sanctioned air 


shipments into New York, lower court 
order refusing to preliminarily enjoin 
shipments pending impact statement 
preparation affirmed (CA 2) 1689 


ALABAMA 


Mobile and Perdido-Escambia River Basin, 
hearing scheduled to consider Bs. ig 
water ay meer ag plan, Water Im- 
provement Commission 1702 


ie 


pe ality implementation plan, compliance 
edule approved, compliance date es- 
tablished a pulp firm 1604 


Land 

—Allocation and conservation, establishment 
and protection of large areas and complete 
ecosystems identified as high environmen- 
tal priority of Carter Admn., Andrus, House 
hearings 1781 

—Public lands management by both U‘S. 
state, bill introduced in U.S. Senate, 
Stevens (R-Alaska) 1921 


Naval Petroleum Reserve to be brought into 
compliance with state solid waste disposal 
regulation 1781 

Wolf kill program planned for federally con- 
trolled land in Alaska, Interior Secretary 
has authority to halt (DC Alaska) 1937 


ANTITRUST 


Environmental impact statement required 
sight bomber oil feten, BoP acden comedies 
eight major oil firms es exempting 
agency’s enforcement Sten 


PA invalidated (DC ) 1715 


é (ER) 


APPOINTMENTS, PERSONNEL CHANGES 


Conservation Foundation 

—Train palnning to return to nonprofit group, 
former EPA administrator to serve as 
senior associate 1701 

Council on Environmental Quality 

—Edey expected to be President’s third 
nominee to Council 1731 

—Speth to be nominated as Council member 
1646; favors delay of nuclear power plants, 
confirmation probable, Senate hearing 
1805; committee recommends confirma- 
tion 1833 

—Warren, C. H., chosen by President Carter 
for chairman, official announcement held 
up by paperwork delays 1590;Warren ex- 
pected to take hard line on environment and 
make industry prove its case, comments by 
former colleagues in Calif., Environment 
Reporter Special Report 1705; confirmed 
by Senate 1731 

Environmental Protection Agency 

—Blum expected to be named deputy ad- 
ministrator 1475; President Carter formal- 
ly nominates Blum 1588; nomination ap- 
proved by Senate Environment and 
Public Works Committee 1686; confirmed 
by Senate 1731 

—Costle expected to be named administrator, 
nominee formerly headed Conn. en- 
vironmental agency, industry and en- 
vironmental groups comment favorably 
1475; President Carter formally nominates 
Costle 1588; nomination approved by 
Senate Environment and Public Works 
Committee 1686; confirmed by Senate 1731 

—Delays in appointments explained 1943 

—Drayton to be nominated as assistant ad- 
ministrator for planning and management 
1907 


—Jorling expected to be named assistant ad- 
ministrator for water and hazardous 
materials 1822 

—Roush named director of Office of Regional 
and Inter-governmental Operations 1988 

—Smith, James M., working temporarily as 
special consultant for water and hazardous 
materials transission to new assistant ad- 
ministrator 1913 

—Warren, C. S., named director of Office of 
Legislation 1943 

Federal Energy Admn. 

—Bardin expected to be named deputy ad- 
ministrator 1740 

Interior Dept. 

—Joseph nominated for undersecretary by 
Interior Secretary Andrus 1603 

Office of Management and Budget 

—Cutler expected to be named associate 
director for natural resources, energy and 
science, five national environmental groups 
oppose candidacy 1733 

Senate 

—Anderson (D-Minn) and Moynihan (D-NY) 
named to Environment and Public Works 
Committee, Chafee (R-RI) and Wallop (R- 
Mont) expected to fill Republican positions 
on panel 1609 


APPROPRIATIONS AND AUTHORIZATIONS 
See BUDGET, U.S. 


ARIZONA 


Air quality implementation plan, EPA propos- 
ed amendments 

—Fuel-burning installations emissions 
limitations, ambient air quality standards, 
re other provisions, comments sought 
180 


—Permits and fees 1740 


ARMY CORPS OF ENGINEERS 
See CORPS OF ENGINEERS 
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ASBESTOS 


See AIR QUALITY STANDARDS 


ATOMIC ENERGY 


See also RADIATION 

Air shipments of nuclear materials into New 
York, lower court order refusing to 
preliminarily enjoin federally-sanctioned 
shipments pending impact statement 
preparation affirmed (CA 2) 1689 

Electric capacity expansion based on mix of 
nuclear power and coal plants recommend- 
ed by Ford Foundation report, discussion of 
health and environmental aspects and 
nuclear proliferation, industry and en- 
vironmentalist comments 1791 

Nuclear power plants 

—Energy conservation alternatives to con- 
struction, appeals court ruling that Nuclear 
Regulatory Commission erred in requiring 
that alternative satisfied ‘‘rule of reason’’ 
before it agreed to consider that alternative 
in its impact statement, Supreme Court 
review granted 1645 

—Environmental impact of reactors, new 
standardized figures adopted by Nuclear 
Regulatory commission for purposes of im- 
pact statements and reports, major 
amendments listed 1764 

—Fuel, appeals court ruling that Nuclear 
Regulatory Commission decision to permit 
use of mixed plutonium-uranium oxide on 
interim basis violates NEPA, review 
granted (SupCt) 1829 

—Liability limits for accidents, Price-Ander- 
son Act provision unconstitutional (DC 
WNC) 1864; comments by Nader 1916 

—Pilgrim nuclear plant, Mass., EPA ap- 
proves permit for once-through cooling 
system, system found adequate to protect 
fish and wildlife, McGlennon 1761 

—Seabrook station, N.H., cooling system con- 
troversy, Nuclear Regulatory Commission 
modifies appeals board ruling to allow con- 
tinuation of construction pending final deci- 
sion, utility required to submit certain in- 
formation to NRC 1560; legislation urged to 
remove ‘‘regulatory vise,’’ Tallman, 
McGlennon, other testimonies to House 
subcommittee 1940 

—Speth favors delay of new construction per- 
mits and development programs, confirma- 
tion hearing for CEQ membership, Senate 
views 1805 

—Waste disposal, appeals court ruling that 
Nuclear Regulatory Commission must con- 
sider environmental effects of reprocessing 
and disposal before granting plant’s 
operating license, Supreme Court review 
granted 1645 

—Waste storage, state involvement in 
decisionmaking on disposal sites, 
procedures proposed by ERDA criticized by 
Congressional report 1986 


AUTOMOBILES 
See MOTOR VEHICLES 


BEVERAGE CONTAINERS 
See SOLID WASTE 


BUDGET, U.S. 


See also LEGISLATION, FEDERAL, 
pits 110, HR 4877, SConRes 10, S$ 57,8 


Council on Environmental Quality, budget 
request for fiscal 1977 and 1978, Council 
requesting Carter Admn. to restore 
positions cut from agency during last four 
years 1590; President’s proposed budget 
revisions contain no mention of CEQ, 
changes in budget may be recommended 
when OMB completes review of Executive 
Office for hag! iscakres purposes 1641 

Environmental otection Agency, fiscal 
1978 budget, coalition of environmental 
groups urge additional funds, President 
Carter and OMB Director Lance urged to 
increase ‘‘limited resources’’ for oo 
1501; EPA seeks additional funds an stab 
fing from Carter Admn., President’s cam- 
paign stands on environmental programs 
recalled, Quarles letter to OMB, text 1539, 
1563; Muskie (D-Me) urges President to 
consider funding increases sought by 
former EPA administrator, staff 
memorandum by Senate Public Works 
Committee finds agency’s personnel needs 
at “crisis proportions,’ text 1539, 1566; 
EPA urges additional position and funds for 
effluent guidelines and water quality en- 
forcement program, additionai material 
provided with Quarles budget appeal to 
OMB, summary 1554; EPA seeks ad- 
ditional $10.7 million and 247 positions for 
air programs 1554; EPA seeks 400 
positions and $58.8 million to administer 
new Resource Conservation and Recovery 
Act 1555; increase of 129 positions and $2.4 
million in fiscal 1977 and 1978 requested to 
enforce abatement and control portions of 
EPA’s toxic substances program 1555; 
restoration of budget cuts requested for im- 
plementing Safe Drinking Water Act 1555; 
additional funds and manpower requested 
for management and support activities un- 
der new laws, Quarles letter to OMB 1556; 
additional 70 positions and $4.5 million 
sought for pesticide reregistration 
programs 1556; radiation programs, agen- 
cy appeals reduction of 10 positions for 
state assistance, increased funds requested 
for development of radioactive waste dis- 
posal standards 1556; consolidated grants 
program, $259.5 million requested in appeal 
to OMB 1556; President Carter’s proposed 
budget will recommend substantial in- 
creases for funding and staffing 1587; 
President’s proposed budget would give 
agency additional 600 positions and $116 
million for fiscal 1977 and 1978, $5.2 billion 
requested for sewage treatment 
authorizations in fiscal 1977, revisions to 
Ford budget summarized, budget proposal 
praised by environmentalists and Ad- 
ministrator-designate Costle 1629; Acting 
Administrator Quarles praises new budget 
proposal, staffing increase seen sufficient 
only over short run, Senate hearings 1685; 
tentative figures on staffing increases 
released by Oaiaties during House hearings, 
toxic substances control programs to 
receive largest share of new positions 1688; 
EPA Administrator Costle and other Admn. 
officials support long-term funding of 
sewage treatment construction grants 
program, support for funding beyond fiscal 
1977 dependent on passage of Federal 
Water Act amendments 1727; Senate En- 
vironment and Public Works Committee 
recommends that Senate BudgetCommittee 
raise budget above levels BY sed by 
President Carter, Randolph ( a) and 
Stafford (R-Vt) letter 1761 

Sewage treatment construction grants 
ek cae reimbursements to states under 

ection 206(a) of Federal Water Act, 
Nelson (D-Wis) urges President Carter to 
add $300 million to fiscal 1978 budget for 
states which began projects between 1966 
and 1972 under promise of matching federal 
money, chart lists money received by and 
still owed to states 1562 
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BUDGET, U.S.—Contd. 


Water resources development projects, Presi- 
dent Carter’s fiscal 1978 budget proposal 
requests elimination of funds for 19 pro- 
jects, Congressional reaction hostile, list of 
preyecss 1627; Interior Secretary Andrus 
declines to rule out Presidential impound- 
ment of funds if Congress reinstates 
authorizations, House hearings 1639; 
governors of western states express strong 
disapproval of proposed funding cuts to An- 
drus, water shortages and adverse 
economic effects of current drought cited, 
comments 1639; interagency committee to 
review over 1,000 projects to determine 
whether they meet economic, environmen- 
tal and safety criteria, letter outlining 
two-stage review procedure sent to 
Congress, environmental groups praise 
President’s proposed funding cuts 1676; list 
of projects selected for deletion based on 
CEQ recommendations, 15 projects regard- 
ed by CEQ as environmentally damaging 
not included on President’s list, categories 
of adverse impact listed 1685; Muskie 
(D-Me) criticizes inclusion of Maine project 
on list, CEQ accused of aborting impact 
statement process by identifying project as 
environmentally undesirable before state- 
ment was completed 1732; President 
Carter defends proposed deletions and 
pledges to take his case to American people 
to stop wasteful spending tv nere 1735; 
Interior Dept. schedules public hearings to 
receive comments on eight Reclamation 
Bureau projects included on list 1736; 
President to seek elimination of future fund- 
ing for projects found unsupportable on 
economic, environmental, or safety 

‘ounds, initial screening identifies 27 

eclamation Bureau projects as possible 
problems, Senate votes to force President 
to spend fiscal 1977 money appropriated for 
water projects 1758; hearings on Reclama- 
tion Bureau projects recommended for 
de-authorization scheduled, additional pro- 
jects failing and passing screening listed 
1759; thirty projects listed for second 
review for possible deletion, Interior Dept. 
schedules hearings for three new ones, 
President’s conciliatory letter to members 
of Congress 1787; House committee 
restores funding for 19 projects 1827; 
Tennessee-Tombigbee funding urged by 
Wallace, Carroll, Finch, Blanton 1877; ‘‘hit 
list’’ reduced to 18, impoundment not plan- 
ned, modifications urged for some re- 
instated projects; text of 1978 funding 
recommendations 1934 


BUILDING AND CONSTRUCTION 


Electric power plants, see ELECTRIC 
POWER 

Steel mill, proposed construction by U. S. 
Steel Corp. near Lake Erie, firm seeks per- 
mit from Corps of Engineers for structures 
to provide cooling water, discharge 
effluent, and convey raw materials 1768 

Waste treatment plant construction, see 
SEWAGE TREATMENT 


BUREAUS 


See other parts of title and specific subject 
headings 


Cc 


CALIFORNIA 

Air quality implementation plan, EPA 
abe ge revision to Bay Area pollution con- 
trol district’s rules and regulations, text 

1494, 1505; revision proposed to approve 


six compliance schedules for San Diego 
County sources, text 1494, 1509; EPA 
proposes revision to amend rules and 
regulations of Stanislaus County control dis- 
trict, text 1551, 1582; revision amending 
rules of four county pollution control dis- 
tricts approved, EPA 1604; EPA proposes 
revision to amend rules and regulations of 
Montesey Bay pollution control district 
1604; EPA proposes revisions for Butte, 
Glenn, Tehama, and Yuba Counties 1770;. 
EPA proposes revision to gasoline vapor 
recovery provision, comments sought, text 
1804, 1813; Great Basin unified air pollu- 
tion control district, text 1836, 1852; com- 
pliance schedules for four sources, text of 
proposal 1991, 1999 
Air Resources Board procedures governing 
conduct of administrative hearings, hearing 
scheduled to consider amendments 1614 
Coastal Zone Act, Standard Oil Co. ruled ex- 
empt from permit requirements, firm may 
resume drilling of wells in Santa Barbara 
Channel (Calif CtApp) 1479 
Fuel oil burning by utilities, regulation 
adopted requiring utilities in Southcoast Air 
Quality Maintenance District to cut sulfur 
content in half, Air Resources Board 1609 
Gasoline vapor control systems for bulk 
plants, terminals, and delivery tanks, hear- 
ing scheduled to consider certification and 
test procedures, Air Resources Board 1702 
Kaiser Steel Corp., state and federal fines 
sought for air rules violations and allegedly 
_falsifying cleanup activities 1840 
Motor vehicle emissions 
—Cadillac Sevilles, testing shows most 
vehicles failing to meet state nitrogen oxide 
standard, Air Resources Board orders 
recall 1597 
—Costs of new automobiles sold in state seen 
increasing by $1.17 billion between 1977 
and 1985 due to stringent state standards, 
ge prepared for state senator 1606 
Small businesses facing major expenditures 
on pollution control equipment, pilot 
federal program to provide financial 
assistance with tax-free municipal bonds to 
be tested by Small Business Admn., rules 
currently being drafted 1484 
South Coast Air Quality Management 
District, Los Angeles County ordered to pay 
full share of funds (Calif SuperCt) 1902 
South East Desert Air Basin, emergency air 
regulations adopted, Air Resources Board 
1498 


Southern California Air Quality Management 
District, governor signs bill to loan funds to 
Los Angeles County for its share of finan- 
cing 1615 

Sulfur dioxide ambient air standards, hearing 
set to consider amendments, Air Resources 
Board 1845 

Water needs, reclamation and reuse seen 
helping state meet nearly 60 percent of ex- 
pected needs in year 2000, policy and action 
poe for reclamation adopted calling for 

jasinwide studies to identify potential pro- 
jects and research and development 
program, Water Resources Control Board 


Water permits, Federal Government not re- 
quired to apply for state permit to use 
water in reclamation projects within state 
(CA 9) 1936 


CARCINOGENS 


See CHEMICALS AND CHEMICAL IN- 
DUSTRY 


CEMENT MANUFACTURING INDUSTRY 


See EFFLUENT LIMITATION 
GUIDELINES 


CHEMICALS AND CHEMICAL INDUSTRY 


See also 

—EFFLUENT LIMITATIONS GUIDELINES, 
various subheads 

—FERTILIZERS 

—LEAD 

—LEGISLATION, FEDERAL, HR 4758 

—PESTICIDES 

—PHOTOCHEMICAL OXIDANTS 

—SULFUR AND SULFUR OXIDES 


Acrylonitrile in plastic bottles, FDA decision 
to suspend approval may halt plans by 
manufacturers to extend use, environmen- 
tal considerations played no part in decision 
1597; Monsanto Co. suspending production 
of plastic bottles, ‘“‘uncertainties’’ created 
by FDA statement cited 1641 

Allied Chemical Co. 

—Kepone pollution of James River, $13.2 
million fine against firm reduced to $5 
million following firm’s creation of $8 
million environmental endowment, fund to 
be used to alleviate environmental damage 
rie by pesticide discharges (DC Va) 
1480 

—Semet-Solvay Div. placed on EPA’s list of 
violating facilities, Armco Steel Corp. 
directed to stop purchasing coke from 
facility, EPA 1480; order not blanket or im- 
mediate prohibition, correction 1597; firm 
fined for violating consent order 1989 

American Chemical Society annual meeting, 
speeches 1804, 1846 

American Cyanamid Co., Ga., plant’s dis- 
charge of sulfuric acid wastes into river, 
appeals committee within state Natural 
Resources Dept. overturns fine, 
department’s authority to impose civil 

nalties challenged 1596 

Asbestos emission standards validity not 
reviewable by district court in criminal ac- 
tion for violations, appeals court ruling 
review granted (SupCt) 1865 

Benzene, Environmental Defense Fund urges 
EPA to take regulatory steps to minimize 
pape exposure, EDF to petition EPA to 
ist benzene as pollutant under Clean Air 
Act, Rauch 1484; EDF petitions for listing 
of benzene as hazardous air pollutant, seeks 
promulgation of Lk sed regulations for 
emission standards for stationary sources 
1942 


Carcinogens 

—Environmental, federal regulation seminar, 
EPA will shift pesticides administration to 
new Toxic Substances Office, Costle 1915 

—Environmental origin of cancer, individual 
responsibility for control of environment, 
Higginson; ‘‘cancer atlas’’ studies, Hoover; 
cancer-chemical production relationship, 
Skevin, Hansen speeches to Urban Environ- 
ment Conference, Inc. 1808 

Chlorofluorocarbons 

—Consumer Product Safety Commission draft 
rules to require aerosol makers to submit 
data, provide propellant name 1963 

—New York labeling requirements for aerosol 
products postponed by Environmental Con- 
servation Dept., reasons outlined, Berle 
1596 


—Oregon becomes first state to ban sale of 
aerosols, law takes effect, summary of 
provisions, proposals to curtail use bein 
considered by Federal Government and 2 
states 1693 

—Pesticide products, EPA to allow negative 
statement of content on aerosol product 
labels 1593 

—Pressurized containers required to carry 
warning label by FDA and Consumer 
Product Safety Commission rules 1987 

yl mg 0 ee caaitoueed spill 
causing water pollution, penalty recovery 
suit filed by Ohio EPA 1909 

7 pretreatment standard set for utilities 
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CHEMICALS AND CHEMICAL 


—Contd. 

FMC Corp., plant’s discharge of carbon 
tetrachloride into two rivers, consent 
agreement with EPA allows firm to resume 
production, 80 Aaa reduction in dis- 
charges required (DC WVa) 1767 

Hazardous waste management division of 
EPA, work plan on Resource Conservation 
and Recovery Act development completed 


INDUSTRY 


anic chemicals industry, see 
EFFLUENT LIMITATION GUIDELINES 

National Association of Manufacturers and 
National Wildlife Federation, Costle com- 
ments 1839 

Organic solvent control, District of Columbia 
air implementation plan revision proposed 
by EPA, text of proposal 1880, 1882 


ge ep detergents sale banned in Vermont 


Polychlorinated biphenyls (PCBs) 
Bee into waterways, ban under Sec- 


tion 307(a) of Federal Water Act an- 
nounced, manufacturers and users given 
one year to comply with final rules, EPA 


1495 
—Minnesota sets hearing for labeling 1989 
—New York’s plan to dredge Hudson River to 
remove chemical, advisory committee un- 
der state Environmental Conservation 
Dept. urges state to ‘‘slow down”’ and care- 
fully evaluate dredging 1601 


Toxic substances 

—Appropriations for EPA’s program, in- 
crease of 129 positions and $2.4 million in 
fiscal 1977 and 1978 requested to enforce 
abatement and control provisions, budget 
appeal to OMB 1555 

—EPA research outlook 1806 

—Manufacturing Chemists Ass’n. position 
aper cites ‘‘overly rigid’’ rules as 
rustrating compliance and economic 
growth 1948 


—Toxic Substances Control Act 
—Advisory committee established, EPA in- 
vites nominations for members 1609 
—Civil penalty authority, constitutionality 
question eliminated by court decision up- 
holding similar authority in Occupational 
Safety and Health Act (SupCt) 1834 
——Financial disclosure statements for EPA 
employees, filing procedures published 
as interim final regulations 1616 
—AImplementation crip to be made 
available to public, EPA schedules 
meeting to receive comments 1607; draft 
pele document for carrying out law 
issued by EPA, factors to be considered 
in strat listed, public hearings on 
document scheduled 1771; ‘‘difficult 
challenge’’ and ‘‘important priority’, 15 
chemicals for possible control listed, Cos- 
tle 1792; draft of strategy criticized by 
Natural Resources Defense Council 1992 
—Inventory reporting Sec. 8(a), interpreta- 
tion of igri regulations explains use 
of candidate list of chemicals, forms re- 
eae for reporting, and use of forms, 
e criteria for compilation of Appendix 
A, and minerals exempted from repor- 
ting 1901 
—Recordkeeping requirements, EPA to 
publish proposed regulations and com- 
pliance guidelines, public comments re- 
pea) 1772 
——Reporting manufacture of chemicals un- 
der Sec. 8(a), Froenees regulations 
blished, EPA 1718 
porting of ‘‘substantial risk’’ under 
Act, EPA to issue guidelines shortly, 
Johnson 1490 
— Seminar announced by BNA 1859 
—-Urban Environment Conference, 
Epstein speech 1808 


Inc., 
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—Waste storage in subsurface environments, 
geologic criteria for locating sites in Atlan- 
tic Coastal Plain detailed, Geological 
Survey report 1612 

Vinyl chloride 

—Environmental Defense Fund settlement 
proposed, Society of the Plastics Industry 
seeks denial (CA DC) 1922 

—EPA emission standard and its statutory 
basis challenged, agreement on court 
settlement Proposine goal of zero emissions 
(CA DC) 1824 


CHLOROFLUOROCARBONS 
See CHEMICALS AND CHEMICAL IN- 
DUSTRY 


CITIZENS’ SUITS 


See also SUPREME COURT OF THE 
UNITED STATES 

California Coastal Zone Act, Standard Oil Co. 
ruled exempt from permit requirements, 
firm may resume drilling of wells in Santa 
Barbara Channel (Calif CtApp) 1479 

Coast Guard air station relocation, action did 
not violate NEPA (DC DC) 1730 

Discharge permit program, environmen- 
talists dismissed from permit adjudicato 
hearing for failure to comply wit 
rocedural 
erence requirements, petition for review 
of EPA order denied (CA 7) 1688 

Environmental impact statement inclusion 
with federal agency reports or recommen- 
dations to Congress on proposals for legisla- 
tion, private individuals have no stan aa 


challenge NEPA requirement (DC 
isoning from approved fungicide, 


1859 

Mercury 
Federal Government immune from suit for 
injuries to four children who ate pork from 
a hog fed with grain treated with the 
fungicide (CA 10) 1864 

Migratory waterfowl, Interior Dept. 
regulations permitting daytime hunting rul- 
ed arbitrary and capricious and in violation 
of Endangered Species and Migratory Bird 
Treaty Acts, Interior ordered to incor- 
porate ruling in regulations for 1977-78 
unting season (DC DC) 1768 

New York transportation control plan, suit 
seeking to compel enforcement, court order 
requires implementation of four major 
strategies, case on remand (DC NY) 1723 

Porpoises, tuna fishing regulations which 
limit taking incidental to fis operations, 
enforcement of Marine Mama tection 
Act enjoined, supervised fishing on mixed 
schools of ea Sale permitted until 
National Marine Fisheries Service issues or 
denies permit (DC Calif) 1547; American 
Tunaboat Assn. permitted to resume fishing 
“‘on porpoise”’ until 1977 permit is issued or 
modified 1976 permit pete lower court 
ruling stayed (CA DC) 1730 

Sulfur dioxide compliance by Tennessee 
Valley Authority, intent to initiate action 
filed with TVA 1796 

Vinyl chloride emissions; Environmental 
Defense Fund settlement na Societ 
a nAgea eee Industry seeks denial (C 


CLEAN AIR ACT 
See AIR QUALITY STANDARDS 


COAL 


See also LEGISLATION, FEDERAL, HR 2, S 
7, § 977; STRIP MINING 

Conversion policy for utilities and industry, 
President’s message to Congress 1959 


orders and ohare con- . 


Desulfurization process being tested could tri- 
ple available eastern coal, Friedman 1846; 
Appalachian states to fund initial develop- 
ment of ‘‘Sulf-X,”’ Hradesky 1956 

Electric utilities conversion order delayed, 
Federal Energy Admn. 1895 

Fluidized-bed coal combustion, first pot 
plant ready for operation, ERDA 195 

Gasification, pilot-scale plant operating 
successfully 1949 

Mining pount source guidelines for effluent 
limitations adopted 1987 

National Academy of Sciences coal forum dis- 
cusses public policy conflicts 1920 

National Coal Assn. presents list of proposals 
to Admn. officials for removing constraints 
on coal production and use, suspension of 
federal and state sulfur oxide restrictions 
urged, other recommendations, list 1738 

New York regulation governing use of coal 
and coke in New York City and four coun- 
ties, amendment permits continued 
purchase and use without regard to sulfur 
content until Oct. 1, 1977, Environmental 
Board 1498 

North Dakota to administer and enforce sur- 
face mine reclamation standards on federal 
coal leases within state, cooperative agree- 
ment proposed with Interior Dept. 1612 

Researc sap coal development to be 
emphasized in DA’s environment and 
safety programs in coming fiscal year, 
Liverman, Senate hearings 1743. 


COAST GUARD 


Alaska air station relocation, action did not 
violate NEPA (DC DC) 1730 

Tankers, regulations adopted to require cer- 
tain navigational equipment and following 
of certain procedures to reduce accidents 
and oil spills 1497 


COASTAL ZONES 


See also CONTINENTAL SHELF 

California Coastal Zone Act, Standard Oil Co. 
ruled exempt bgt pp requirements, 
firm may resume of wells in Santa 
Barbara Channel (Calif CtApp) 1479 

Coastal management programs 

—Air quality factors, coordination at state 
and local level, EPA preparing guidelines, 
NOAA comments, regulations 1904 

—Interstate coordination grants, application 
and receipt procedures adopted, NOAA 

1 


Estuaries, pollution could harm fishing trade, 
EPA report 1954 

New York Bight, Marine Ecosystem Analysis 
(MESA) research cruises to monitor poten- 
tial fish kill signs 1957 

Strategic Petroleum Reserve, FEA proposal 
to locate reserve in La. and Tex. coastal 
zones op by National Wildlife Federa- 
tion, action seen destroying portions of 
fragile ecosystem, modification of plan urg- 
ed, Kimball letter to President Carter 1735 


COLORADO 


Boulder Creek and tributaries, water quality 
classification urgraded, Health Dept. 1609 
Dillon Reservoir, maximum allowable 
hosphorus concentrations established, 
ealth Dept. 1609 
Fruitland Mesa, Colo., environmental impact 
statement predicts harm to habitats and 
reduced streamflows, Bureau of Reclama- 
tion 1960 
Iowa Gulch water standards relaxation, 
hearing set 1846 


a 


INDEX—SUMMARY — REPORTS 40 through 52 


COLORADO—Contd. 


Land use issues reviewed, decisions on uses of 
state’s natural resources being made 
without a eg interrelated en- 
vironmental and land use factors, 
regulatory functions within state govern- 
ment seen fragmented, state Land Use 
Commission report. 1501 

Sulfur dioxide emissions, hearings scheduled 
to consider control regulations, Health 
Dept. 1614 

Water discharge permit program, hearings 
set for regulations revision 1989 


CONFERENCES AND MEETINGS 


(Includes seminars, workshops, etc.) 
ore an ADVISORY COMMITTEES; JOUR- 


Air Pollution Control Assn. government af- 
fairs seminar, clarification and updating of 
Clean Air Act urged 1837; withdrawal of 
EPA’s emission ‘“‘offset’’ policy for in- 
dustrial growth in heavily polluted areas 
urged 1862 

Air quality models design guidelines, field 
hearings announced by EPA 1954 

American Assn. for the Advancement of 
Science, annual meeting, development of 
energy resources in western U.S. should not 
take priority over environmental protection 
and water resources, states should have 
role in forming national energy policy, 
Sherman 1632; EPA studies show 
pollutants such as ozone and acid aerosols 
capable of long-distance transport, adverse 
health effects noted, French, other 
speakers 1694 

American Chemical Society annual meeting, 
speeches 1804, 1846 

American Iron and Steel Institute recycling 
seminar, long-term contracts seen vital in 
marketing for detinned steel scrap, 
Baumwoll, other speakers 1774 

American Paper Institute celine. pulp and 
paper industry seen ‘‘essentially in com- 

liance”’ with 1977 standards under Federal 
ater Act, postponement of 1983 re- 
quirements recommended until assessment 
is made of effects of meeting earlier stand- 
ards, Smith 1771 

Association of Metropolitan Sewerage Agen- 
cies, Schirmer aree congressional con- 
sideration of funding before long-range 
issues of Water Pollution Control Act, com- 
ments by committee aides 1850 

Association of State and Interstate Water 
Pollution Control Administrators meeting, 
officials reach tentative agreement on 
proposed amendments to Federal Water 
Act, long-term funding of sewage treatment 
construction grants program and delegation 
of more responsibility to states endorsed, 
summary of recommendations 1487 

Bureau of National Affairs fourth annual en- 
vironment and safety briefings announced 
1787 

Carcinogens, environmental, federal regula- 
tion seminar, EPA will shift pesticides ad- 
ministration to new Toxic Substances Of- 
fice, Costle 1915 

Coal forum by National Academy of Sciences 
discusses public policy conflict 1920 

Coalition for Water Project Review criticizes 
conduct of hearings by Army Corps of 
Engineers, Blackwelder 1874 ; 

a “* paardathansa 4 Quality ype 

ons proposed to carry out Govern- 
seat in the Sunshine Act, text 1602, 1620 

Environmental Forum Ill, “best use of 
resources and energy more important than 
goal of ‘zero discharge,’ deadline exten- 
sion urged 1917 

Environmental Industry Council conference, 
environmental protection seen not inconsis- 
tent with economic aoe new controls 
seen requiring new logy and jobs, 


Eizenstat, other speakers 1677; public opi- 
nion pad shows pollution still viewed as 
“serious” Sie be of public, cost issue 
not compel actor, trends in attitudes 
detailed, O’Neill 1696 

Environmental law seminar co-sponsored by 
Environmental Law Institute and Smithso- 
nian Institution, review of environmental 
impact statements discussed, transfer of 
function from CEQ to EPA suggested, 
Anderson, other speakers 1605 

Environmental Study Conference, 
NAM/Government colloquy; pollution tax 
v. regulation, Haun 1851 

Environmental symposium, Presidential ad- 
viser Eizenstat outlines environmental 

riorities of Carter Admn. as strip mining 
egislation, amendments to rules governin 
outer continental shelf exploration, and oi 
spill revention and cleanup, report entitled 
“Unfinished Agenda’ as symposium’s 
theme, summary of report’s findings and 
recommendations 1481 

Executive Enterprises environmental law 
conference, delayed compliance fee, other 
legal tools, Miller, others 1872 

Federal Insecticide, Fungicide and Roden- 
ticide Act amendment, not just extension, 
urged, Costle speech to American 
Agricultural Editors Ass’n. 1951 

Federal Water Pollution Control Act, Sec. 208 

areawide Sperinh and implementation con- 

ference, Reston, Va., ‘‘consideration of 
alternatives involving small ... and on- 
site disposal systems’’ urged, Cook speech 

1800 


Hazardous waste, national conference on 
management, EPA studies show in- 
dustry-generated waste increasing by 32 
percent over next decade, improper dis- 
fen. of hazardous waste shown in studies, 

PA to evaluate disposal technologies and 
options, Kaufman, other speakers 1490 

National Association of Counties, Muskie, Cos- 
tle comments on pees treatment grant 
authorizations, ad valorem taxes, and 
compliance deadlines 180 

National Association of Manufacturers, Cos- 
tle remarks 1838 

National Association of Manufacturers’ En- 
vironmental Quality Committee meeting 

—President’s environmental message post- 

nement urged 1851 
—Resource conservation as pollution control 


seen as supplement to traditional 
technologies, Ling 1841 
National Conference of State Legislatures 


ore Clean Air Act policy position 

adopted, Congress urged to enact signifi- 
cant deterioration policy to allow industrial 
growth in dirty air areas, other environ- 
mental Sookie adopted, summary 1722 

National nomists Club seminar hears dif- 
ficulties of enforcing effluent taxes, 
Drayton, Braithwaite 1910 

National Environmental Development Assn. 
conference on energy, economic and en- 
vironmental issues, Wright (D-Tex) urges 
recognition of distinction between serious 
and ‘‘frivolous’’ environmental issues, 
other speakers 1767 


National Governors’ Conference meeting, 
policy statements adopted urging Congress 
to establish national cy for preventin 
significant deterioration of air quality an 
giving states sole authority to carry out 
programs, itions taken on other en- 
vironmental issues, summary 1681; gover- 
nors in states faced with rising unemploy- 
ment favor increased energy production 
even at nse of environment, Ottinger 
(D-NY) criticizes governors’ use of en- 
vironmental movement as ‘‘whipping boy,”’ 
jobs created as result of environmental 
rules noted, letter to Governor Askew 1731 

National League of Cities meeting, adopted 
policy statement calls for use of ad valorem 
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taxes in sewage treatment construction 
grants program and greater input by local 
officials into national policy on significant 
deterioration of air quality, positions on 
other issues adopted, summary 1599 
National Petroleum Refiners Association, 
as a fuel additive, ban foreseen, 1867; 
reduction in vehicle miles traveled urged in 
addition to design changes to effect lowered 
fuel consumption 1876 


‘National Press Club, Udall outlines conflict 


between agriculture and energy in criticism 
of deletion Rye in Dakotas 1875 

National Solid Wastes Management Associa- 
tion urges de of hazard as basis for 
developing criteria for listing hazardous 
wastes, Lurcott 1873 

National Wildlife Federation annual meeting 
highlights energy problems and solutions 
1835; Costle remarks 1838 

Oil Spill Conference sponsored by EPA, Coast 
Guard and American Petroleum Institute, 
ship owners urged to show ‘‘responsible 
concern’ for assuring balance between 
economics and environmental protection in 
marine transportation, Siler, other 
speakers 1728; incentives urged to make 
spills unprofitable and make petroleum in- 
dustry develop spill prevention technology, 
Frosch, other speakers 1773 

Ozone layer depletion, conference on ozone 
threats sponsored by U.N. Environmental 
Program, problems facing nations discuss- 
ed 1699; conference agrees on worldwide 
long-term research program on possible 
ae of chemicals on earth’s stratosphere 
1744 

Petroleum Assn. for Protection of Canadian 
Environment, annual meeting, inter- 
national petroleum industry urged to 
cooperate with United Nations in dealing 

with worldwide environmental problems, 
Mallatt 1764 

Radioactive waste disposal 

—Albuquerque, N.M., EPA eatie 
numerical standards planned, Rowe, dif- 
ficulty of getting reasonable and political 
involvement, Taylor, retrievable storage, 
Schiager, need for facilitating public un- 
derstanding, Perkins 1946 

—EPA Reston, Va., EPA workshop on en- 
vironmental protection criteria, working 
groups’ conclusions on development of 
criteria, risk considerations, and long-term 
implications summarized, safe disposal of 
waste seen feasible, Whipple, other 
speakers 1557 

Resource Conservation and Le! Act, 
EPA schedules series of public meetings on 
new law, location and timing of meetings 
announced 1611 

Resource Conservation Committee, draft plan 

resented to public meeting sponsored by 
PA, Commerce Dept. opposition 1869 

Sewage treatment systems for small com- 
munities, EPA seminar 1905 

Soil Conservation Society symposium on land 
use, speakers do not see early national 
policy; Reilly, Mark 1799 

Toxic Substances Control Act seminar set by 
BNA 1859 

United Nations water conference in Argen- 
tina, Warren says U.S. philosophy moving 
from water development to water manage- 
ment 1801 

Urban Environment Conference, Inc. dis- 
cusses environmental origin of cancer, Tox- 
ic Substances Act 1808 


CONGRESS 

(For hearings on legislation with ass 

. numbers, see LEGISLATION. FED ) 
ouse 


—Clean Air Act amendments for stationary 
sources, markup completed 1971 
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CONGRESS—Contd. 


House—Contd. 


—Export exemption of Federal Insecticide, 
Fungicide, and Rodenticide Act urged 
repealed, NRDC testimony to subcom- 
mittee on department investigation, over- 
sight, and research 1993 

—Political rating groups urged to establish 
voluntary code of ethics, Cleveland (R-NH) 
cites abuses by Environmental Action’s 
Dirty Dozen Campaign Committee, 
recommendations for code issued 1744 

House hearings 

—Alaska land conservation, Interior 
Secretary Andrus identifies establishment 
and projection of large areas and complete 
ecosystems as high environmental priority 
of Carter Admn., Interior Subcommittee 
1781 


—Drinking water, organic contaminants 
as megs Kimm, arren testimonies 
before House subcommittee; membership 
on Advisory Council urged, Fulford; 
defense of salt water re-injection in oil 
wells, Otts 1983 

—EPA fiscal 1978 budget, Carter Ad- 
ministration’s proposal to increase staffing 
by 600 positions, EPA Acting Ad- 
ministrator Quarles releases tentative 
figures on increases, toxic substances 
control programs to receive largest share 
of new positions, Appropriations Sub- 
committee 1688 

—Interior Secretary Andrus defends choice of 
Herbst as assistant secretary for fish, 
wildlife, and parks, conservation groups 
critical due to candidate’s attitude toward 
endangered species and parks, Interior 
Committee 1482 

—Motor vehicle emissions, standards for 1978 
and beyond remain key issue in Clean Air 
Act legislation, relief expected for industry 
due to impossibility of compliance, 
Congressional committees framing debate 
in terms of comprehensive bill, summary of 
legislative options available to Commerce 
Committee 1480; tradeoff with fuel 
economy not needed, O’Leary, Costle 
testimonies 1982 

—Oil apis, legislation to provide compensa- 
tion for cleanup costs, third-party damages, 
and natural resources injuries, shipping 
representatives express support, 
testimonies, Merchant Marine Subcom- 
mittee 1695 

—Public works funds for sewage treatment 
works, Economic Development Admn. 
allocations defended, broad latitude given 
applicants in delineating project areas cited 
as serious problem, Eden, other 
ipetepocien: Public Works Subcommittee 
1493 


—Radioactive waste disposal, waste stored at 
site in upstate N.Y. found inadequately 
safeguarded against leakage, GAO es- 
timates costs of dealing with waste could 
run into hundreds of millions of dollars, 
Canfield, other testimonies, Government 
Operations Subcommittee 1742 

—Resource Conservation and Recovery Act, 
Rooney (D-Pa), Tuerk defense before sub- 
committee; Commerce Dept. seeks funds 
to aid industry and cities in finding new 
markets for recycled material, Galler 1982 

—Strip mining, Interior Secretary Andrus out- 
lines Carter Admn. position in favor of con- 
trol legislation, state enforcement of 
reclamation programs supported, 
testimonies, Interior Subcommittee 1545; 
Republicans criticize draft report on im- 
pact of legislation prepared for EPA and 
CEQ, tampering with submitted data and 
changes in impact figures charged, 
testimonies 1560 

—Water resources development projects, 
hearings on President Carter’s elimination 
of funding for 19 projects, Interior 
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Secretary Andrus declines to rule out 
Presidential impoundment of funds if 
Congress reinstates authorizations, 
testimonies, Interior Committee 1639 


Senate 

—Alaska public lands management by both 
federal and state, Stevens (R-Alaska) in- 
troduced 1921 

—Budget for fiscal 1978, Environment and 
Public Works Committee recommends the 
Budget Committee raise budget for EPA 
and other agencies above levels pr 
by President Carter, Randolph (D- 
and Stafford (R-Vt) letter 1761 

—Environment and Public Works Committee, 
Anderson (D-Minn) and ee (D-NY) 
named to panel, Chafee (R-RI) and Wallop 
(R-Mont) expected to fill Republican 
positions 1609; composition and jurisdic- 
tions of six subcommittees approved by full 
Senate 1690; Muskie, (D-Me) wants to 
leave by end of 1977... 1990 

—Reorganization of committee system, 
resolution (SR 4) passed by Senate to 
reduce number of committees and 
assignments, most environmental issues 
consolidated under jurisdiction of new En- 
ea and Public Works Committee 
15 

—Strip mining bill, markup resumes, issues 
resolved include delayed compliance, Aban- 
doned Mine Reclamation Fund, surface 
owner consent 1979 


a) 


Senate hearings 

—Clean Air Act, hearings on amending 
legislation, labor and management offer 
conflicting views on economic implications 
of legislation, Sheehan and Armour 
Reet ee Public Works Subcommittee 


—Costle and Blum nominations to be EPA ad- 
ministrator and deputy administrator ap- 
proved, independent EPA defended by Cos- 
tle at hearing, Environment and Public 
Works Committee 1686; nominations con- 
firmed by Senate 1731 

—Energy reorganization, Admn. bill setting 
up new Energy Dept., Ribicoff (D-Conn) 
foresees difficulties between Interior and 
new Energy Dept. in interaction on mineral 
leasing, other testimonies, Government Af- 
fairs Committee 1731 

—EPA fiscal 1978 budget, agency satisfied 
with Carter Administration’s proposed 
budget increases, staffing increase seen 
sufficient only over short run, Quarles, 
other testimonies, Environment and Public 
Works Committee 1685 

—ERDA environment and safety programs, 
emphasis on coal development research 
ae in coming fiscal year, reorganiza- 
ion of program described, Liverman, 
ori and Natural Resources Committee 


—Motor vehicle emissions, standards for 1978 
and beyond remain key issue in Clean Air 
Act legislation, relief expected for industry 
due to impossibility of compliance, Con- 
gressional committees framing debate in 
terms of comprehensive bill, Public Works 
Subcommittee hearings scheduled, sum- 
mary of legislative options 1480; 
automobile and labor officials urge relief 
from statutory rules to keep industry from 
closing, testimonies 1542; revised analysis 
of effects of various emission control 
schedules on fuel economy and costs 
forwarded to Public Works Subcommittee, 
analysis prepared by federal agency 
technical staffs 1606 

—Pesticides reregistration, process could 
take EPA up to 15 years without legislative 
changes or reinforcement of staff, man- 
power problems noted, Breidenbach, other 
nse en y Appropriations Subcommittee 


—Public works funds for sewage treatment 
works, Economic Development Admn. 
allocations defended, broad latitude given 
applicants in delineating project areas cited 
as serious problem, Eden, other 
Nese Public Works Subcommittee 

—Speth, CEQ member-designate, favors 
delay of nuclear power plants; confirma- 
tion probable 1805; committee recom- 
mends confirmation 1833 

—Strip mining, Interior Secretary Andrus out- 
lines Carter Admn. position in favor of con- 
trol legislation, state enforcement of 
reclamation programs supported, provision 
to prohibit mops of federal coal underly- 
a private land opposed, testimonies, 
Interior Subcommittee 1545; Republicans 
criticize draft report on eit of legisla- 
tion prepared for EPA and CEQ, panes 
with submitted data and changes in impa 
figures charged, testimonies 1560 

—Tanker safety, Pha ape legislation to set 
stricter stan endorsed by environmen- 
talists, shipping industry criticizes propos- 
ed bills as “‘overreaction”’ to recent spate of 
oil tanker mishaps, testimonies, Commerce 
Subcommittee 1763 

—Water policy testimonies, crises prediction 
funding urged, Walker, ‘‘trade-offs’’ 
between consumer needs and fish and 
wildlife protection, Greenwalt, research 
funding urged, Whipple 1945 


CONNECTICUT 

Air quality implementation plan; state plans 
not dependent on prior preparation of infla- 
tion impact statement, railroad power plant 
eae for review of plan denied (CA 2) 
1941 


Drinking water program meets EPA stand- 
ards 1845 

Indirect sources of pollution, hearing schedul- 
ed to review existing regulations, En- 
vironmental Protection Dept. 1702 


CONSERVATION FOUNDATION 


See APPOINTMENTS, PERSONNEL 
CHANGES 


CONSTRUCTION 
See BUILDING AND CONSTRUCTION 


CONTINENTAL SHELF 


Petroleum development 

Bi ae ann TION, FEDERAL, HR 

—Atlantic Coast area, Interior Department’s 
lease sale of dril sites voided, NEPA 
violations cited ( NY) 1630; Interior 
vert to appeal ruling 1677; National Ocean 
Industries Assn. to join Interior Dept. in 
appealing decision, Interior to require 
preparation of statement prior to approving 
plans for leases if appeal succeeds, 
Andrus 1767; Interior’s request for ex- 
pedited hearing approved (CA 2) 1827 

—Gulf of Mexico, request for nominations for 
ree oil and gas leasing issued, BLM 


—South Atlantic area, draft impact statement 
available on proposed lease sale No. 43, 
BLM 1607 


CONTRACTS 
See PROCUREMENT 


INDEX—SUMMARY — REPORTS 40 through 52 


CORPS OF ENGINEERS 


Army installations land, forest, and wildlife 
rules adopted 1842 

Civil works projects, series of regulations 
poe to establish policy and procedures 
or considering environmental im- 
plications, text 1630, 1649 

Cross-Florida Barge Canal project, Co’ 
chief Morris recommends project be 
scrapped, adverse environmental impacts 
and marginal economic justification cited, 
recommendation to Army Secretary Alex- 
ander 1678 

Dredge and fill project designed to prevent 
beach erosion, suit by commercial 
shrimpers alleging NEPA violations, 
areal injunction denied (DC Fla) 


Dredge or fill pelt program, regulations on 
discharge of material, draft of revised rules 
to be circulated for review, rules reorganiz- 
ed to simple understanding, ‘aavigable 
waters’ redefined 1489; opposition to draft 
revisions heard during House hearing on 
Federal Water Act amendments (HR 
3199), testimonies 1726; Agriculture Dept. 
supports revision of Section 404 of Federal 
Water Act, redefinition of term ‘‘navigable 
i ar urged, Bergland letter of OMB 


Dredging activities affecting Minnesota’s 
water quality, appeals court ruling that 
state lacks authority to regulate activities, 
res petitions for Supreme Court review 


Florida developer’s praponal to develop 
mangrove wetlands on Marco Island, suit 
challenging Corps’ decision to deny Section 
401 permits, motion of four environmental 
ore to intervene in suit granted (DC 

a) 1547 

Louisiana real estate developer’s project, en- 
vironmental group’s suit to enjoin further 
construction dismissed on grounds of laches 
(CA 5) 1908 

Miami County, Kans., dam project; lower 
court ruling refusing enjoinder for alleged 
noncompliance with NEPA, FWPCA, and 
apr upply Act; review denied (SupCt) 


Water resources hearing conduct criticism, 
corps denies allegations, Bening 1874 


COUNCIL ON ENVIRONMENTAL QUALITY 


Appointments, see APPOINTMENTS, PER- 

SONNEL CHANGES 

ae request for fiscal 1977 and 1978, Coun- 
c pomeeting Carter Admn. to restore 
positions cut from agency during last four 
years 1590; President’s proposed budget 
revisions contain no mention of CEQ, 
changes may be recommended when OMB 
Caciictes review of Executive Office for 
reorganization purposes 1641 


Chairmanship of Council, Calif. 
Assemblyman Wideren chosen by President 
Carter, official announcement being held up 
by paperwork delays 1590; Warren ex- 
pected to take hard line on environment and 
make industry prove its case, comments 
from former co nin pe in Calif., Environ- 
ment Reporter Special Report 1705; Senate 
unanimously confirms Warren 1731 


Environmental impact statements, Commis- 
sion on are Leds to cnority, 
Se to give regulatory authority, 
saorcasiies recommendations for 
reducing vio Shad of statements and im- 
proving the efficiency 1587; commission 
recommends Presidential action in coor- 
dinating rules for impact statements rather 
than authorizing CEQ to set regulations 
other staff recommendations approved 
1691 


Environmental message draft sent to White 
House, highlights 1819 
Government in the Sunshine Act, regulations 
proposed to carry out law, open meetings 
rovided in certain cases, text 1602, 1620; 
inal regulations published, exemptions 
described, Yost 1987 


COURTS 


See CITIZENS’ SUITS; LITIGATION (In 
General); SUPREME COURT OF THE 
UNITED STATES 


D 


DAMS 
See WATER RESOURCES AND SUPPLIES 


DEFENSE DEPARTMENT 


See also CORPS OF ENGINEERS; NAVY 
DEPARTMENT 
Beverage containers, EPA guidelines re- 
irng deposit on containers sold on federal 
acilities, Dept. to conduct test of 
a gee at 10 military installations, list 


Consolidation of signal schools, suit to prevent 
transfer of military and civilian personnel 
pending impact statement preparation, 
court refuses to overturn lower court’s 
denial of declaratory and injunctive relief 
(CA 3) 1479 


DELAWARE 


Air quality implementation plan, EPA ap- 
roves revision for surveillance of re] 
iculate matter and sulfur dioxide 188 


DEPARTMENTS 


See other parts of title and specific subject 
headings 


DISCHARGE PERMIT PROGRAM 
See WATER QUALITY STANDARDS 


DISTRICT OF COLUMBIA 


Air quality implementation plan, EPA 
proposes revision to organic solvent control 
regulations, text of gi sal 1880, 1882 

Transportation control plan, regulations re- 
— D.C. and its Md. and Va. suburbs to 
expand size of bus fleet revoked, EPA 1551 


DREDGING AND FILLING 


Beach erosion prevention,Corps of Engineers 
dredge and fill a suit by commercial 
shrimpers alleging NEPA violations, 
lid injunction denied (DC Fla) 


Bethlehem Steel Corp. and Crowley Maritime 

’ Corp. charged with mh gil dumping spoil, 
administrative complaint issued 1909 

Canal areas dredged in course of excavating 
for mobile home project, order requiring 
wetlands restoration, motion to set aside 
court-ordered equitable lien on assets of 
development firm denied (CA 5) 1547 

Florida developer’s ake hen to tye 
a wetlands on Marco Island, suit 
challenging = of Engineers’ decision to 
deny Section 401 permits, motion of four en- 
vironmental to intervene in suit 
granted (DC Fla) 1547 
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Hudson River, New York’s plan to dred, 
river to remove polychlorinated biphenyls, 
advisory committee urges state agency to 
“slow down’’ and carefully evaluate dredg- 
ing 1601 

Minnesota ruled lacking authority to regulate 
Corps of ineers dredging activities that 
affect state’s water quality, state petitions 
for Supreme Court review of appeals court 
decision 1547 

Permit program for dredge or fill material 
discharges, Corps of engineers regulations, 
draft of revised rules to be circulated for 
review, rules reorganized to simplify un- 
derstanding, ‘“‘navigable waters’’ redefined 
1489; opposition to draft revisions heard in 
House hearings on Federal Water Act 
amendments (HR 3199), testimonies 1726; 
Agriculture Dept. supports revision of Sec- 
tion 404 of Federal Water Act, redefinition 
of term ‘‘navigable waters’’ urged, 
Bergland letter to OMB 1756 


DRINKING WATER 
See WATER RESOURCES AND SUPPLIES 


DUST 
See PARTICULATE MATTER 


ECONOMIC DEVELOPMENT AD- 


MINISTRATION 


| Public works funds for sewage treatment 


works, allocations defended in con- 
gressional hearings, broad latitude given 
applicants in delineating project areas cited 
as serious problem, Eden 1493 


ECONOMIC POLICY 


See also BUDGET, U5S.; 
FEDERAL; TAXATION 


FINANCING, 


| Environmental protection seen not inconsis- 


tent with economic growth, new controls 
seen requiring new technology and jobs, 
Eizenstat 1677 

‘‘Environmental Quality control — 
Governmental Finances: FY 1974-75,” 
Census Bureau report, table of state 
government finances, FY 1975 ... 1944, 
1964 

Inflation impact statements 

—State air quality implementation plans not 
dependent on prior preparation of inflation 
impact statement, railroad power plant 
denied review of plan (CA 2) 1941 

Public trust urged as alternative to corporate 
control for natural resources ownership and 
development, Exploratory Project for 
Economic Alternatives report 1834 


EFFLUENT LIMITATION GUIDELINES 


Appropriations for EPA program, agency 
calls for 16 additional positions ait $8.3 
million to continue revision of best 
available technology guidelines and to 
develop toxic effluent guidelines, Quarles 
budget appeal to OMB 1554 

Cement manufacturing industry, rules gover- 
ning materials storage piles runoff amend- 
ed, EPA 1703 

er aR g point source guidelines adopted 


EPA authority to promulgate industry-wide 

tions for classes and categories of 

t sources upheld, jurisdiction to review 

mitations lies in federal appeals courts 
(US SupCt) 1627 
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EFFLUENT LIMITATION GUIDELINES—Contd. 


Fertilizer Laue source subcategories for 
nitric acid and phosphate, pH limit revoked, 
alternatives under consideration, com- 
ments sought 1839 

Inorganic chemicals industry, errors in 1976 
notice of revocation for portions of 
limitations and guidelines corrected, EPA 
1703; subcategories, specialized definitions 
suspended pending revision of rules 1880 

Leather tanning and finishing pretreatment 
standards adopted, pH requirement outlin- 
ed, economic impact discussed 1803 

‘Organic pollutants in industrial wastewater, 
measurement and analysis of, EPA seeks 
contractor 1951 

Petroleum refining, apepey appeals court 
ruling upholding guidelines, variance 
procedure for 1977 limitations, and EPA’s 
failure to consider ‘‘competitive effects”’ of 
regulations, Supreme Court review denied 
1730; interim final pretreatment standards 
for existing sources adopted, pollutants and 
supentegoren listed, comments received 

8 


Pharmaceutical manufacturing, standards 
for fermentation products subcategory cor- 
rected, EPA 1616 

Seafood  Peocerane industry, steamed and 
canned oyster processing subcategory 
amended to require dissolved air flotation 
treatment systems for shrimp processing, 
EPA 1562; guidelines withdrawn for five 
subcategories, EPA 1702 

Sugar processing industry, limitations upheld 
or cystalline cane sugar refining (CA 2) 
1981 


ELECTRIC POWER 


Capacity expansion based on mix of nuclear 
power and coal plants recommended by 
Ford Foundation report; discussion of health 
and environmental aspects, nuclear 
proliferation; comments 1791 

Coal fired plants, Carter Administration 
urges best available control technology, 
Costle testimony to House, Ayres criticism 
1933 

Fossil fuel-fired steam generators, energy 

irements for pollution control stand- 
ards predicted, report 1993 

New Hampshire power plant’s compliance 
with air pollution rules, EPA grant of ex- 
tension under energy-related authority, 
EPA proposes revocation, text 1770, 1782 

Nondegradation of air quality, electricity 
costs in 1990 projected under provisions in 
clean air legislation considered by 94th 
Congress, report prepared for Edison Elec- 
tric Institute 1778 

North Dakota power plant’s compliance with 
air pollution rules, EPA proposes extension 
1952 


Oil-to-coal conversion orders of Federal 
Energy Admn. imminent, Hanfling; Costle 
objections 1973 

Pacific Northwest area, Bonneville Power 
Admn. projections of electrical demand 
challenged in eS by environmental 
groups, adoption of conservation measures 
could preclude need for additional 
generating plants 1780 

Penn Central Cos Cob power plant denied 
review of Connecticut air quality implemen- 
tation plan on basis of lack of inflation im- 
pact statement (CA 2) 1941 

Steam electric power generating point source 
categories, interim final pretreatment 
standards and exemptions adopted; copper 

retreatment standard set 1793 

fur dioxide emissions from new coal-fired 
plants, EPA considering revision to air 
quality rules to reduce emissions, com- 
ments requested 1497; hearings to consider 
revision planned 1913 
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Sulfur dioxide scrubbers 

—Elimination from three plants by power 
firm, EPA letter advising firm that actions 
constituted ‘‘modifications’’ under new 
source performance standards and that 
compliance would be required, inter- 
pretative rulings held not reviewable by 
areca courts under Section 307(b) (1) of 
Clean Air Act (CA DC) 1769 


—lInstallation costs little more than burnin 
low-sulfur coal, FPC draft assessment o 
status of flue gas desulfurization 1903 


Tennessee Valley Authority power plants, 
proposed sulfur dioxide control strategy 
allows continued noncompliance at four 

lants, EPA Saat in-depth review, 
PA offers proposal under which all plants 
can attain full compliance, Traina 1611 

Waste conversion, Union Electric Co. drops 
plans to build facility to generate electrici- 
ty by burning solid waste, difficulties in get- 
ting permits to build transfer terminals and 
financing problems cited, environmental 
group condemns decision 1590 


ENERGY (In General) 


See also specific resources; ENERGY 
RESEARCH AND DEVELOPMENT AD- 
MINISTRATION; FEDERAL ENERGY 
ADMINISTRATION; LEGISLATION, 
FEDERAL, HR 4263 

Fuel conservation key of Carter plan, 
Schlesinger; Costle urges implementation 
of energy and materials recovery 
aay aa Andrus sees end of dam 

uilding; Warren unges changes in water 
policies speeches National Wildlife 
ederation annual meeting 1835 

National Governors’ Conference, governors in 
states faced with rising unemployment 
favor increased energy production even at 
expense of environment, Ottinger (D-NY) 
scores use of environmental movement as 
“‘whipping boy,’’ jobs created as result of 
environmental rules noted, letter to Gover- 
nor Askew 1731 

President Carter’s energy reorganization 
proposal, Interior Dept. to retain control 
over coal, oil, and gas leasing programs on 

ublic lands, proposal to create new Ener, 

pt. to be presented to Congress 1637; 
proposals for new Energy Dept. described 
in message to Congress, bill designed to 
bring together various functions in one 
department, EPA’s functions left unchang- 
ed, Interior Dept. would have to share 
responsibility for leasing of energy 
resources, environmentalists taking 
cautious attitude toward plan 1680; role of 
Interior Dept. under reorganization plan 
outlined, few functions to be transferred to 
Energy Dept., Andrus 1689; Senate 
hearings on bill setting up new department, 
Ribicoff (D-Conn) foresees difficulties in 
Interior and Energy Dept. interaction on 
mineral leasing, other testimonies 1731; 
reforms as hostage to relaxed auto rule, 


charge by Waxman (D-Calif), Dingell 
(D-Mich) {tend 1984 
President Carter’s message to C 1958; 


1 a on environmental implications 

Western U.S., environmentalists and state of- 
ficials urge Interior Secretary Andrus not to 
let energy development take priority over 
environmental quality and water resources 
protection 1632 


ENERGY RESEARCH AND DEVELOPMENT 
ADMINISTRATION 


Coal development research support to be 
emphasized in environment and safety 
programs in coming fiscal year, 
reorganization of program described, 
Liverman, Senate hearings 1743 


Environmental development plan (EDP), a 
way to detect and remove environmental 
blocks to technology development, criticiz- 
ed as excess layer of burdensome assess- 
ment and control 1949 


ENFORCEMENT 


See LITIGATION (In General); specific sub- 
ject headings 


ENVIRONMENTAL DEVELOPMENT PLAN 
(EDP) 


See ENERGY RESEARCH AND DEVELOP- 
MENT ADMINISTRATION 


ENVIRONMENTAL IMPACT STATEMENTS 


Antitrust action against eight major oil firms, 
Federal Trade Co: ssion required to 
prepare statement before proceeding with 
action, regulations exempting a eo ’$ en- 
forcement proceedi from NEPA in- 
validated (DC NY) 1715 


Coast Guard air station relocation, action did 
not violate NEPA (DC DC) 1730 

Commission on Federal Paperwork to con- 
sider recommendations in staff report. for 
reducing paperwork of statements and im- 
proving their efficiency, obs rere to give 
CEQ regulatory authority to be considered 
1587; commission recommends Presiden- 
tial action to require agencies to develop 
“consistent regulations,” other recommen- 
rite contained in staff report approved 

91 


Community development block Fe 
recipients lacking legal capacity for NEPA 
review, HUD proposes to assume prepara- 
tion of draft EIS, comments sought 1812 

Defense Dept. consolidation of signal schools, 
suit to prevent transfer of military and 
civilian personnel pending preparation of 
statement, court refuses to overturn lower 
court’s denial of declaratory and injunctive 
relief (CA 3) 1479 

Dredge and fill, Corps of i roject to 
prevent beach sedan) pa ght ome 
shrimpers alleging NEPA violations, 
eee injunction denied (DC Fla) 


Federal agencies 

—Inadequate statements requiring modifica- 
tion, list 1495, 1642, 1842 

—NEPA requirement for inclusion of EIS in 
report and recommendations to Congress on 
proposals for legislation, private in- 
dividuals have no standing to challenge (DC 
DC) 1859 

—Statements submitted, list 1496, 1559, 1601, 
1643, 1697, 1739, 1769, 1811, 1843, 1912, 
1953, 1992 

Federal report forms, President Carter 
orders agency and department heads to 
review reports for possible cutback, impact 
statements to be included in review 1588 

Fruitland Mesa, Colo., environmental impact 
statement predicts harm to habitats and 
pence streamflows, Bureau of Reclama- 
ion 


Herbicide spraying in Nicolet and Che- 
quamegon National Forests, injunction 
against U.S. Forest Service’s aerial spray- 
ing lifted, consent decree requires comple- 
tion of environmental analysis report (DC 
Wis) 1595 

Indiana highway section for which state had 
withdrawn request for federal funds, lower 
court decision that state need not prepare 
statement reversed (CA 7) 1688 

International EIS, see LEGISLATION, 
FEDERAL, SRes 49 


INDEX—SUMMARY — REPORTS 40 through 52 


ENVIRONMENTAL IMPACT STATEMENTS— 
Contd. 


Logging in Superior National Forest, appeals 
court ruling that Forest Service may per- 
mit commercial logging in certain area and 
that statement satisfies NEPA, Supreme 
Court review denied 1730 

Manhattan proposed highway project for 
diverting traffic from congested 
metropolitan New York area, EPA submits 
comments on final statement, project 
criticized as ‘‘environmentally unsatisfac- 
tory” and incompatible with achievement 
of health-related air standards and 
7 aha transportation goals, Quarles 


Nuclear materials, federally-sanctioned air 
shipments into New York, lower court 
refusing to preliminarily enjoin 9 aca 
pending statement preparation affirmed 
(CA 2) 1689 

Nuclear power plants 

—Energy conservation alternatives to con- 
struction, appeals court ruling that Nuclear 
Regulatory Commission erred in requiring 
that alternative satisfied ‘‘rule of reason 
before it agreed to consider that alternative 
in its impact statement, Supreme Court 
review granted 1645 

—Environmental impact of reactors, new 
standardized figures adopted by Nuclear 
Regulatory Commission for purposes of im- 
pact statements and reports, major 
amendments listed 1764 

—Waste disposal, appeals court ruling that 
Nuclear Regulatory Commission must con- 
sider environmental effects of reprocessing 
and disposal before granting plant’s 
operating license, Supreme Court review 
granted 1645 

Ocean dumping regulations, final statement 
issued on EPA proposed revisions, enforce- 
ment of proposed criteria seen resulting in 
various adverse impacts, long-range im- 
pacts seen limited, summary 1641 

Outer Continental Shelf oil and gas develop- 
ment 

—Atlantic Coast area, Interior Department’s 
lease sale of drilling sites voided, NEPA 
violations cited ( NY) 1630; Interior 
pet to appeal ruling 1677; National Ocean 
Industries Assn. to join Interior Dept. in 
appealing decision, Interior to require 
preparation of statement prior to approvin 
development plans for leases if appea 
succeeds, Andrus 1767 

—South Atlantic area, lease sale No. 43, draft 
statement available, BLM 1607 

Review of statements, transfer of function 
from CEQ to EPA suggested at en- 
vironmental law seminar, Anderson 1605 

Speth, CEQ member-designate confirmation 
hearing, reform of EIS procedures favored 
1806 


Sand dune restoration, damages or equitable 
relief sought after completion of project, 
denied (CA 1) 1981 

Sewage treatment plants, Des Plaines, IIl., 
lower court’s decision on adequacy of EIS, 
upheld (CA 7) 1977 

Submarine communications system, Navy 
Dept. draft statement recommends Mich. 
location as site for Seafarer system, en- 
vironmental impacts of siting detailed 1775 

Water resource gf ho goats 19 
projects chosen by ident Carter for 
deletion from proposed fiscal 1978 funding, 
Muskie (D-Maine) criticizes inclusion of 
Maine project on list, CEQ accused of abort- 
ing impact statement ae by iden- 
tifying project as environmentally un- 
desirable before statement was completed 
1732 


ENVIRONMENTAL PROTECTION AGENCY 


See also ADVISORY COMMITTEES; specific 
subject headings 


In general 

—Control efforts ham 
conflicting laws; NAS study discusses 
decisionmaking problems, interagency 
review of EPA actions, and environmental 
monitoring 1789 

—‘‘Get acquainted” letters stress improved 
communication, Costle 1832 

—President’s weekly cabinet meeting, EPA 
administrator to attend 1868 

ere see APPOINTMENTS, PER- 

INNEL CHANGES 

Appropriations for fiscal 1978, coalition of en- 
vironmental groups urge additional funds, 
President Carter and OMB Director Lance 
urged to increase ‘‘limited resources’’ for 
agency 1501; EPA seeks additional funds 
and staffing from Carter Admn., 
President’s campaign stands on en- 
vironmental programs recalled, Quarles 
letter to OMB, text 1539, 1563; Muskie 
(D-Me) urges President to consider fundin, 
increases sought by former EPA ad- 
ministrator, staff memorandum by Senate 
Public Works Committee finds agency’s 

rsonnel needs at ‘‘crisis viet rtions,”’ 

ext 1539, 1566; EPA urges additional posi- 
tion and funds for effluent guidelines and 
water quality enforcement program, 
material provided with Quarles budget 
appeal to OMB, summary 1554; additional 
$10.7 million and 247 positions sought for 
air programs 1554; EPA seeks 400 
positions and $58.8 million to administer 
new Resource Conservation and Recovery 
Act 1555; increase of 129 positions and $2.4 
million in fiscal 1977 and 1978 requested to 
enforce abatement and control portions of 
EPA’s toxic substances program 1555; 
restoration of ogc cuts requested to im- 
plement Safe Drinking Water Act 1555; ad- 
ditional funds and manpower requested for 
management and support activities under 
new laws, Quarles letter to OMB 1556; ad- 
ditional 70 positions and $4.5 million pougat 
for pesticide reregistration programs 1556; 
radiation programs, EPA appeals reduction 
of 10 positions for state assistance, in- 
creased funds requested to develop radioac- 
tive waste disposal standards 1556; con- 
solidated grants program, $259.5 million 
requested in appeal to OMB 1556; Presi- 
dent Carter’s peepee budget will recom- 
mend substantial increases for funding and 
staffing 1587; President’s proposed budget 
would give agency additional 600 positions 
and $116 million for fiscal 1977 and 1978, 
$5.2 billion requested for sewage treatment 
authorizations in fiscal 1977, revisions to 
Ford budget summarized, proposal praised 
by environmentalists and Ad- 
ministrator-designate Costle 1629; Actin 
Administrator Quarles praises new budge 
proposal, staffing increase seen sufficient 
only over short run, Senate hearings 1685; 
tentative figures on staffing increases 
released by Quarles during House hearings, 
toxic substances control programs to 
receive largest share of new positions 1688; 
EPA Administrator Costle and other Admn. 
officials = ng enb long-term funding of 
sewage treatment construction grants 
program, support for funding beyond fiscal 

1977 dependent on passage of Federal 
Water Act amendments 1727; Senate En- 
vironment and Public Works Committee 
recommends that Senate Budget Com- 
mittee raise budget above levels proposed 
by President Carter, Randolph (D-WVa) 
and Stafford (R-Vt) letter 1761 

Compliance enforcement tools may include 
delay fee, Miller, others 1872 

Contracts, see PROCUREMENT 

Employees filing public financial disclosure 

statements toxic substances and 

resource conservation laws, procedures 

published as interim final regulations 1616 


red by piecemeal, 
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Enforcement actions, 1976 progress report 
issued, enforcement activities in various 
areas reported 1740 

Grants, see FINANCING, FEDERAL 

Hazardous Waste Management Division 
proposes coordination with other agencies, 
summarizes major issues under Resource 
Conservation and Recovery Act, list 1953 

Local participation in Administration’s policy 
and budget priorities and programs, com- 
pliance Y uae being developed 1868 

Memoranda 

—Carbon monoxide emissions from 
automobiles, analysis indicates existing 
federal test procedure may overestimate 
‘relevant emissions,’’ EPA may be forced 
“3 Hite pie control strategy, Stork memo 


—Fuel ot wh pe caused by weather emergen- 
cy, regional offices directed to use discre- 
tion to not enforce pollution control rules 
during short-term emergencies, Legro 
memo 1477; variances to relax pollution 
control regulations issued by numerous 
states and jurisdictions, summary 1596 

—Regulation review process, rules to be sub- 
ject to specific ‘‘external participation 

rogram”’ while Carter Admn. resolves in- 
er-agency review process, administration 
of process by which other agencies com- 
ment on proposed actions transferred from 
OMB, new review process described, 
Quarles memo 1718 

Paper recycling program within agency found 
reducing waste by 40 percent and earning 
ae in revenue in first year of operation 


Procurement of sewage treatment improve- 
ment project charged as ‘‘misleading,’’ 
contract upheld by GAO 1979 

Program guidance plan for FY 1978, report- 
ing requirements to be cut, Blum 1891 

Regional activity 

—Discharge permit program, permit issued 
to publicly owned treatment works, Region 
III administrator lacks authority to require 
ordinance under which industrial users 
must pretreat certain wastes, decision by 
General Counsel Frick 1478 

—Enforcement actions 1480 

Research report to Congress stresses in- 
crease for toxic and, solid waste, decrease 
for energy-related programs 1806 

Rulemaking, EPA studying court decision dis- 
ceerauine FCC administrative procedures 
(CA DC) 1918 


ESTUARIES 

See COASTAL ZONES 
F 

FEDERAL AID 


See FINANCING, FEDERAL 


FEDERAL AGENCIES 


See also specific agencies and departments 

Executive Branch agencies and departments, 
writ of mandamus sought for temporary 
restraint on transmittal to Congress of 
reports, recommendations, or Tp geome on 
strip mining control legislation pending 
Peet (aupCt) 1788; pealieniae impact state- 
men ; preliminary injunction, 
oral arguments scheduled 1829; private in- 
dividuals have no standing to challenge 
NEPA requirement for inclusion of 
with reports or recommendations to 
Doren on proposals for legislation (DC 
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FEDERAL ENERGY ADMINISTRATION 


Pe at see APPOINTMENTS, PER- 

ONNEL CHANGES 

Oil-to-coal conversion orders to major fuel 
burning installations imminent, Hanfling; 
Costle objections 1973 

Strategic Petroleum Reserve, FEA proposal 
to locate reserve in La. and Tex. coastal 
zones opposed by National Wildlife Federa- 
tion, action seen destroying portions of 
fragile ecosystem, Kimball letter to Presi- 
dent Carter 1735 


FEDERAL REGULATIONS 


See status chart on p. 91:0061 in Federal 
Regulations binder; specific subject 
headings 


FEDERAL TRADE COMMISSION 


Antitrust action against eight major oil firms, 
impact statement required before 
proceeding with action, FTC regulations ex- 
empting agency’s enforcement proceedings 
from NEPA invalidated (DC NY) 1715 


FEDERAL WATER POLLUTION CONTROL 
ACT 


See WATER QUALITY STANDARDS 


FEEDLOTS 
See WATER QUALITY STANDARDS 


FERTILIZER 


See EFFLUENT LIMITATIONS 
GUIDELINES 


FERTILIZER PLANTS 


See INDUSTRY (In General), subhead: 
Phosphate fertilizer plants 


FINANCING, FEDERAL 


pt Dept. 

—Watershed projects, planning assistance for 
16 new projects approved by Soil Conserva- 
tion Service, list 1703 

Economic Development Admn. 

—Public works funds for sewage treatment 
works, allocations defended in Con- 
gressional hearings, broad latitude given 
applicants in delineating project areas cited 
as serious problem, Eden 1493 

Environmental Protection Agency 

—Appropriations for consolidated grants 
program, $259.5 million requested for fiscal 
1978, budget appeal to O 1556 

—Federal Water Pollution Control Act grant 
programs, applicants, grantees, and con- 
sulting firms required to make efforts to en- 
courage participation by minority con- 
soley firms, EPA policy statement 1646 

—List of violating facilities, EPA’s listing of 
Allied Chemical’s Semet-Solvay Div., 
Armco Steel Corp. directed to stop 
purchasing coke from facility 1480; order 
to Armco Steel Corp. not blanket or 
immediate prohibition, correction 1597 

—Research and development grants, $50 
million awarded during fiscal 1976 to 
academic institutions 1616 

—Sewage treatment 

——See also LEGISLATION, FEDERAL, HR 

11, HR 4877, S 57, S 427 
——Appropriations, President Carter’s 
budget proposal requests $5.2 billion in 
1977, long-term funding of grants 
program not requested, fiscal 1978 and 
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subsequent funding made contingent on 
adoption of Water Act legislation 1629; 
EPA Administrator Costle and other 
Admn. officials support long-term fund- 
ing of program, support for funding 
beyond fiscal 1977 dependent on passage 
of Water Act amendments 1727 

——Areawide waste treatment, EPA’s failure 
to obligate fiscal 1973 and 1974 grant 
funds, district court decision ordering 
release of $137 million, order stayed 
pending appeal (CA DC) 1478; EPA files 
brief with appeals court challenging con- 
Stitutionality of lower court’s ruling, 
National Assn. of Regional Councils files 
reply brief 1757 

——Bid found conflicting with agency 
regulations, EPA’s order for new bids in 
expansion project upheld, motion for 
“atom udgment granted (DC NJ) 


——Construction grants, EPA denial to Kan- 
sas City upheld for failure to meet 
cost-effectiveness guidelines (DC Kan) 
1797; program illustrates need for coor- 
dination of federal programs, Mark 
speech to Soil Conservation Society sym- 
posium 1800; program emphasis to 
shift from proceesing grant applica- 
tions to long-range planning 1891; 
“misleading’’ contract for  West- 
chester County, N.Y., project upheld 
by GAO 1979; Boston sewer system plan- 
ning process case study as basis for. 
development of legislative recommen- 
dations, Phase I report 1980 


——Loan guarantees under Section 213 of 
Federal Water Act, preliminary draft 
regulations being considered, applicants 
would be required to document their in- 
ability to ‘‘obtain on reasonable terms”’ 
their share of costs of construction grant 
projects, summary of provisions 1491 

——National League of Cities calls for use of 
ad valorem taxes in construction grants 
program, ag statement adopted, sum- 
mary 159 

——Pennsylvania rules on federal construc- 
tion grants, hearing scheduled to con- 
sider revisions, Environmental 
Resources Dept. 1615 


——Procurement actions under construction 
grants, regulations adopted 1610 

——Reimbursements to states under Section 
206(a) of Federal Water Act, Nelson 
(D-Wis) urges President Carter to add 
$300 million to fiscal 1978 budget for 
states which began projects between 
1966 and 1972 under promise of matching 
federal money, chart lists money receiv- 
ed by and still owed to states 1562 

——Reserve capacities exceeding cost-effec- 
tive limits could be eligible for construc- 
tion grants, revised guidelines proposed, 
text 1549, 1576 


——Small systems for clusters of homes, 
ant eligibility requirements outlined; 
ist of community projects ‘‘too expen- 
sive for local population’’ 1793 
——Step 2 design work can begin before grant 
is made, temporary class deviation 
issued to help states proceed with pro- 
jects without losing fiscal 1976 
allotments, text 1591, 1622 
—Small business loans for financing he 
ment needed to comply with Federal Water 
Act, procedures for certifying eligibility of 
business operators adopted 1561 


Housing and Urban Development Dept. 

—Community development plans, regulations 
revised to enable applicants for certain 
federal assistance to request approval of 
land use and housing elements of com- 
prehensive plans 1492 

Sea Grant am, see LEGISLATION, 

FEDERAL, HR 4301 


Small Business Admn. 

—California small firms facing major expen- 
ditures on pollution control equipment, pilot 
federal program to be tested to provide 
financial assistance with tax-free municipal 
bonds, rules currently being drafted 1484 

Water resources and supplies 

—Drought relief increase proposed by Presi- 
dent 1794 


FISH AND WILDLIFE 


Army installations management regulations 
adopted by Corps of Engineers 1842 

Crocodile ‘‘look-alikes’’ proposed for listing 
as endangered species 1954 

Fisheries and fishing industry, more rigorous 
enforcement of pollution control laws urged 
to help protect resources and reduce 
economic losses, GAO report 1497 

Interior Secretary Andrus criticized by con- 
servation groups over apparent choice of 
Herbst as assistant secretary for fish, 
wildlife, and parks, candidate’s attitude 
toward endangered pane and parks 
questioned, Andrus defends Herbst in 
House hearings 1482 

Migratory waterfowl, Interior Dept. 
regulations permitting daytime hunting rul- 
ed arbitrary and capricious and in violation 
of Endangered Species and Migratory 
Bird Treaty Acts, Interior ordered to incor- 
poe ruling in regulations for 1977-78 

unting season (DC DC) 1768 

Plants, regulations and lists of endangered or 

cnoaae | species to be published soon 


Polar bears, oil and gas exploration and drill- 
ing on Alaska North Slope seen posin 
threat, current population seen stable, Fis 
and Wildlife Service 177 

Porpoises, tuna fishing regulations which 
limit taking incidental to fishing operations, 
enforcement of Marine Mammal Protec- 
tion Act enjoined, supervised fishing on 
mixed schools of porpoises permitted until 
National Marine Fisheries Service issues or 
denies permit (DC Calif) 1547; American 
Tunaboat Assn. permitted to resume fishing 
‘fon porpoise”’ until 1977 permit is issued or 
modified 1976 permit «oy lower court 
eae stayed (CA DC) 1730 

Seaf rocessing industry, see EFFLUENT 
LIMITATION GUIDELINES 

Snail darter fish found endangered by 
Tennessee Valley Authority’s Tellico Dam 
Project, construction iter A enjoined 
under Endangered Species Act, TVA to 
1 ruling and seek legislative relief 
through Congress (CA 6) 1541 

Wolf kill program planned for federally con- 
trolled land in Alaska, Interior Secretary 
has authority to halt (DC Alaska) 1937 


FLORIDA 


Cross-Florida Barge Canal project, Corps of 
Engineers chief Morris recommends pro- 
ject be scrapped, adverse environmen- 
tal impacts and marginal economic justifi- 
cation cited, recommendation to Army 
Secretary Alexander 1678 

Drinking water regulation under Safe Drink- 
ing Water Act urged 1961 


FOOD AND DRUG ADMINISTRATION 


Acrylonitrile in plastic bottles, FDA decision 
suspends approval, soft drink manufac- 
turers’ plans to extend use seen jeopar- 
dized, environmental considerations pares 
no part in decision 1597; Monsanto Co 


sus production of —. bottles, 
‘uncertainties’ created by FDA statement 
cited 1641 


INDEX—SUMMARY — REPORTS 40 through 52 


FORESTS 
Re, gt LEGISLATION, FEDERAL, HR 


Nicolet and Chequamegon National Forests, 
injunction against U.S. Forest Service’s 
aerial spraying of herbicide lifted, consent 
decree requires Seige seg of environmen- 
tal analysis report (DC Wis) 1595 

Redwood National Park; House committee 
report seeking moratorium on nearby logg- 
ing and expansion of park alleged to contain 
“‘lies’’, Scanlon 1843; expansion ‘high 
priority’ with Carter Admn., Andrus 1871; 
timber sebte ct companies continue 
operations 1911; Andrus proposes that 

ongress expand park 1943; expansion 
criticized as ‘‘land grab,’’ job and tax base 
losses cited, Scanlon; environmentalists 
support expansion 1990 

Superior National Forest, appeals court ruling 
that Wilderness Act of 1964 does not 
prohibit Forest Service from permitting 
commercial logging in certain areas and 
that impact statement satisfies NEPA, 
Supreme Court review denied 1730 


G 


GASOLINE 
See MOTOR VEHICLES 


GENERAL ACCOUNTING OFFICE 


Fishing industry, report urges more rigorous 
enforcement of pollution control laws to 
protect fisheries resources and reduce 
economic losses 1497 

Municipal waste treatment plants operation 
and maintenance problems block water 

uality goals, report 1897 

Noise control, federal efforts to reduce en- 
vironmental noise criticized as ‘‘slow and 
ineffective,’ actions taken under Noise 
Control Act of 1972 detailed, recommen- 
dations issued, report 1781 


GEOLOGICAL SURVEY 


Toxic. waste storage in subsurface en- 
vironments, report presents geologic 
criteria for locating storage sites in Atlan- 
tic Coastal Plain 1612 


GEORGIA 


American Cyanamid Company’s discharge of 
sulfuric acid wastes into Savannah River, 
appeals committee within Natural 
Resources Dept. overturns fine, de- 
partment’s authority to impose civil 
penalties against industrial polluters 
challenged 1596 


GRAIN ELEVATORS 
See AIR QUALITY STANDARDS 


GRANTS 
See FINANCING, FEDERAL 


H 


HIGHWAYS 


Indiana highway section for which state had 
withdrawn request for federal funds, lower 
court decision that state need not prepare 
impact statement reversed (CA 7) 1688 


Manhattan proposed project for diverting 
traffic from congested metropolitan New 
York area, EPA criticizes project as ‘‘en- 
vironmentally unsatisfactory’ and incom- 
patible with achievement of health-related 
air standards and long-range transportation 

‘oals, comments on final impact statement 
orwarded, Quarles 1770 

Metropolitan transportation plans prepared 
for federal aid to highways also tend to 
comply with Clean Air Act implementation 
plans, EPA report 1844 


HOUSING AND URBAN DEVELOPMENT 
DEPT. 


Community development 

—Block grant recipients lacking legal capaci- 
ty for NEPA review, HUD to assume 
preparation of draft statement, comments 
sought on proposal 1812 

—Plans, regulations revised to enable 
applicants for certain federal assistance to 
request approval of land use and housing 
elements of comprehensive plans 1492 


HYDROCARBONS 
See PHOTOCHEMICAL OXIDANTS 


IDAHO 


Water pollution discharges, Health and 
Welfare Dept. adopts regulations requiring 
certain sources to contact department prior 
to any discharge, rules prohibit discharges 
without permit 1610 


ILLINOIS 


Sewage treatment plants, Des Plaines, lower 
court’s decision on adequacy of en- 
vironmental impact statements upheld (CA 
7) 1977 


IMPACT STATEMENTS 


See 

—ECONOMIC POLICY, subhead: Inflation 
impact statements 

—ENERGY RESEARCH AND DEVELOP- 
MENT ADMINISTRATION, subhead: En- 
vironmental development plan (EDP) 

—ENVIRONMENTAL IMPACT 
STATEMENTS 


INDIANA 


Highway section for which state had 
withdrawn request for federal funds, lower 
court decision that state need not prepare 
impact statement reversed (CA 7) 1688 

Stream Pollution Control Board, fiscal 1977 
priorities outlined, report 1617 


INDUSTRY (in General) 


See also specific industry headings 

Detergents containing phosphates, sales ban- 
ned in Vermont 1992 

Effluent limitation guidelines, see 
EFFLUENT LIMITATION GUIDELINES 

Em aut pete Cy Alas “aay failure i com- 

th discharge permit, proposed con- 

peut decree lodged in district court, fine 
provided 1597 

Fishing industry, more rigorous enforcement 
of eed ne control laws urged to help 
protect fisheries resources and reduce 
Prana losses of industry, GAO report 
1497 
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Monsanto Co. suspending production of plastic 
bottles, ‘‘uncertainties’’ created by FDA 
statement on bottles cited 1641 

Phosphate fertilizer plants, control of at- 
mospheric fluoride emissions, EPA final 
guideline document available 1695 

Plant sites, Wyoming to require water supply 
and yield analysis from applicants for per- 
mits 1919 

Roofing company fined for excessive par- 
ticulate emissions, to install control equip- 
ment (NJ SuperCt) 1944 

Tuna packing plant fined for ease dis- 
charge permit, seeks removal from list of 
violating facilities 1944 


INFORMATION 


See also PUBLICATIONS AND REPORTS 

Environmental Protection Agency employees 
filing public financial disclosure statements 
under toxic substances and resource con- 
servation laws, procedures published as in- 
terim final regulations 1616 

Government in the Sunshine Act, CEQ 
proposes regulations to carry out law, open 
meetings provided in certain cases, text 
1602, 1620 

Motor vehicle manufacturers’ claims of trade 
secrecy for information submitted in 
response to proposed rulemaking on fuel 
economy standards, EPA urges National 
Highway Traffic Safety Admn. to deny 
claims, Stork letter 1612 

Toxic Substances Control Act 

—Manufacture of chemicals, aah under 
Sec. 8(a), proposed regulations published, 
EPA 1718 

—Recordkeeping requirements, EPA to 
publish proposed regulations and com- 
pliance guidelines, public comments re- 
uested 1772 

—Reporting of ‘‘substantial risk,’’ EPA to 
issue guidelines shortly, Johnson 1490 


INORGANIC CHEMICALS INDUSTRY 
See EFFLUENT LIMITATION GUIDE- 
LINES 


INTERIOR DEPARTMENT 


See also internal bureaus and agencies 

Appointments, see APPOINTMENTS, PER- 
SONNEL CHANGES 

Conservation groups criticize Secretary An- 
drus for apparent choice of Herbst as assis- 
tant secretary for fish, wildlife, and parks, 
candidate’s attitude toward endangered 
species and parks questioned, Andrus 
defends Herbst in House hearings 1482 

Energy reorganization proposal of Carter 
Admn., Interior Dept. to retain control over 
coal, oil, and gas leasing programs on 

ublic lands, proposal to create new Energy 

Dept. to be presented to Congress, 
President’s comments to department 
employees 1637; role of Interior under plan 
outlined, few functions to be transferred to 
new Energy Dept., Andrus 1689 


INTERSTATE COMMERCE COMMISSION 


Railroad freight rates for recyclable 
materials, report finds rates for certain 
commodities ‘‘unjust and unreasonable,”’ 
order requires rates to be brought into line 
with those for competing virgin materials, 
rates for scrap iron and steel not changed 
despite strong industry pressure, summary 
of findings 1543 


IRON AND STEEL INDUSTRY 
See STEEL INDUSTRY 
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JOURNAL 


Congress 1536, 1584, 1622, 1671, 1712, 1750, 
1783, 1816, 1855, 1887, 1928, 1967, 2000 
Executive branch 1536, 1584, 1623, 1672, 
ie 1751, 1783, 1816, 1855, 1888, 1928, 

196 


Meetings scheduled 1624, 1672, 1752, 1784, 
1816, 1855, 1968 

State government 1584, 1623, 1672, 1751, 
1784, 1855, 1967 


K 


KENTUCKY 


Strip mining, state court awe prohibiting 
mining on property pursuant to three 1906 
coal deeds, Supreme Court review denied 
1730 


KEPONE 
See PESTICIDES 


LAKES AND RIVERS 


(Includes other bodies of water, e.g., bays) 

See also RIVER BASINS 

Boulder Creek, Colo., water quality 
classification of creek and tributaries up- 
graded, state Health Dept. 1609 


Hudson River, N.Y., state’s plan to dredge 
river to remove polychlorinated biphenyls, 
advisory committee urges state agency to 
“slow down”’ and carefully evaluate dredg- 
ing 1601 

Iowa Gulch, Colo., standards relaxation, hear- 
ing set 1846 


James River, contamination from pesticide 
Kepone, $13.2 million fine against Allied 
Chemical Co. reduced to $5 million follow- 
ing firm’s creation of $8 million en- 
vironmental endowment, fund to be used to 
alleviate environmental damage caused by 
discharges (DC Va) 1480 

Kanawha and Ohio Rivérs, chemical plant’s 
discharge of carbon tetrachloride, consent 
agreement with EPA allows firm to resume 
production, 80 percent reduction in dis- 
charges required (DC WVa) 1767 


Lake Erie 

—Natural gas drilling beneath lake seen possi- 
ble without particular risk to environment, 
probable impacts projected, N.Y. En- 
el Conservation Dept. report 

—U.S. Steel Corp. proposal to build steel plant 
near lake, firm seeks permit from Corps of 
Engineers for structures to provide cooling 
water, discharge effluent, and convey raw 
materials 1768 


Ohio and Kanawha Rivers, chemical plant’s 
discharge of carbon tetrachloride, consent 
agreement with EPA allows firm to resume 
production, 80 percent reduction in dis- 
charges requi (DC WVa) 1767 

Santa Barbara Channel, Calif., Standard Oil 
Co. permitted to resume drilling of wells, 
firm ruled exempt from permit re- 

uirements of state Coastal Zone Act 
Calif CtApp) 1479 

Savannah River, Ga. chemical plant’s dis- 
charge of sulfuric acid wastes, appeals 
committee within state Natural Resources 
Dept. overturns fine, department’s authori- 
ty to impose civil penalties challenged 1596 
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LAND MANAGEMENT, BUREAU OF 


Mining operations on public and other lands, 
ee rules and procedures to minimize 
surface damage, public meeting scheduled 

1699 


Outer continental shelf oil and gas develop- 
ment 
—Gulf of Mexico, nominations requested for 
viper oil and gas leasing areas 1607 
uth Atlantic area, draft impact statement 
available on proposed lease sale No. 43, 
hearings on leasing proposal scheduled 1607 


LAND USE 
See also LEGISLATION, FEDERAL, HR 
3454 


Alaska lands 

—Establishment and protection of large areas 
and complete ecosystems identified as high 
environmental priority of Carter Admn., 
Andrus, House hearings 1781 

—Public land management by both federal 
and state Stevens (R-Alaska) bill in- 
troduced in U.S. Senate 1921 

Army installations land management 
regulations adopted by Corps of Engineers 
1842 


Colorado land use issues reviewed, decisions 
on uses of state’s natural resources being 
made without considering interrelated en- 
vironmental and land use factors, 
regulatory functions within state govern- 
ment seen fragmented, negative economic 
impacts as result, state Land Use Commis- 
sion report 1501 

Community development plans, HUD Dept. 
revises regulations to enable applicants for 
certain federal assistance to request ap- 
proval of land use and housing elements of 
comrehensive plans 1492 

Flood plains in Delaware River Basin, 
regulations setting standards for develop- 
ment issued, regulatory zones established, 
Delaware River Basin Commission 1776 

Great Plains, wind erosion found damagin 
3.8 million acres of land since Nov., Soi 
Conservation Service 1779 

Montana land resources, Environmental 
Quality Council report urges increased ef- 
forts to identify lands and enhance produc- 
tivity 1615 

National planning act or policy enactment 
delay seen, Soil Conservation Society sym- 
posium speakers include Reilly, Mark 1799 

Tidal wetlands, New York regulations ap- 
proved to classify 57 specific types of land 
uses, permit requirements specified, En- 
vironmental Board 1498 

Wetlands 

—Conversion of dry lands by Louisiana real 
estate developer, environmental up’s 
suit to enjoin further construction dismiss- 
ed on grounds of laches (CA 5) 1908 

—Filling by firm without Sec. 404 permit, 
firm fined according to total increase in 
property value, credit given for voluntary 

artial restoration of area (DC NC) 1479 

—F lorida development by land subdivision in- 
dustry as having ‘‘devastating impact’ on 
environment, report 1938 

—Massachusetts bans alteration without state 
approval 1961 

—New Jersey proposes extension of state act, 
hearings announced 1845 


LEAD 

Atmospheric lead, EPA draft criteria docu- 
ment, Science Advisory Board subcom- 
mittee recommends document be 
withdrawn from consideration to allow for 
development of new and more accurate 
document, ‘‘inadequate scholarship’ and 
“apparent biases”’ cited, recommendations 
to submitted to EPA, summary of 


criticisms by members of group, 
physician, and environmentalists 1486; 
‘A requesting — participation in 
development of national ambient standard, 
data and comments sought 1701; public 
meeting announced 1809; rewrite should in- 
clude safety margin, Natural Resources 
Defense Council, emissions standard urged, 
Wallis 1962 
Distribution in environment and effects on 
human and animal health discussed, 
Geological ver gas report 1502 
Gasoline content, EPA proposal to exempt 
small petroleum refiners from phasedown 
lations, Justice Dept. Antitrust Div. 
submits formal comments, exemption 
criticized as anticompetitive, serious im- 
plications for national cat industry 
predicted, alternatives discus 1725 


LEGISLATION, FEDERAL 
See also CONGRESS 


HConRes 

110, Budget for fiscal 1977 
—Third Concurrent Resolution on Budget ap- 
roved by House, new budget authority of 
$18.6 billion provided for natural resources, 
environment and energy programs 1636; 
conferees agree on resolution, new budget 
authority of $472.9 billion recommended 
- with $18.7 billion for environmental and 

energy programs 1689 


HR 


2, Strip mining 
—House bill, Justice Dept. recommends 
rovisions be ‘‘harmonized”’ with existing 
aws which may affect surface feanlng 
operations, amendments recommended, 
Durham letter to Interior Committee 1701; 
markup sessions tentatively scheduled, coal 
industry concentrating efforts on pumpening 
bill to make it more acceptable to coa 
producers, major industry concerns include 
reclamation standards in Appalachia and 
limitations on mining locations 1719; 
Skubitz (R-Kan) amendment to prohibit 
states from automatically receiving funds 
from Abandoned Mine Reclamation Fund 
for new schools and roads, subcommittee 
supports 1805; Udall (D-Ariz) amendment 
to permit mining on western lands with no 
significant surface value, House subcom- 
mittee approves; Tsongas (D-Mass) bill to 
pron agricultural land limited to eastern 
and; grandfather clause extended; ‘‘front 
end’’ money deleted 1827; markup delayed, 
Udall comments 1866; Carter Admn. seeks 
moratorim on prime agricultural lands with 
grandfather clause, purpose of 
moratorium, Johnson 1867; moratorium 
roposal withdrawal urged, Bagge 1915; 
ouse committee reports bill out 1937; 
Rules committee clears bill for House floor 
action, comments 1978 
11, Public works 
—Passed by House Public Works and 
Transportation Committee, $4 billion 
authorized for local construction projects 
including sewage treatment 1561; approved 
by House, bill would provide double the fund- 
ing level requested by President Carter 
1692; House votes to add HR 3199. . . 1862; 
conferees agree to separate bill from Water 
Act amendments 1971 
1614, Outer Continental Shelf Lands Act, 
amendments 
—Bill to reform leasing and management of 
OCS lands, Interior retary Andrus ex- 
presses Carter Admn. support, 
amendments to be submitted to clarify and 
simplify bill, testimonies, House 
Committee on Outer Continental Shelf 
1737; House ad hoc committee, testimonies 


1 


LEGISLATION, FEDERAL—Contd. 
HR—Contd 


1614, Outer Continental Shelf Lands Act,— 


Contd. 


by Warren, White 1838; House ad hoc com- 
mittee betmonies by EPA, Coast Guard, 


FTC 18 
3199, Federal Water Pollution Control Act, 
amendments 


—Roberts (D-Tex) bill introduced, provisions 


similar to bill passed by House in 94th 
Congress (HR 9560), markup hearings 
scheduled in House Public Works and 
Transportation Subcommittee 1610; sup- 
ort voiced for amendments durin 
earings, testimony heard on funding an 
state certification of sewage treatment con- 
struction grants program and on amend- 
ment to dredge and fill material provisions, 
testimonies 1697; Carter Admn. opposes 
any me to Sec. 404 until after program 
to control dredge or fill material discharges 
has been reviewed, EPA’s position on other 
aspects of bill outlined, Quarles, other 
testimonies 1726; House Public Works 
Committee staff aides criticize Senate com- 
mittee’s action to include funding for 
sewage treatment construction grants 
hee in jobs bill (S 427), action could 
lock enactment of comprehensive Water 
Act amendments, testimonies 1738; 
Agriculture Dept. supports revision of Sec- 
tion 404, redefinition urged for term 
“navigable waters’ under Act, Bergland 
letter to OMB 1756; are by House 
subcommittee, changes from predecessor 
bill include: deadlines extensions, use of 
U.S.-manufactured materials and supplies 
1795; House committee cleared bill, covers 
appropriations, moratorium on enforce- 
ment of industrial cost recovery, ad 
valorem taxes, allotment formula, other 
provisions 1824; OMB urges Administra- 
ion to oppose dredge or fill materials sec- 
tion amendment, EPA seeks study of all 
waters, rebuts Agriculture views 1830; 
EPA recommends House committee ap- 
proval of only funding for programs and not 
enact dredge and fill portions, Costle letter 
1839; House, Senate leaders differ on ap- 
proaches to changes, Johnson urges 
pesence of HR 3199, Senate committee 
avors approval of money for sewage treat- 
ment construction grants program first; 
EPA prefers funding first, Costle; other 
comments 1850; House voted to combine 
with HR 11... 1862; conferees list issues 
for discussion after Easter recess 1899; 
conferees separate from jobs bill and post- 
ne further consideration 1971 
. Burdick (D-ND) proposal, conferees 
consider compromises on construction 
grants, dredge-or-fill control program 
moratorium, deadline extension for dis- 
chargers, ad valorem user charges 1959 
3454, Forests 
—Udall (D-Ariz) bill to designate certain 
national forests in West for preservation as 
wilderness areas, forest industry 
spokesmen predict proposal would increase 
unemployment and disrupt land use plan- 
ning efforts on public lands, testimonies, 
House Interior and Insular Affairs Com- 
mittee 1739 
3711, Oil spills 
—Bill to discourage spills by placing severe 
liability on ship operators, EPA endorses 
proposals, higher minimum liability 
recommended, Breidenbach, other 
testimonies, House Merchant Marine Sub- 
committee 1775 d 
3849, National Advisory Committee on 
Oceans and Atmosphere, appropriations 
—House subcommittee approves 1873 
4151, Clean Air Act, amendments 
—Rogers (D-Fla) bill introduced, bill would 
restore House Commerce Committee posi- 
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tion on automobile emission standards and 
include new or revised provisions in wide 
range of areas, highlights from committee 
staff summary, text 1720, 1745; Commerce 
Subcommittee hearings, American Lung 
Assn. physician foresees significant adverse 
public health impact from nonattainment of 
ambient air standards and further delays in 
achieving automobile emissions levels, Shy, 
other testimonies 1741; subcommittee 
hearings concluded, testimonies 1762; see 
clean bill HR 4758 


4263, Energy reorganization bill 
—Minerals leasing functions and operations, 
rH from Interior to Energy urged, Staats 


0 

4297, Marine Protection Research and Sanc- 
tuaries Act, appropriations 

—Ocean dumping regulation, research, and 
sanctuaries designation and regulation, 
House subcommittee approves 1873 

4301, Sea Grant Program 

—House subcommittee approves ap- 
propriations 1873 


4444, Motor vehicle emissions 

—Labor-supported bill, standards less 
stringent than proposals in other clean air 
legislation or 1978 statutory limits, 
automobile firms testify in support, en- 
vironmentalists opposed, testimonies, 
House Interstate and Foreign Commerce 
Subcommittee 1724; Hart (D-Colo) 
criticizes proposed emissions schedule as 
‘disaster,’ press coverage cat Gael 
bill as ‘‘compromise’”’ scored, propose 
relaxation of standards seen purely ex- 
pedient 1736; question of separate air bill 
unresolved, Rogers 1810 


4758, Clean Air Act amendments 

—Markups begun without desired Carter 
Admn. views, Rogers’ comments 1810; 
House subcommittee agrees to proposals 
including compliance date extensions, civil 
penalties, the basis of proof for standard- 
setting, one-year deadline on certain 
pollutants (list), and economic impact 
statement requirement 1798; House sub- 
committee approved proposals including 
original timetable for reducing auto 

ssions 1821; House subcommittee a 

proved bill, includes rules for auto 
emissions, industrial growth in clean-air 
areas, other provisions 1860 


4877, Supplemental appropriations 

—House areecrte amendment to reduce size 
of supplemental ipl for sewage 
treatment construction grants program to 
$500 million, action seen giving House con- 
ferees stronger bargaining position in con- 
ference on bill 1762; Conferees agree 1866 

5101, Environmental Protection Agency 
research and development fiscal 1978 ap- 

ropriations 

—House committee approves; Goldwater (R- 
Calif) amendments described 1836; House 
approves bill 1944 

6161, Clean Air Act, amendments 

—Carter Administration position, Costle 
testimony 1931 

—Sections adopted by House committee, list 
1942 


SConRes 


10, Budget for fiscal 1977 


Third Concurrent Resolution on budget ap- 
roved by Senate, new budget authority of 
18.8 billion provided for natural resources, 

environment and energy programs 1636; 

conferees a; on resolution, new budget 

authority of $472.9 billion recommended 
with $18.7 billion for environmental and 

energy programs 1689 


(ER) 15 


4, Senate reorganization 
—Passed by Senate, number of committees 
and assignments reduced, most en- 
vironmental issues consolidated under 
a ae of new Environment and 
ublic Works Committee 1544 
49, Treaty to require international en- 
vironmental impact statements 
—Administration officials support proposal 
but without foreign veto power over 
ocr projects, testimonies before Senate 
oreign Relations subcommittee 1874 


7, Strip mining 
—Interior Secretary Andrus outlines Carter 
Admn. position favoring controls, state en- 
forcement of reclamation programs sup- 
ported, provision to prohibit mining of 
federal coal underlying private land o 
posed, testimonies, Senate Interior Sub- 
committee 1545; new members of Senate 
Energy and Natural Resources Committee 
appear to favor mine controls, bill expected 
to clear committee by wide margin, new 
and returning members named 1605; 
Justice Dept. recommends provisions in 
proposed bill be ‘‘harmonized” with ex- 
isting laws which may affect surface min- 
ing operations, amendments recommend- 
, Durham letter to Interior Committee 
1701; markup sessions tentatively schedul- 
ed, coal industry concentrating efforts on 
amending bill to make it more acceptable 
to coal producers, major industry concerns 
include reclamation standards in Ap- 
alachia and limitations on mining 
ocations 1719; Carter Admn. seeks 
moratorium on prime agricultural lands 
with grandfather clause, purpose of 
moratorium, Johnson 1867; moratorium 
proposal withdrawal urged, Bagge 1915; 
markup begun 1937 


9, Outer continental shelf 

—Senate bill to regulate drilling and explora- 
tion, amendments proposed by Carter 
Admn. outlined by Interior Secretary An- 
drus, other testimonies, Senate Energy and 
Natural Resources Committee 1765; 
proposed amendments challenged as un- 
necessary and delaying development, 
testimonies 1955; state involvement urged, 
LaResche, Press; potential energy 
resource development delay foreseen, 
Thomson, Rogers; other testimonies 1988 


57, Sewage treatment construction grants 
program 

—Burdick (D-ND) proposal, conferees consider 
compromised on construction grants, 
dredge-or-fill control program 
moratorium, deadline extension for dis- 
charges, ad valorem user charges 1959 


—Muskie (D-Me) bill to provide $10 billion 


authorization over two years, Senate Public 
Works Subcommittee hearings, state and 
local government officials stress need for 
adequate and continued funding of 
program, testimonies 1485; may be 
deferred in favor of a jobs bill 1795; con- 
ferees list issues for discussion after 
Easter recess 1899 


63, Nuclear Waste Management Agency 

—Radioactive wastes disposal technol 
available, Burstein, other testimonies 19 

174, Motor vehicle emissions 

—Riegle (D-Mich) and Griffin (R-Mich) in- 

uce industry-backed mobile source bill 
to relax emissions rules and provide Clean 
Air Act authorizations and rule review 
wee Senate Environment and Public 
orks Committee to consider bill 1589 
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s—Contd. 

252, Clean Air Act, amendments 

—Muskie (D-Me) bill, provisions similar to 
Senate-passed bill in 94th Congress, labor 
and management offer conflicting views on 
economic implications, Sheehan and Ar- 
mour testimonies, Senate Public Works 
Subcommittee 1593; major stationary 
source industries urge delay in comprehen- 
sive legislation, provisions in bill seen 
jeopardizing development and use of 
resources and adversely affecting 
economy, testimonies 1598; delay in com- 
mittee work on bill seen having no effect on 
approval of comprehensive legislation, 
areas identified for possible revision in 
markup sessions detailed, Hart (D-Colo) 
1680; proposals approved by Environment 
and Public Works Committee include ex- 
emption for certain existing major sources 
from Class II non-degradation increment, 
summary of proposals adopted, Senate 
floor action scheduled 1755; fuel additive 
provision passed by Senate Committee on 
Environment and Public Works in markups, 
other approvals 1798 

—Bentson (D-Tex) state waiver amendment 
to allow industrial growth in dirty-air 
areas, committee approves, environmen- 
talists criticize, Muskie (D-Me) opposes; 
other actions 1820; waiver would require 
attainment of federal ambient air quality 
standards by certain date, environmentalist 
opposition to amendment, comments by 


Costle, Frick, Billings, and Goddard, texts’ 


of EPA letter and legal opinion 1898, 1923 

253, Clean Air Act, amendments 

—Muskie (D-Me) bill, provisions similar to 
House-Senate conference bill in 94th 
Congress, labor and management offer con- 
flicting views on economic implications, 
Sheehan and Armour testimonies, Senate 
Public Works Subcommittee 1593; major 
stationary source industries urge delay in 
comprehensive legislation, officials predict 
provisions in bill would jeopardize develop- 
ment and use of resources and worsen 
economy, testimonies 1598; Administration 
briefing paper prepared by FEA and EPA, 
eight major issues involved in pending bill 
analyzed, economic and energy impacts of 
key provisions examined, summary 1633 

270, Attorneys’ fees 

—Kennedy (D-Mass) bill to permit awarding 
of fees and related expenses to public in- 
terest intervenors in federal agency 
proceedings, Allen (D-Ala) opposes bill due 
to monetary costs and disruption in 
rulemaking, other testimonies, Senate 
Judiciary Committee 1608 

275, Food and Agriculture Act 

—Committee markup begun 1951 

427, Public Works Employment Act, amend- 
ment 

—Bill to increase authorization level passed 
by Senate Environment and Public Works 
Committee, Muskie (D-Me) provision to 
provide $4.8 billion in fiscal 1977 for sewage 
treatment construction grants attached to 
bill, provisions 1635; Senate consideration 
expected shortly 1692; House hearings on 
omnibus Water Act legislation (HR 3199), 
committee staff aides criticize Senate com- 
mittee’s action to include sewage treat- 
ment funding in bill, action could block 
enactment of Water Act amendments, 
testimonies 1738; Senate approves 
Johnston (D-La) amendment requiring 
President to spend fiscal 1977 funds 
appropriated for water projects, action 
in response to President’s proposed 
deletion of funding for 19 projects 1758; ap- 
proved by Senate, $10 billion authorized for 
sewage treatment grants over next two 
years, action opens way for House-Senate 
conference 1760 


714, Motor vehicle emissions 

—Hart (D-Colo) proposes bill to bring 
automakers into compliance with emission 
rules through system of economic incen- 
tives and disincentives, summary of major 
provisions 1592 

919, Motor vehicle emissions 

tees (D-Mich) and Griffin (R-Mich) bill 
including labor-backed emissions 
timetable, Hart (D-Colo) criticizes propos- 
ed schedule as ‘‘disaster,’’ press coverage 
characterizing bill as ‘‘compromise’’ 
scored, proposed relaxation of standards 
seen purely expedient 1736 

925, To provide temporary authorities to 
Secretary of Interior to facilitate emergen- 
cy actions to mitigate impacts of drought 

Bice (D-Wash); bill passed 1794; signed 
1942 

977, Coal Utilization Act of 1977 

—O’Leary urges extension of existing federal 
authority to require fuel users to switch to 
coal pending passage of comprehensive 
energy legislation 1800; Clean Air Act 
amendments pending would negate this bill, 
federal policy conflicts need to be identified 
and resolved in Congress before legislation 
is enacted, Dowd 1840 


LITIGATION (In General) 


See also CITIZENS’ SUITS; SUPREME |: 


COURT OF THE UNITED STATES 

Air implementation plan, Nevada, Kennecott 
Copper Corp.’s McGill smelter, anti-en- 
forcement order of lower court stayed (CA 
9) 1975 

Air regulations, Alaska Pipeline Service 
fined for violations (DC Alaska) 1909 


Antitrust action against eight major oil firms, 
Federal Trade Commission required to 
prepare impact statement before 
proceeding with action, regulations exemp- 
ting agency’s enforcement ee 
from NEPA invalidated (DC NY) 1715 


Attorneys’ fees, see LEGISLATION, 
FEDERAL, § 270 

California air quality management districts, 
Los Angeles County ordered to pay full 
share to South Coast District (Calif 


SuperCt) 1902 


Carbon tetrachloride discharges into two 
rivers, consent decree with EPA allows 
chemical plant to resume production, 80 
percent reduction in discharges required 
(DC WVa) 1767 


Defense Dept. consolidation of signal schools, 
suit to prevent transfer of military and 
civilian personnel pending impact state- 
ment preparation, court refuses to overturn 
lower court’s denial of declaratory and in- 
junctive relief (CA 3) 1479 


Discharge permit program 

—Empire Coke Company’s failure to comply 
with permit by not submitting treatment 
plant construction plans by deadline, 
proposed consent decree lodged in district 
court, fine provided 1597 

—Ketchikan Pulp Co., age mee consent 
decree, environmentalists permitted to in- 
tervene as plaintiffs in enforcement action 
(DC Alaska) 1758; consent Py Niger i ap- 
proved (DC Alaska) 1829, 1842 


Dredging 

—Beach erosion prevention dredge and fill 
project, suit by commercial shrimpers 
alleging NEPA violations, preliminary in- 
junction denied (DC Fla) 1690 
anal areas, wetlands restoration ordered 
for areas dredged in course of excavatin, 
for mobile home project, motion to se 
aside court-ordered equitable lien on assets 
of development firm denied (CA 5) 1547 


—Florida developer’s pro 1 to develop 
mangrove wetlands on co Island, suit 
challenging Corps of Engineers’ decision to 
deny Section 401 permits, motion of four en- 
vironmental ee s to intervene in suit 
granted (DC Fla)) 1547 

Gasoline, New York City’s regulations for 
sone lead content and volatility ruled 
preem under Section 211 of Clean Air 
Act (CA 2) 1546 

Herbicide spraying in Nicolet and Che- 
quamegon National Forests, injunction 
against U.S. Forest Service’s aerial spray- 
ing lifted, consent decree requires comple- 
tion of environmental analysis report (DC 
Wis) 1595 

Indiana highway section for which state had 
withdrawn request for federal funds, lower 
court decision that state need not prepare 
impact statement reversed (CA 7) 1688 


Jet engine testing by Navy Dept. violates air 
standards of California implementation 
plan (DC NCalif) 1947 

Kepone pollution of James River, $13.2 
million fine against Allied Chemical Co. 
reduced to $5 million following firm’s crea- 
tion of $8 million environmental endow- 
ment, fund to be used to alleviate en- 
vironmental damage caused by discharges 
(DC Va) 1480 


Meat processing and packing plant, Secaucus, 
N.J., preliminarily enjoined from discharg- 
ing wastes into river tributary (DC NJ) 
1864 


Motor vehicle dealer’s alleged tampering 
with emission control flsge in servicing 
and repairing vehicles, EPA files suit under 
Clean Air Act, imposition of civil penalties 
and permanent injunctive releif sought 1725 

Navy Dept.’s land sold minus environmental 
impact statement, no injunction against 
GAO required (DC RI) 1907 

Nuclear materials, federally-sanctioned air 
shipments into New York, lower court 
order refusing to preliminarily enjoin 
shipments pending impact statement 
preparation affirmed (CA 2) 1689 

Nuclear power plants liability limits for ac- 
cidents, Price-Anderson Act un- 
constitutional (DC WNC) 1864 

Oil spills 

—Bankruptcy proceeding, individual may not 
avoid paying civil ee resulting from 
spill, environmental judgment ruled non- 
dischargeable penalty under Bankruptcy 
Act (DC Calif) 1715 

—Cleanup reimbursement suit, Government’s 
complaints upheld ageing charges of being 
deceptively vague (DC Del) 1715 

—Expenses incurred in spill removal 
operations, owner or operator of facility 
may sue U.S. to recover nses on behalf 
of its insurance company (US CtCls) 1687 

—Gasoline discharge into navigable waters, 
individual’s criminal conviction under Sec- 
tion 309(c) of Federal Water Act upheld 
(CA 6) 1758 

—Penalty provision of Water Act upheld (DC 
EPa) 1908 

—Reimbursement for spill cleanup, Federal 
Government’s admissions in prior case 
collaterally estopped it from denying in pre- 
sent action that discharge was caused sole- 
ly by acts of third party (US CtCls) 1687 


Outer Continental Shelf oil and gas develop- 
ment, Interior Department’s lease sale of 
drilling sites off Atlantic Coast voided, 
NEPA violations cited (DC NY) 1630; 
Interior Dept. to nye ruling 1677; 
National Ocean Industries Assn. to join 
Interior Dept. in appealing decision, 
Interior to require preparation of statement 
prior to approving development plans for 
leases if appeal succeeds, Andrus 1767; 
Interior’s request for expedited hearing ap- 
proved (CA 2) 1827 


INDEX—SUMMARY — REPORTS 40 through 52 


LITIGATION (In General)—Contd. 


Particulate matter, New Jersey roofing com- 
pany fined for excessive emissions, posts 
performance bond for installation of control 
equipment (NJ ie | 1944 

Reserve Mining Company’s dumping of 
taconite tailings, state agencies ordered to 
issue permits to allow dumping at site 
favored by firm, state findings concerning 
air quality and dam safety not supe by 
eivdence, state plans to appeal decision 
(Minn DistCt) 1541; state not to appeal its 
higher court’s affirmation of lower court’s 
decision (Minn SupCt) 1897 

Rulemaking procedures disapproved, FCC 
subscription braodcast television suit (CA 
DC) 1918 ' 

Sand dune resotration project completed, 
NEPA damages or relief sought for inade- 
etd of environmental impact statement, 

enied (CA 1) 1981 
Sewage treatment plants 
—Construction grants program 
preted je County, N.J., bid found conflicting 
with EPA regulations, agency’s order for 
new bids upheld, motion for summary 
udgment granted (DC NJ) 1595 

——Kansas City, Kan., project ineligible for 
funds as not cost effective, EPA denial 
upheld (DC Kan) 1797 

—Des Plaines, IIl., environmental impact 
statement adequacy, lower court’s decision 
upheld (CA 7) 1977 

—Secondary facilities construction, East 
Baton Rouge Parish ordered to complete 
(DC La) 1909 

State air quality implementation plans not 
dependent on prior preparation of inflation 
papact statement, railroad power plant 
peta for review of plan denied (CA 2) 
1941 

State water permits, Federal Government 
needs no permit to use California water in 
reclamation projects within state (CA 9) 
1936 


Strip mining control legislation, preliminary 
injunction sought to restrain transmittal to 
Congress of reports, recommendations, or 
i) era by Executive Branch agencies 
and departments pending preparation of en- 
vironmental impact statement 1829 

Sugar pene industry, effluent 
limitations upheld for crystalline cane 
sugar refining (CA 2) 1981 

Sulfur dioxide scrubbers, power firm’s 
elimination from three plants, EPA letter 
advising firm that actions constituted 
“modifications” under new source perfor- 
mance standards and that compliance with 
standards would be roanine, interpretative 
rulings held not reviewable by appeals 
courts under Section 307(b)(1) of Clean Air 
Act (CA DC) 1769 


Tellico Dam gic ae completion Des Fe 
ly enjoined under Endangered Species Act, 
river habitat found critical to survival of 
snail darter fish, Tennessee valley Authori- 
ty to seek appeal and legislative relief 

ugh Congress (CA 6) 1541 
Torch fuel containing citronella, EPA deter- 


mination as unregistered economic 
poison; reversed (CA 5) 1830 
U. S. Steel Corp, Birmingham, Ala., EPA en- 


forcement action closing furnaces upheld 
(CA 5) 1826 
Vinyl chloride, EPA emission standard and its 
palatory basis challenged, agreement on 
court settlement er Pr goal of zero 
emissions (CA DC) 1824 
Waste treatment, EPA’s failure to obligate 
areawide management grant funds in fiscal 
1973 and 1974, district court decision order- 
ing release of $137 million, order a 
appeal (CA DC) 1478; EPA files 
rief with appeals court challenging con- 
stitutionality of lower court’s ruling, 


National Assn. of Regional Councils files 
reply brief 1757 

Water pollution caused by chemicals spilled in 
train derailment, Consolidated Rail Corp. 


sued by Ohio EPA to recover penalties 1909 
Water ae management plans, EPA 
regulations under Federal Water Act, suit 
by power firms seeking to enjoin enforce- 
ra dismissed without opinion (DC Ill) 


Wetlands 


—Dry land conversion by Louisiana real es-. 


tate developer, environmental nes suit 
to enjoin further construction dismissed on 
ounds of laches (CA 5) 1908 

- er by firm without Sec. 404 permit, 
firm fined according to total increase in 
Lid vil value, credit given for voluntary 
partial restoration of area (DC NC) 1479 

Wolf kill program planned for federally con- 
trolled land in Alaska, Interior Secretary 
has authority to halt (DC Alaska) 1937 


LOUISIANA 


Air quality implementation plans, EPA 
proposes compliance schedule variances, 
text of revision 1880, 1883; particulate 
matter and photochemical oxidants 
schedule revisions issued 1916 

Water systems enforcement responsibility, 
state meets conditions, EPA 1920 


M 


MAINE 


Air quality implementation plans, proposed 
revision to exempt wood waste cone 
burners from emission limitations and 
opacity standards, EPA requests additional 
comments and data to determine whether 
papoesl would violate air quality standards 
1 


Ogunquit village sand dune restoration, 
eo or equitable relief sought after 
completion of project, denied (CA 1) 1981 


MANAGEMENT AND BUDGET OFFICE OF 


Appelneny see APPOINTMENTS, PER- 
ONNEL CHANGES 


MARINE AFFAIRS 


See COASTAL ZONES; CONTINENTAL 
SHELF; FISH AND WILDLIFE; 
OCEANS; SHIPS AND BOATS 


MARYLAND 


Photochemical oxidants limit reset for 
declaration of ‘‘emergency’’ 1961 


MASSACHUSETTS 


Air quality implementation plan, revision 
relaxing sulfur-in-fuel limitations for 21 
sources approved, EPA 1494; revision ap- 
roved by EPA to relax sulfur-in-fuel 
imitations for large residual oil-burning 
sources in central region of state 1603; 
EPA proposes revision to relax sulfur-in- 
fuel limitations for two sources as part of 
seasonal control strategy, text 1740, 1949; 
revision to relax sulfur-in-fuel limits for one 
source proposed, full text of proposal 1916, 
1927 

Water standards, Boston charged with 
violations, Carothers 1980 

Wetlands alteration banned without state ap- 
proval 1961 
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MEETINGS 
See CONFERENCES AND MEETINGS 


MICHIGAN 


Air quality implementation plans, EPA ap- 
proves revision establishing new source 
review procedure 1604; EPA approves 
area analysis procedures 1916 


See also COAL; STRIP MINING 

Reserve Mining Company’s dumping of 
taconite tailings, state agencies ordered to 
issue permits to allow dumping at site 
favored by firm, state findings concerning 
air quality and dam safety not i peste by 
evidence, state plans to appeal decision 
(Minn DistCt) 1541; state not to appeal its 
higher court’s affirmation of lower court’s 
decision (Minn SupCt) 1897 


MINNESOTA 


Dredging activities by Corps of Engineers 
that affect state’s water quality, appeals 
court ruling that state lacks authority to 
regulate activities, state seeks Supreme 
Court review 1547 

Marine sanitation, joint petition with Wis. 
seeking determination that adequate 
facilities exist for removal and treatment 
of sewage from vessels on lake and two 
rivers, EPA extends comment period 1744 

Polychlorinated biphenyls (PCBs) hearings 
set to consider pti 1989 

Reserve Mining Co.’s dumping of taconite 
tailings, state agencies ordered to issue 
8 ts to allow dumping at site favored by 
irm, state findings mans pe air quality 
and dam safety not supported by evidence, 
state plans to appeal decision (Minn DC) 
1541; state not to appeal its higher court’s 
affirmation of lower court’s decision (Minn 
SupCt) 1897 

Sewage discharge in canoe area ban con- 
sidered, comments invited 1849 


MISSOURI 


Air quality implementation plan, EPA 
proposes ee and disapproval of com- 
pliance schedules, text 1551, 1579; EPA 

roposes approval of compliance schedules 
or two sources, comments sought, text 
1804, 1814; EPA proposes a ech and dis- 
approval of compliance schedules 1836; 
hearing set to consider four compliance 
schedules and modification of state plan for 
their inclusion 1846 

Opacity standards to be considered for 
metropolitan St. Louis sources, Air Conser- 
vation Commission hearing scheduled 1702 


MONTANA 


Land resources, Environmental Quality Coun- 
cil report calls for efforts to identify lands 
and enhance productivity 1615 

Nuclear wastes from out of state, disposal 
banned 1960 


MOTOR VEHICLES 


Cadillacs exceeding carbon monoxide 
emissions, firm ordered to recall 135,000 
a with defective carburetor design 

California 

—Cadillac Sevilles found failing to meet state 
nitrogen oxide , Air Resources 
Board orders recall 1597 
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MOTOR VEHICLES—Contd. 


California—Contd. 


—Costs of new automobiles sold in state seen 
increasing by $1.17 billion between 1977 
and 1985 due to stringent state standards, 
report prepared for state senator 1606 

Carbon monoxide emissions, EPA analysis in- 
dicates existing federal test procedure may 
overestimate ‘“‘relevant emissions,’ agency 
may be forced to reevaluate control 
strategy, Stork memo 1636 

Certification and test procedures for new 
motor vehicles and engines amended 1839 

Diagnostic inspection demonstration pro- 
jects, amendments to criteria and 
procedures for emission inspections propos- 
ra Nee Highway Traffic Safety Admn. 


Emission control systems be 

—Dealer’s servicing and repairing of 
vehicles, EPA files suit under Clean Air 
Act, imposition of civil penalties and per- 
manent injunctive relief sought 1725 

—Houston, Tex., police given notice of 
violations 1842 


Emission control warranty 

—Clean Air Act provision, Calif. agency op- 
poses relaxation, reduction in warranty 
would Jepoariiae state’s compliance testing 
and recall programs, Quinn letter to Con- 

ess 1552 

—Program, EPA advance notice of proposed 
rulemaking, Justice Dept. Antitrust Div. 
submits comments, EPA urged to exercise 
caution in revising warranty requirements, 
proposal could place independent service 
operations at competitive disadvantage 
with franchised auto dealers 1756 

Emissions as major source of toxics in street 
dust, American Chemical Society speech 
1846 


Emission standards 

—See also LEGISLATION, FEDERAL, HR 
4151, HR 4444, S 174, S 714, S 919 

—1978 vehicles, rules remain pivotal issue in 
Clean Air Act legislation, Congress ex- 
pected to Very relief for industry due to 
impossibility of compliance, House and 
Senate framing debate in terms of com- 
prehensive bill, hearings scheduled, sum- 
mary of various legislative options 1480; 
automobile and labor officials urge relief 
from emission rules to keep industry from 
closing, testimonies before Senate Public 
Works Subcommittee 1542; President 
Carter meets with labor and industry of- 
ficials to discuss pending legislation, 
meeting held at request of UAW President 
Woodcock, union’s yt got for relaxed stan- 
dards presented 1553; new compromise 
emission timetable endorsed by United 
Auto Workers supported by bipartisan 
group of congressmen and senators, 1977 
standards for pollutants would be extended 
through 1979 model year, Woodcock 
defends timetable, auto industry expected 
to back measure 1675 

—Carter Administration seeks delays, Costle 
testimony 1931, 1934; industry criticism, 
Ayres, others 1932; House committee 
adopts Administration proposals 1971 

—Energy reforms as hostage for relaxed auto 
rule, charge by Waxman (D-Calif), Dingell 
(D-Mich) defense 1984 

—Enforcement factors listed, EPA draft 
operational guidance for FY 1978... 1894 

—Impacts on fuel economy and costs, revised 
analysis of effects of various emission con- 
trol schedules forwarded to Senate subcom- 
mittee, analysis prepared by technical 
staffs of federal agencies 1606; economic 
and energy costs analyzed in EPA draft 
paper to automakers 1869; automakers 
comment on EPA staff documents, Ford, 
Potter, others 1896 
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—In-use vehicles, monitorin 


programs 
hampered, reasons cited, GA 


report 1810 


—Metropolitan areas tests show cars exceed 
carbon monoxide and hydrocarbon limits 


1958 

—Timetable feasible for model years 
1979-1982, EPA report available 1976; 
FEA re tales EPA schedule, fuel economy 
tradeoff not needed, O’Leary, Costle, 
ares before House subcommittee 


Ford Motor Co., vehicles failing selective en- 
forcement audit on assembly line, EPA 
revokes certificate of conformity with air 
pollution standards, recall ordered for 
54,000 Ford Granadas and Mercury 
Monarchs, Quarles 1540 


Gasoline 
—Additive MMT used to improve octane 
rating of unleaded fuel, EPA directive 
specifies amount of MMT to be used to test 
gasoline, auto industry opposes directive, 
ability to meet air pollution and fuel 
economy standards seen endangered, Stork 
response 1548; Exxon Co. urges thorough 
review of data before actions are taken to 
restrict additive, Sitter letter to Muskie 
(D-Me) 1606; concern over MMT ip 
ting EPA staff to review various control op- 
tions including vehicle recalls and 
legislative ban, Jackson 1638; requirement 
does not mean EPA thinks additive is com- 
patible with emission control systems, 
most evidence suggests MMT may be in- 
compatible with systems, Stork letter to 
Senate committee staff, other firms com- 
At on issue 1721; use ban foreseen, Stork 


—Fuel ea 

——1977 model vehicles found averaging 6 
percent better economy than 1976 
models, final economy figures an- 
nounced, EPA 1638 

——1981-1984 model years standards and 
final rules for petitions to be issued by Ju- 
is conta before House subcommittee 


——Emission controls, economy and costs es- 
timated, revised analysis of effects of 
various emission control schedules 
forwarded to Senate subcommittee, 
analysis prepared by federal agency 
technical staffs 1606 

——Lowered fuel consumption would result 
from reduction in miles traveled as well 
as design changes, Marks 1876 

——Trade secrecy claims by manufacturers 
in submitting information in response to 
Tad pode rulemaking, EPA urges 

ational Highway Trafic Safety Admn. to 
deny claims, Stork letter 1612 


—Lead phasedown, EPA regulations propos- 
ing exemption of small petroleum refiners, 
Justice Dept. Antitrust Div. submits formal 
comments, exemption criticized as an- 
ticompetitive, serious implications for 
national refining industry predicted, alter- 
natives discussed 1725; enforcement of re- 
quirments against small refineries, 
suspended 1868 

—New York City’s regulations for pane 
lead content and volatility ruled eta 
ree Section 211 of Clean Air Act (CA 2) 


—Testing of fuels and additives under Clean 
Air Act, EPA reports on reasons for not im- 
Bean provisions by deadline, Quarles 
etter to Rogers (D-Fla) 1728 

—Unleaded fuel rules violations; Houston, 
Tex., mayor served with civil penalty com- 
det for police cars, hearing requested 
1842 


—Vapor control systems, Calif. Air Resources 
Board schedules ges to consider cer- 
tification and test p ures 1702 


rVape recovery 

alifornia implementation plan, EPA 
gs revision, comments sought 1804 

——EPA proposed Stage II recovery 
regulations and test procedures, hearing 
scheduled 1772 

——Failure of some auto models to comply 
with rules caused by incompatability of 
vapor recovery nozzles with auto fill 
pipes, Manaster, Callaghan testimonies, 
certification program urged, Perry, 
stage II rules weakened standards, Pope 

General Motors Corp. 

—Catalysts, firm to introduce new three-way 
device and electronically controlled car- 
buretor on certain vehicles sold in Calif. 
during fall of 1977, Estes 1637 

—Diesel engine to be introduced on two 

assenger automobiles and two pickup 
rucks in 1978 model year, Murphy 1764 
Ripe ee, light-duty vehicles and trucks, 
PA clarifies designation of counties 1948 
Tpapec Hors and maintenance 
arter Administration prefers cost-sharing 
approach, Costle testimony 1934 

New Jersey stringent Phase III light duty 
vehicle emission standards, effective date 
suspended, pons hearings scheduled to 
consider subsequent effective date and 
amended standards, state Environmental 
Protection Dept. 1602 

Oregon emissions inspections amendments 
for in-use heavy duty gasoline powered 
vehicles, hearing set 1846 

Volvo of America Corp., new Lamda-sond 
catalytic converter system found achieving 
“‘exceptional’’ emissions control, firm’s 
press statement notes problems in applying 
technology to wide range of engines 1692; 
Rogers (D-Fla) praises company’s 
progress in emission control, record of 
domestic automakers criticized 1696 


N 


NATIONAL ACADEMY OF SCIENCES 


Coal forum discusses public policy conflicts 
1920 


NATIONAL BUREAU OF STANDARDS 


Sulfur dioxide emissions, four new Standard 
Reference Materials issued for determining 
compliance with federal standards 1646 


NATIONAL COMMISSION ON WATER 
QUALITY 


Contractor selection for preparation of rtp 
on amending FWPCA, GAO found no bias 
1903 


NATIONAL GOVERNORS’ CONFERENCE 
See CONFERENCES AND MEETINGS 


NATIONAL LEAGUE OF CITIES 
See CONFERENCES AND MEETINGS 


NATIONAL OCEANIC AND ATMOSPHERIC 
ADMINISTRATION 


ADP ORE aes see LEGISLATION, 

EDERAL, HR 3849, HR 4297, HR 4301 

Stratospheric pollutants in minute ratios 
measured by new system 1848 

Water contaminants, analytical facility es- 
tablished in Seattle, instruments can detect 
contaminants at amounts of one part per 
billion or less 1499 
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NATIONAL OCEANIC AND ATMOSPHERIC 
ADMINISTRATION—Contd. 


Winter weather emergency, severe cold in 
eastern U.S. not due to atmospheric dust 
from human activities, instruments at 
climate monitoring stations show no 
long-term increase in amount of suspended 
particles 1698 


NATIONAL POLLUTANT DISCHARGE 
ELIMINATION SYSTEM 


See WATER QUALITY STANDARDS, sub- 
head: Discharge permit program 


NAVY DEPARTMENT 


Aircraft jet engine testing violates air stan- 
dards of California implementation plan 
(DC NCalif) 1947 

Petroleum reserve operation in Alaska, facili- 
ty to be brought into compliance with state 
regulations on solid waste disposal 1781 

Real estate sale minus environmental impact 
statement, no injunction against GAO re- 
quired (DC RI) 1907 

Submarine communications system, draft im- 

act statement recommends that Mich. 
ocation be selected as site for Seafarer ex- 
Settee | low-frenquency (ELF) com- 
munication system, environmental im- 
pacts of siting detailed 1775 


NEBRASKA 


Air quality implementation plan, EPA 
proposes approval of two compliance 
schedules as revision, text 1551,, 1580; 
EPA proposes revision to require certain 
fossil fuel-fired steam generators to have 
continuous opacity monitoring systems 
aioe’ EPA approved compliance schedules 


NEVADA 


Air quality implementation plan 

—Kennecott Copper Corp.’s McGill smelter, 
lower court’s anti-enforcement order 
stayed (CA 9) 1975 

Stampede Reservoir, state and Interior Dept. 
agree to reduction of flow releases to save 
water, Interior Secretary Andrus urges par- 
ties to adopt water use and conservation 
program 1774 


NEW HAMPSHIRE 


Power plant’s compliance with air pollution 
rules, EPA grant of extension under 
energy-related authority, EPA proposes 
revocation, text 1770, 1782 


NEW JERSEY 


Air quality implementation plan, EPA ap- 
roves revision allowing temporary use of 
high-sulfur fuel by 18 sources 1551; EPA 
approves revision dealing with transit in- 
centive program 1770 
Camden issued EPA permit to dump 
municipal wastes in ocean 1878 
Cancer-chemical production relationship dis- 
cussed 1808 
Environmental Commissioner Bardin ex- 
ted to be named deputy administrator of 
‘ederal Energy Admn. 1740 
Environmental Protection Dept. annual 
report for FY 1976... 1921 
Motor vehicle emissions, effective date for 
stringent Phase III standards suspended, 
public hearing scheduled to consider sub- 
sequent effective date and amended stan- 
Environmental Protection Dept. 
1602 


Sludge dumping in Atlantic Ocean, state En- 
vironmental Protection Commissioner Bar- 
din recommends shift of federally operated 
dumpsite to 106 miles offshore, shift 
favored only if EPA does not discriminate 

me state fe ‘favoring’ New York and 

Philadelphia, letter to EPA regional ad- 
ministrator 1492 

Waste dumping, state’s prohibition against 
dumping out-of-state wastes in state land- 
fills, Supreme Court defers decision on con- 
Stitutionality, case remanded for lower 


court’s consideration of statute’s pre-emp-' 


te under 1976 resource conservation law 
1 


4 
Water quality standards, hearings scheduled 
to consider proposed nondegradation stan- 
oe Environmental Protection Dept. 
Wetland rules plane extension, hearings 
scheduled 1845 


NEW MEXICO 


Strip mining reclamation standards on 
federal coal leases, state enforcement 
agreement published by Interior Dept. 1880 


NEW SOURCE PERFORMANCE STANDARDS 
See AIR QUALITY STANDARDS 


NEW YORK 


Air quality implementation plans, continued 
relaxation of sulfur-in-fuel limits for power 
plants proposed, text of proposal 1991, 1998 

Chlorofluorocarbons in aerosol products, 
labeling requirements postponed by En- 
vironmental Conservation Dept., reasons 
outlined, Berle 1596 

Coal and coke use in New York City and four 
counties, amended regulation permits con- 
tinued purchase and use without regard to 
sulfur content until Oct. 1, 1977, En- 
vironmental Board 1498 

Gasoline, New York City’s regulations for con- 
trolling lead content and volatility ruled 
preempted under Section 211 of Clean Air 
Act (CA 2) 1546 


Manhattan proposed highway project for 
hei | traffic from congested 
metropolitan New York area, EPA 
criticizes project as “‘environmentally un- 
satisfactory’’ and incompatible with 
achievement of health-related air standards 
and long-range transportation goals, com- 
ments on final impact statement forward- 
ed, Quarles 1770 

Natural gas drilling beneath Lake Erie seen 
possible without particular risk to environ- 
ment, probable impacts projected, report 
aie for Environmental Conservation 

pt. 1773 

Particulates, amendments to air quality stan- 
dards approved, time Sa ae to prove 
violation of state and federal standards 
shortened, Environmental Board 1498 

Polychlorinated biphenyls in Hudson River, 
state’s plan for dredging river, advisory 
committee under Environmental Conserva- 
tion Dept. urges state to ‘‘slow down’”’ and 
carefully evaluate dredging 1601 

Sludge disposal by sources in New York City 
metropolitan area, interstate Sanitation 
Commission uegee end to ocean dumping 
by 1982 through use of land treatment or 
pyrolysis, annual report 1491 

Thermal limits, EPA may exceed state 
certification for NPDES permits, Frick 
1902 


Tidal wetlands, eh wp roved to 
classify 57 specific types o uses, per- 
mit Tinea specified, Environmental 
Board 1498 
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Transportation control plan for New York 
City area, environmental groups’ suit seek- 
ing to compel enforcement, court order re- 
quires implementation of four major 
strategies, case on remand (DC NY) 1723 

Water rules in interstate compact applying 
more stringent limits must be included in 
permits issued to New York City though the 
rules are not part of state certification, 
Frick 1977 


NITROGEN AND NITROGEN OXIDES 


Analyzers, reference method designation 

—Ambient air monitoring, Monitor Labs, Inc., 
application received 1880 

—Chemiluminescent measurement, Bendix 
Corp. application received 1880 

Auto emission standard timetable for model 
years 1979-1982, EPA report available 1976 


NOISE 


Concorde supersonic aircraft, President 
Carter cannot direct New York to approve 
landing rights at JFK International Airport, 
decision by former Transportation 
Secretary to allow trial period for U.S. land- 
ings will not be terminated, White House 
statement 1605 

Federal efforts to reduce environmental noise 
criticized as ‘‘slow and ineffective,” ac- 
tions takens under Noise Control Act of 
1972 detailed, recommendations issued, 
GAO report 1781 


NORTH CAROLINA 


Air quality implementation plan, EPA ap- 
proves two revisions 1952 


NORTH DAKOTA 


Air quality implementation plan, Peant plant 
compliance date extension, EPA seeks 
comments, text of proposal 1952, 1966 

Coal mine reclamation, state and Interior 
Dept. propose cooperative agreement for 
administering and enforcing standards on 
federal coal asta within state 1612 


NUCLEAR POWER 
See ATOMIC ENERGY 


0 


OCCUPATIONAL SAFETY AND HEALTH ACT 
Civil penalty authority upheld (SupCt) 1834 


OCEANS 


pir sti ae 
—See also LEGISLATION, FEDERAL, HR 
4297 


—Atlantic Ocean sludge dumping, N.J. En- 
vironmental Protection Commissioner Bar- 
din recommends shift of federally operated 
dumpsite to 106 miles offshore, letter to 
EPA regional administrator 1492 

—Camden, N.J., issued EPA permit to dump 
municipal wastes in ocean 1878 

er Guard first annual report to Congress 

—EPA dumping regulations, final impact 
statement on proposed revisions issued, en- 
forcement of proposed criteria seen 
resulting in various adverse impacts, 
ae impacts seen limited, summary 
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OCEANS—Contd. 


Dumping—Contd. 

—Sludge disposal by sources in New York City 
metropolitan area, Interstate Sanitation 
Commission urges end to dumping by 1982 
through use of land treatment or pyrolysis, 
annual report 1491 

National Sea Grant program, advisory com- 
mittee report to Commerce Secretary 
recommends increased funding 1704 

Oil spills, see OIL AND GAS 

Toxic waste storage in subsurface en- 
vironments, geologic criteria for locating 
sites in Atlantic Coastal Plain detailed, 
Geological Survey report 1612 


OFFICES 


See other parts of title and specific subject 
headings 


OHIO 


Sulfur dioxide emissions, state to develop own 
rules, disagrees with EPA data compilation 
methods, to survey local industries on fuel 
used, hydrocarbon emissions 1872 

Water pollution caused by chemicals spilled in 
train derailment, Consolidated Rail Corp. 
sued by Ohio EPA to recover penalties 1909 


OIL AND GAS 


See also EFFLUENT LIMITATION 
GUIDELINES, subhead: Petroleum refin- 
ing industry; LEGISLATION, FEDERAL, 
HR 4263 

Alaska 

—Cook Inlet lease sale by Bureau of Land 
Management, EPA criticizes final en- 
vironmental impact statements 1842 

—North Slope exploration and drilling seen 
posing threat to polar bears, current pop- 
ulation seen stable, Fish and Wildlife Ser- 
vice 1779 

Antitrust action against eight major oil firms, 
Federal Trade Commission required to 
prepare impact statement before 
proceeding with action, regulations exemp- 
ting agency’s enforcement eoecer zee 
from NEPA invalidated (DC ) 1715 

California utilities burning fuel oil, regulation 
adopted requiring utilities in Southcoast Air 
Quality Maintenance District to cut sulfur 
content in half, Air Resources Board 1609 

Fuel shortages caused by weather emergen- 
cy, EPA regional offices directed to use dis- 
cretion to not enforce pollution control 
rules during short-term emergencies, 
Legro memo 1477; variances to relax pollu- 
tion control regulations issued by numerous 
states and jurisdictions, summary 1596 

Gasoline, see MOTOR VEHICLES 

International petroleum industry urged to 
cooperate with United Nations in dealing 
with worldwide environmental problems, 
Mallatt 1764 

Natural gas, drilling beneath Lake Erie seen 
possible without particular risk to environ- 
ment, probable impacts projected, N.Y. 
Me atk ii Conservation Dept. report 


Naval Petroleum Reserve in Alaska, Navy 
agrees to bring facility into compliance 
with state regulations on solid waste dis- 
posal 1781 

Offshore development, see CONTINENTAL 
SHELF 

Oil spills 

i also LEGISLATION, FEDERAL, HR 

1 

—1954 Convention for Prevention of Pollution 
of Sea by Oil, 1969 amendments to take 
effect in Jan., 1978, two-thirds approval of 
contracting parties given 1616 


—Administration’s proposals for dealing with 
spill problems to taken form of increased 
regulatory activities under existing authori- 
ty rather than specific suggestions for new 
legislation, Beard 1760 

—‘‘Argo Merchant’’ affected marine 
ecosystems but not water nor sea floor, 
NOAA 1961 

—Bankruptcy proceeding, individual may not 
avoid paying civil penalty resulting from 
spill, environmental judgment ruled non- 
dischargeable penalty under Bankruptcy 
Act (DC Calif) 1715 

—Bilge-water, use of modified peat to remove 
oil before discharge 1847 

—Cherry Point, Wash., oil and shipping com- 
panies fined, appealing 1944 

—Cleanup reimbursement suit, Government’s 
complaints upheld against charges of being 
deceptively vague (DC Del) 1715 

—Conference sponsored by EPA, Coast Guard 
and American Petroleum Institute, ship 
owners urged to show ‘“‘responsible con- 
cern’’ for assuring balance between 
economics and environmental protection in 
marine transportation, Siler, other 
speakers 1728; incentives urged to make 
spills unprofitable and make petroleum in- 
dustry develop spill prevention technology, 
Frosch, other speakers 1773 

—Expenses incurred in spill removal 
operations, owner or operator of facilit 
may sue U.S. to recover expenses on behalf 
of its insurance company (US CtCls) 1687 

—Gasoline discharge into navigable waters, 
individual’s criminal conviction under Sec- 
tion 309 (c) of Federal Water Act upheld 
(CA 6) 1758 

—Legislation to provide compensation for 
cleanup costs, third-party damages, and 
natural resources injuries arising out of 
spills, shipping’ representatives express 
support during House hearings, testimonies 
1695 


—Mandatory fines upheld by lower court rul- 
ing even after reporting of spill, Supreme 
Court to decide whether fines are criminal 
in nature for purposes of Federal Water Act 
and Fifth Amendment self-incrimination 
immunity 1595 

—Penalty provision of Water Act upheld (DC 
EPa) 1908; penalty as civil sanction not 
subject to immunity provision of Water 
Act, Fifth Amendment not for corporations, 
review denied (SupCt) 1973 

—Reimbursement for spill cleanup, Federal 
Government’s admissions in prior case 
collaterally estopped it from denying in pre- 
sent action that discharge was caused sole- 
ly by acts of third party (US CtCls) 1687 

—Tanker rules proposed to Congress by Presi- 
dent include design standards, response- 
time goal, marine oil pollution reduction 
studies, compensation fund 1790 

—Tanker safety standards, proposed legisla- 
tion endorsed by environmentalists, ship- 
ping industry criticizes proposed bills as 
“overreaction” to recent spate of oil 
tanker mishaps, testimonies, Senate 
hearings 1763 

—Tankers, Coast Guard adopts regulations 
seis wor certain navigational aaeerenet 
and following of certain procedures to 

reduce accidents and spills 1497 


Standard Oil Co. ruled exempt from permit 
requirements of Calif. Coastal Zone Act, 
firm may resume drilling of wells in Santa 
Barbara Channel (Calif CtApp) 1479 


Strategic Petroleum Reserve, FEA proposal 
to locate reserve in La. and Tex. coastal 
zones opposed by National Wildlife Federa- 
tion, action seen destroying portions of 
fragile ecosystem, Kimball letter to Presi- 
dent Carter seeks modification of plan 1735 

ee see PROCUREMENT, subhead: 


Underground injection of water, EPA propos- 
ed regulations governing state control 
programs opposed by American Petroleum 
Institute, adverse impact on oil production 
projected, Carlson 1561 

Union Oil Co. of Calif., Lemont, Ill.; upset, 
bypass provisions okay, EPA General 
Counsel Frick 1832 

Washington law limiting size of oil tankers us- 
ing state’s ports, district court ruling that 
federal law preempts state law, Supreme 
Court review granted 1687 


OKLAHOMA 


Drinking water program meets EPA stand- 
ards, comments invited on request to 
assume enforcement responsibility 1845 


OREGON 


Air quality implementation plan, EPA 

aes revision to amend state’s ~ N 
urning regulations, text 1551, 1581; EPA 
Saas revision to air contaminant dis- 
arge permit regulations to require ob- 

taining of permit for certain sources 1645; 
open field burning revised by EPA 1952 

Chlorofluorocarbons, state becomes first in 
U.S. to ban sale of aerosols, law takes 
effect, summary of provisions 1693 

Discharge permit program, Environmental 
Quality Commission’s issuance of consent 
order to Georgia-Pacific pulp mill for 
violating federal law and state-issued per- 
mit, EPA and agency at odds over ade- 
quacy of penalty under consent order 1591 

Motor vehicle emissions inspections 
amendments for in-use heavy duty gasoline 
powered vehicles, hearing set 1846 

Open-field burning in Willamette Valley, 
hearings set 1989 

Veneer driers, hearing scheduled to consider 
revisions to air pollution rules, En- 
vironmental Quality Commission 1615 


OUTER CONTINENTAL SHELF 
See CONTINENTAL SHELF 


OXYGEN 
See PHOTOCHEMICAL OXIDANTS 


OZONE 
See PHOTOCHEMICAL OXIDANTS 


PAPER AND PULP 


American Paper Institute meeting, pulp and 
paper industry seen ‘‘essentially in com- 
plans with 1977 standards under Federal 

ater Act, postponement of 1983 re- 
quirements recommended until assessment 
is made of effects of meeting earlier 
standards, Smith 1771 

Energy demand for pollution control pro- 
jected, report 1994 

Georgia-Pacific’s pulp mill, violation of 
federal law and state-issued discharge per- 
mit, Ore. agency and EPA at odds over 
agoquacy of penalty under consent order 


Ketchikan Pulp Co. proposed consent decree 
concerning discharge permit, environmen- 
talists permitted to intervene as plaintiffs 
in Water Act enforcement action (DC 
Alaska) 1758; consent agreement approved 
(DC Alaska) 1829, 1842 


INDEX—SUMMARY — REPORTS 40 through 52 


PAPER AND PULP—Contd. 
Heine 
—EPA waste paper program found reducing 
waste by 40 percent and earning $8,000 in 
revenue in first year of operation 1615 
—Specification requirement of certain 
rcentage and source of recycled fibers 
or Federal Government purchases does not 
restrict competition, GAO ruling 1901 
Scott Paper Co. pays fine for violations of sul- 
fur oxides limits 1909 
Washington sulfite and kraft pulp mills 
specific emission standards established, 
cology Dept. 1500 


PARTICULATE MATTER 


Allegheny County, Pa., pollution-related 
deaths analyzed, emphasis on controlling 
particulates rather than sulfur dioxide 
pollution recommended, Pa. State Univ. 
report 1734 

Auto emissions as major source of toxics in 
street dust, American Chemical Society 
speech 1846 

Delaware air apaty plan, surveillance 
regulations amended 1880 

Fugitive emissions and dust control priority 
for FY 1978... 1894 

Incinerators, Alexandria, Va., implementa- 
tion plan revision proposed by EPA, text of 
revision 1880, 1881 

Louisiana implementation plan schedule 
revisions issued 1916 

New Jersey roofing company fined for ex- 
cessive emissions, posts performance bond 
for installation of control equipment (NJ 
SuperCt) 1944 

New York standards amended, time required 
to prove violation of state and federal 
standards shortened, Environmental Board 
1498 

Sewage sludge incinerators, EPA propre 
amendment to new source performance 
standards to exempt certain facilities from 
particulate limits, correction proposed as 
amendment, text 1642, 1648 

South Carolina standards for particulates 
from fuel burning operations, rule amended 
to establish new procedure for determining 
allowable limits, Health and Environmen- 
tal Control Dept. 1613 

Texas air quality implementation plan priori- 
ty classification changes approved, EPA 
1953 

Washington general pollution rules amended 
to limit visible emissions from new 
sources, Ecology Dept. 1500 ’ 

Winter weather emergency, severe cold in 
eastern U.S. not due to atmospheric dust 
from human activities, climate monitoring 
instruments show no long-term increase in 
amount of suspended particles, NOAA 1698 


PENNSYLVANIA 
Air quality implementation plan, EPA 
proposes revision to Philadelphia County 
ion of plan to delay effective date for 
uel burning sources to meet sulfur-in-fuel 
requirement, text 1645, 1647 
Air standards, Philadelphia authorized to en- 
force performance standards for new 
stationary sources and national emission 
standards for hazardous pollutants, en- 
forcement authority for hazardous 
llutants delegated to state for areas other 
than Philadelphia and Allegheny County, 


EPA 1552 
Allegheny County pollution-related deaths 
analyzed, emphasis on controlling par- 


ticulates rather than sulfur dioxide pollu- 
tion recommended, Pa. State Univ. report 
1734 


Bethlehem Steel Corp., state sought judicial 
enforcement of air pollution abatement 
order while firm was appealing state deci- 
sion through administrative process, 
review denied (SupCt) 1866 

Sewage facilities construction, hearing 
scheduled to consider review of rules on 
federal grants, Environmental Resources 


Dept. 1615 
Surface mining, hearings scheduled to con- 
sider interim requirements, Environmental 
Resources Dept. 1702 
Wheeling-Pittsburgh Steel Corp., Monessen, 
Pa., air standards violations since 1972, 
state files complaint, seeks fine 1909 


PESTICIDES 


2,4,5-T and silvex herbicides use in Siuslaw 
National Forest by U.S. Forest Service per- 
manently enjoined, service’s impact state- 
ment violated NEPA (DC Ore) 1796 

Appropriations for EPA’s reregistration and 
tolerances programs, agency seeks ad- 
ditional 70 positions and $4.5 million, re- 
quests seen essential for review of health and 
environmental effects data, budget appeal 
to OMB 1556 

Benomyl, EPA grants exemption to Wash. 
Agriculture Dept. to use substance on cer- 
tain vegetable seeds to control fungus in- 
festations 1497 

Chlorofluorocarbons in aerosol products, EPA 
to allow negative statement of content on 
product labels 1593 

Citronella in torch fuel, EPA determination 
that fuel is unregistered economic poison; 
reversed (CA 5) 1830 

Cotton pests, requests from states to EPA for 
emergency uses of eepenrnes insec- 
ticides endorsed, Agriculture Dept. 1498 

Experimental pesticides for cotton cater- 
pillars and the pear psylla, use approved, 
EPA 1849 

Federal Insecticide, Fungicide and Roden- 
ticide Act 

—Amendment, not just extension urged, Cos- 
tle speech 1951 

—Export exemption provision repeal urged, 
Natural Resources Defense Council 
testimony before House subcommittee 1993 

Herbicide spraying in Nicolet and Che- 
quamegon National Forests, injunction 
against U.S. Forest Service’s aerial spray- 
ing lifted, consent decree requires comple- 
tion of environmental analysis report ( 
Wis) 1595 


aioe 

—Disposal by destruction, Duvall; dredgin 
precautions urged, American Chemica 
Society meeting, New Orleans 1848 

—James River pollution, $13.2 million fine 
against Allied Chemical Co. reduced to $5 
million following firm’s creation of $8 
million environmental endowment, fund to 
be used to alleviate environmental damage 
caused by discharges (DC Va) 1480 

Lindane products, notice of rebuttable 
presumption against registration issued, 
comments and information requested, EPA 
1703 

Mercury poisoning from approved fungicide, 
Federal Government immune from suit for 
injuries to four children who ate pork from 
a hog fed with grain treated with the 
fungicide (CA 10) 1864 

Mutagenicity testing and criteria to to 
registration, draf delines reviewed by 
study group of EPA’s Science Advisory 
Board 1617 


Nitrosamines, petition to suspend registration 
of three products containing substance, 
EPA Pe ol two hearings to gather in- 
formation 1695 

Orange herbicide, Air Force seeks more 
hearings on ocean incineration to facilitate 
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issuance .of disposal permit reprocessing 
seen as infeasible, Keegan 1812; EPA sch- 
qdules public hearing 1844 

Pest control by non-chemical means urged, 
Se program described, Costle 


Pesticide 1080 (sodium  fluoroacetate), 
effects to be tested on wildlife, EPA 1849 

Program guidance plan for FY 1978, EPA 
1892 

Registration, Environmental Defense Fund 
and National Audubon Society petition EPA 
to expedite issuance of notices of rebuttable 
presumption for 50 pesticides 1602 

Reregistration process could take EPA up to 
15 years without legislative changes or 
reinforcement of staff, manpower 
problems noted, Breidenbach, Senate 
hearings 1742 

Toxic Substances Office to administer 
programs, Costle 1915 


PETROLEUM REFINING 


See EFFLUENT 
GUIDELINES 


LIMITATION 


PHARMACEUTICAL MANUFACTURING 


See EFFLUENT LIMITATION 
GUIDELINES 


PHOSPHATES 
See CHEMICALS AND CHEMICAL IN- 
DUSTRY 


PHOTOCHEMICAL OXIDANTS 


Air quality criteria documents review, EPA 
invites “interested parties’’ to participate 
1952 

Existing standards, EPA does not expect 
ongoing studies to result in relaxation, 
Strelow response to American Petroleum 
Institute petition for revision 1489; alter- 
natives for determining controls needed to 
attain standard considered in draft EPA 
report, alternatives would relate oxidant or 
ozone to precursors and would consider 
long-range transport of pollutant 1558 

Louisiana implementation plan schedule 
revisions issued 1916 

Maryland sets new limit for “‘emergency”’ 
declaration 1961 

Ozone 

—Layer depletion, conference on ozone 
threats sponsored by U.N. Environmental 
Program, problems facing nations discuss- 
ed 1699; conference agrees on worldwide 
long-term research program on possible 
effects of chemicals on earth’s stratosphere 
1744; supersonic transport aircraft 
emissions seen less harmful to ozone than 
prc ch speech to American Chemical 

ciety 1805 

—Measurement, application to designate 
reference or equivalent method received, 
EPA 1495 

Program emphasis for FY 1978, EPA draft 
operation guidance 1894 

South Carolina petitions EPA to review and 
revise its standard 1919 

State implementation plans, EPA revisin 
timetable for states to submit contro 
strategies, dates for publishing control 
guideline documents listed, Strelow 1631 


PLANNING 

National policy for areawide planning, reduc- 
ed number of —— programs urged, 
GAO report 195 
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PLANNING—Contd. 
Sewage treatment construction grants pro- 
am, Boston system case study as basis 
or development of legislative recom- 
mendations, Phase I report 1980 


POLYCHLORINATED BIPHENYLS 


See CHEMICALS AND CHEMICAL IN- 
DUSTRY 


POWER PLANTS 
See ATOMIC ENERGY; ELECTRIC 
POWER 


PRESIDENT OF THE UNITED STATES 


Cabinet meetings, EPA administrator to at- 
tend weekly sessions 1868 

Clean Air Act, amendments, discussed with 
key congressmen 1918 

Energy Dept. proposed in President’s 
message to Congress, bill designed to bring 
together various energy functions in one 
department, EPA’s functions left unchang- 
ed, Interior Dept. would have to share 
responsibility for leasing of energy 
resources, environmentalists taking 
cautious attitude toward plan 1679; role of 
Interior Dept. under proposed reorganiza- 
tion plan outlined, few functions to be 
transferred to new Energy Dept., Andrus 
1689; Senate hearings on bill setting up new 
cota Ribicoff (D-Conn) foresees 
difficulties in Interior and Energy Dept. in- 
teraction on mineral leasing, other 
testimonies 1731 

Energy program, message to Congress, en- 
vironmental protection a major ‘‘principle’’ 
1958; reactions on environmental im- 
plications, text 1995 

Environmental ‘‘campaign promises’’ by 
President Carter, list released by White 
House, promises include improved enforce- 
ment of environmental laws and opposition 
to lower Federal Water Act standards 1700 

Environmental message, highlights of CEQ 
draft submitted to White House 1819; 
check-list to aid media assessment of 
message 1914; message to Congress to be 
delayed until after delivery of energy 
message 1865; press briefing and House 
subcommittee testimony, Costle 1931; 
delivery to Congress early in May 1986 

Environmental priorities of Carter Admn. 
outlined at symposium by Presidential ad- 
viser Eizenstat, priorities include strip 
mining legislation, amendments to rules 
governing outer continental shelf explora- 
rt and oil spill prevention and cleanup 

Federal report forms, President orders agen- 
cy and department heads to review reports 

for peas hig cutbacks, impact statements 

and EPA reports on discharges to streams 
to be included in review 1588 

Local participation in Administration’s policy 
and budget priorities and programs, EPA 
readying compliance guidelines 1868 

Motor vehicle emissions, President meets 
with labor and industry officials to discuss 
pending legislation, meeting held at request 
of UAW President Woodcock, union’s 
proposal for relaxed standards for 1978 
presented 1553 


PRESSURIZED CONTAINERS 


See CHEMICALS AND CHEMICAL IN- 
DUSTRY, subhead: Chlorofluorocarbons 


PROCUREMENT 


Agriculture Dpet. 
—Public contracts and property manage- 
ment, rules amended to include subpart on 
. Smentet protection 1702 
A 


—Chemicals, review of effects on health and 
environment, contractor sought 1614 

—Combustion and pollution control research, 
contract awarded 1809 

—Environmental contaminants, investigation 
ce “1 pion substances, contractor sought 

—ferrous netallurgical processes, en- 
Meta assessment, contract awarded 
187 

—Machinery and mechanical products 
effluent limitations, economic analysis of 
best available technology, contractor 
sought 1878 

—Municipal solid waste, development and 
testing of interim standard analytical 
procedures, contract awarded 1878 

—Oil and gas onshore production air emission 
study, contractor sought 1809 

—Organic pollutants in industrial 
wastewater, measurement and analysis, 
contractor sought, list 1951 

—Particulate nonattainment studies, ongoing 
technical support, contract awarded 1878 

—Particulates suspended, study of 
metropolitan Baltimore area, contractor 
sought 1878 

—Potable water, determination of available 
supply in Rockaway Valley, N.J., contrac- 
tor sought 1878 

—Radiochemical analyses for radionuclides, 
contractor sought 1878 

—Regulations and reports support services, 
contractor sought 1809 

—Sewage treatment construction grants 
program, regulations governing procure- 
ment actions adopted 1610 

—Sewer installations, pressure, investigation 
of long-term operation and maintenance 
requirements and wastewater treatment 
implications, contractor sought 1809 

—Standards, minimum; effective date of 
regulations delayed 1840 

—Synthetic organic chemicals emissions con- 
trol options study, contract awarded 1809 

—Technical support for development of alter- 
native control strategies for selected 

llutants, contractor sought 1614 

—Toxic pollutants, study of production, con- 
sumption, environmental distribution, and 
related impact of selected pollutants, con- 
tractor sought 1614 

—Waste disposal, ‘‘neutralization’’ of in- 
operative sites, awarded 1614 

—wWater treatment, estimation of costs as 
function of size and treatment efficiency, 
awarded 1614 

—Well injection practices, preliminary 
evaluation, awarded 1614 

Interior Dept. 

—Dam safety study, contract awarded 1956 

—Watersheds subjected to surface mining, 
hydrology and water quality study, contract 
awarded 1878 

National Oceanic and Atmospheric Admn. 

—Shipboard current/depth measuring sub- 
system for ocean dumping and 
energy-related pollutants investigations, 
contract awarded 1809 

Recycled materials, federal agencies 
directed to maximize use in procurement, 
Office of Federal Procurement Policy 1691 

Transportation Dept. 

—Bicycling in polluted atmosphere, health 
effects study, awarded 1614 

—Highway pollutant runoff, contractor sought 
to study sources and migration 1614 


PUBLIC WORKS 
See LEGISLATION, FEDERAL, HR 11, S 427 


PUBLICATIONS AND REPORTS 


Air pollution sources, compliance status of 
major stationary sources presented in EPA 
report available from S 1617 

Aquaculture of shrimp and trout in thermal 
discharge waters from steam electric 
generating stations 1848 

‘‘Automobile Emission Control — The 
Development Status, Trends, and Outlook 
as of December 1976”... 1976 

‘Argo Merchant Oil Spill,’ a preliminary 
scientific report, NOAA 1961 

Clean Air Act amendments (S 253), Carter 
Admn. briefing paper prepared by FEA and 
EPA, eight major issues involved in legisla- 
tion analyzed, economic and energy im- 
pacts of key provisions examined, sum- 
mary 1633 

Coal production and use, National Coal Assn. 
paper lists 15 major constraints, suspension 
of federal and state sulfur oxide rules 

roposed, other recommendations made, 
ist 1738 

Colorado land use issues reviewed, decisions 
on uses of state’s natural resources being 
made without considering interrelated en- 
vironmental and land use factors, 
regulatory functions within state govern- 
ment seen fragmented, negative economic 
impacts as result, state Land Use Commis- 
sion report 1501 

Commission on Federal Paperwork to con- 
sider recommendations in staff report for 
_reducing paperwork of environmental im- 

act statements and improving their ef- 
iciency, proposal to give CEQ regulatory 
authority on statements to be considered 
1587; commission recommends Presiden- 
tial action to coordinate rules for preparing 
impact statements, development of ‘‘con- 
sistent regulations’ recommended, other 
recommendations contained in staff report 
approved 1691 

Council on Environmental Quality chairman, 
President’s nomination of Warren, nominee 
expected to take hard line on environment 
and make industry prove its case, com- 
ments from former colleagues in Calif., En- 
vironment Reporter Special Report 1705 

Electrical demand in Pacific Northwest area, 
Bonneville Power Admn. projections of 
electrical demand challenged in report by 
environmental groups, adoption of conser- 
vation measures could preclude need for 
additional generating plants 1780 

‘Energy Consumption of Environmental Con- 
trols: Fossil Fuel, Steam Electric 
Generating Industry,”’ report 1994 

“Energy Requirements for Environmental 
Control in the Pulp and Paper Industry,”’ 
report 1994 


‘Environmental Quality Control —Govern- 
ment Finances: FY 1974-75’’ Census 
Bureau report 1944 

‘‘Environmental Research Outlook, 
1977-1981” 1806 

EPA enforcement actions, 1976 progress 
report issued 1740 

“Estuarine Pollution Control Assessment,”’ 
EPA report 1955 

Federal report forms, President Carter 
orders agency and department heads to 
review data collection activities and deter- 
mine which reports can be eliminated, im- 
pact statements and EPA reports on dis- 
charges to streams included in review 1588 

“Federally Assisted Areawide Planning: 
Need to pa Policies and Practices,” 
GAO report 195 

Fishing industry, more rigorous enforcement 
of pollution control laws urged to help 
protect fisheries resources and reduce 
os losses of industry, GAO report 

Fluoride emissions control from phosphate 
fertilizer plants, final guideline document 
available, EPA 1695 
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PUBLICATIONS AND REPORTS—Contd. 


Ground water contamination from waste dis- 
posal practices, extent of contamination 
detailed, inadequacies in water gualit 
evaluation and source monitoring noted, 
EPA report to Congress 1699 

Health aspects of drinking water constituents, 

_ NAS report 1878 

Indiana Stream Pollution Control Board, 
fiscal 1977 priorities outlined, report 1617 

Lead, distribution in environment and effects 
on human and animal health discussed in 
Geological Survey report 1502 

Manufacturing Chemists Ass’n. position 
papers on air, water, toxic substances rules 

Montana land resources, Environmental 
Quality Council report urges increased ef- 
forts to identify lands and enhance produc- 
tivity 1615 

Motor vehicles emissions 

—Calif. standards, stringent rules seen adding 
$1.17 billion to costs of new vehicles sold in 
state between 1977 and 1985, report 

repared for state senator 1606 

—In-use vehicles, monitoring programs 
hampered, reasons cited, GAO report 1810 

‘Municipal Waste Treatment Plants, Con- 
tunuing Need for Improved Operation and 
Maintenance of, ‘‘GAO report 1897 

National League of Cities, adopted policy 
statement available, positions outlined on 
sewage treatment construction grants 
program, significant deterioration of air 
quality and other issues, summary 1599 

National Sea Grant program, advisory com- 
mittee report to Commerce Secretary 
recommends increased funding 1704 

National Water Quality Commission’s 
recommendations on amending Federal 
Water Act, Muskie (D-Maine) still prefers 
staff report, commission charged with dis- 
regarding staff’s study in writing 
recommendations 1733 

Natural gas drilling beneath Lake Erie seen 
possible without particular risk to environ- 
ment, probable impacts projected, N.Y. 
Environmental Conservation Dept. report 
1733 

New Jersey Department of Environmental 
Protection annual report 1921 

Noise control, federal efforts to reduce en- 
vironmental noise criticized as ‘‘slow and 
ineffective,’ actions taken under Noise 
Control Act of 1972 detailed, recommen- 
dations issued, GAO report 1781 

Nondegradation of air quality, electricity 
costs in 1990 projected under provisions in 


clean air legislation considered by 94th. 


Congress, report prepared for Edison Elec- 
tric Institute 1778 

NTIS reports available, list 1502, 1617 

“Nuclear Power Issues and Choices,” Ford 
Foundation report 1791 

Nuclear waste hada $ in Michigan, 
Congressional report 1986 


Ocean dumping activities administration, 
Coast Guard report 1963 
Oxidant standard, alternatives for deter- 


mining controls needed to obtain standard 
considered in draft EPA report, alter- 
natives would relate oxidant or ozone to 
recursors and would consider long-range 
paaaort of pollutant 1558 
Ay tives on Technical Information for 
Environmental Protection”, NAS study dis- 
cussing EPA control efforts as hampered 
by Fai conflicting laws; decision- 
making problems; interagency review of 
EPA actions; and environmental monitor- 


ing 1789 

Pollation-related deaths in Allegheny County, 
Pa., analyzed, emphasis on controlling par- 
ticulates rather sulfur dioxide pollu- 
tion recommended, Pa. State Univ. report 
1734 


‘Problems Affecting Usefulness of the 
National Water Assessment,’’ GAO 1846 
“Protecting Redwood National Park,’’ House 
Report No. 95-106 ... 1844 

“Public Trusts for Environmental Protec- 
tion,” Exploratory Project for Economic 
Alternatives 1834 

Radioactive waste disposal, more federal con- 
trol over disposal of low-level wastes 
recommended, states seen having inade- 
quate resources to effectively deal with 
problem, Nuclear Regulatory Commission 
staff report 1776 

Railroad freight rates for recyclable 
materials, ICC report finds rates for cer- 
tain commodities ‘‘unjust and un- 
reasonable,”’ order ee rates to be 
brought into line with those for igieipee | 
virgin materials, rates for scrap iron an 
steel unchanged csi strong industry 
pressure, summary of findings 1543 

“Research and Development in the En- 
vironmental Protection Agency,’’ National 
Academy of Sciences 1802 

Sewage treatment, EPA ‘‘needs’” survey 
report to Congress projects cost of meeting 
municipalities’ pollution control needs at 
$95.9 billion to serve estimated 1990 pop- 
ulations, new lower figures reflect impact 
of construction grants program on pollution 
control 1592 

Sludge disposal by sources in New York City 
metropolitan area, Interstate Sanitation 
Commission urges end to ocean dumping by 
1982 through use of land treatment or 
pyrolysis, annual sn 1491 

Strip mined land, reclamation provisions in 
1976 House surface mining bill (HR 13950) 
would have added little to coal mining 
costs, economic and energy effects of 
legislation analyzed, draft report prepared 
for EPA and CEQ 1499; Hatch (R-Utah) 
and Bauman (R-Md) criticize draft report 
in House and Senate hearings, tampering 
with submitted data and changes in impact 
figures charged, testimonies 1560 

Sulfates, ambient standard to protect public 
health may be issued by 1983, factors to be 
considered in research detailed, EPA 
report 1717 

Sulfur emission controls, use of tall stacks on 
coal and oil-fired plants without controls 
seen decreasing atmospheric visibility and 
producing deterioration in et ain. 
quality, report prepared for EPA 1643 

Toxic Substances Control Act, EPA issues 
draft strategy document for carrying out 
law, factors to be considered in strategy 
listed 1771 

Toxic waste storage in subsurface en- 
vironments, geologic criteria presented to 
locate sites in Atlantic Coastal Plain, 
Geological Survey report 1612 

Transportation and Land Use Policy Office, 
EPA, metropolitan transportation plans 
also complying with Clean Air Act im- 
plementation plans 1844 

Wetlands development in Florida by land sub- 
division industry, report 1938 


RADIATION 


See also ATOMIC ENERGY 
Air shipments of nuclear materials into New 
York, lower court order refusing to 
preliminarily enjoin federally sanctioned 
shipments pending impact statement 
preparation affirmed (CA 2) 1689 
Bs om ee for EPA so fee in fiscal 
977, agency appealing O reduction of 
10 positions for state assistance, $1 million 
requested to develop environmental stan- 
dards for radioactive waste disposal 1556 


Radioactive waste 
—See also LEGISLATION, FEDERAL, S 63 
—Appeals court ruling that Nuclear 
Regulatory Commission must consider en- 
vironmental effects of reprocessing and dis- 
sal before granting plant’s — 
a Supreme Court review gran 
1 
—Discharge procedures, violations of 
radioactive water release control re- 
uirements, NRC proposes fine for Duke 
ower Co. 1909 
—Disposal, EPA workshop held to seek views 
on criteria governing forthcoming stand- 
ards, working groups’ conclusions on 
criteria, risk considerations, and long-term 
implications summarized, safe disposal of 
waste seen feasible, Whipple, other 
speakers 1557; second workshop set 1850; 
numerical standards planned, Rowe; dif- 
ficulty of getting reasonable public and 
political involvement, Taylor; retrievable 
storage, Schiager; need for facilitating 
public understanding, Perkins 1946 
—Low-level waste disposal, more federal con- 
trol recommended, states seen having in- 
adequate resources to effectively deal with 
problem, Nuclear Regulatory Commission 
staff report 1776 
—Management, development of environmen- 
tal criteria required b prey guidance 
plan for FY 1978, EPA 189 
—Montana law prohibits disposal of out- 
of-state nuclear wastes 1960 
—Plutonium recovery and Pact 
——License application for facility by Exxon 
Nuclear Co., Friends of Earth petition 
Nuclear Regulatory Commission to in- 
tervene 1809 
——President’s decision to defer commercial 
reprocessing and recycling praised by en- 
vironmentalists, breeder reactor 
pe fot to continue, industry comments 
190 
—Reprocessing facility at West Valley, N.Y.., 
stored waste found inadequately safeguard- 
ed against leakage, GAO estimates costs of 
dealing with waste could run into *undreds 
of millions of dollars, Canfield, House 
hearings 1742 
—Storage, state involvement in decision- 
making on disposal sites, procedures 
proposed by ERDA criticized by 
Congressional report 1986 
—Uranium mill wastewater discharge, Atlas 
Corp. fined 1909 


RAILROADS 


Recyclable materials, ICC report finds 
freight rates for certain commodities ‘‘un- 
just and unreasonable,” order requires 
rates to be brought into line with those for 
competing virgin materials, rates for scrap 
iron and steel not changed despite strong in- 
dustry pressure, summary of findings 1543 


RECORDS AND REPORTS 


Inventory reporting under Toxic Substances 
Control Act, Sec. 8(a), interpretation of 
proposed regulations explains forms re- 
quired for cheer dery | use of forms, and 
minerals exempted from reporting 1901 

Reporting requirements to be cut for 1978 

PA ig a guidance plan 1891; reduc- 
tion task force recommendations would cut 
reporting by states and local governments, 
sees minimal effect 1939 

Toxic Substances Control Act 

—Chemicals manufacture reporting under 
Sec. 8(a), proposed regulations published, 
EPA 1718 

—Recordkeeping requirements, EPA to 
publish pro regulations and com- 
pliance guidelines, public comments re- 
quested 1772 
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RECORDS AND REPORTS—Contd. 


Toxic Substances Control Act—Contd. 

—‘‘Substantial risk’’ reporting under Act, 
ae to issue guidelines shortly, Johnson 
1490 


RECYCLING 


See ATOMIC ENERGY, subhead: Plutonium 
recovery and recycling; SOLID WASTE 


REGIONAL ACTIVITY . 


See ENVIRONMENTAL PROTECTION 
AGENCY 


REGULATIONS 


See status chart on p. 91:0061 in Federal 
Regulations binder; specific subject 
headings 


REPORTS 


See PUBLICATIONS AND REPORTS; 
RECORDS AND REPORTS 


RESEARCH AND DEVELOPMENT 


See also LEGISLATION, FEDERAL, HR 
5101; PROCUREMENT; specific subject 
headings 

EPA report to Congress stresses increase for 
toxics and solid waste, decrease for 
energy-related programs 1806 

Grants and contracts for research and 
development, EPA awarded $50 million 
during fiscal 1976 to academic institutions 
1616 

NTIS reports available, list 1502, 1617 

Ozone layer depletion, participants at U.N. 
environmental conference agree on 
worldwide long-term research program on 
possible effects of chemicals on earth’s 
stratosphere 1744 

Photographing of environmental incidents, 
new low-cost aerial unit developed by Air 
Force lab seen by EPA as “‘breakthrough”’ 
1644 

Research quality improvement requires con- 
solidation of responsibility and authority, 
National Academy of Sciences report to 
EPA 1802 

Sulfates, EPA research strategy detailed, 
ambient standard to be established by 1983, 
Research and Development Office report 
1717 

Water contaminants, analytical facility es- 
tablished by NOAA in Seattle, instruments 
can detect contaminants at amounts of one 
part per billion or less 1499 


RESOURCE CONSERVATION AND 
RECOVERY 


See also 

—ATOMIC ENERGY, subhead? Plutonium 
recovery and recycling 

—SOLID WASTE, subhead: Recycling 

Committee, outline plan discussed by EPA, 
Commerce Dept. opposition 1869 

Conservation as pollution control seen as 
supplement to traditional industrial 
technologies, Ling 1841 

Energy and materials recovery programs 
urged, Costle to National Wildlife Federa- 
tion annual meeting 1835 


RESOURCE CONSERVATION AND 
RECOVERY ACT 


Budget, EPA seeks 400 positions and $58.8 
million in fiscal 1978, budget appeal to 
OMB 1555 


EPA employees filing public financial dis- 
closure statements under Act, procedures 
published as interim final regulations 1616 

National Association of Manufacturers and 
National Wildlife Federation meetings, 
Costle remarks 1839 

Planning and strategy help of county officials 


sought, Costle speech to National Associa- 


tion of Counties 1802 

Public meetings on Act scheduled by EPA, 
location and timing announced 1611 

Rooney (D-Pa) charges lack of concern in 
EPA, Tuerk defense before House subcom- 
mittee, Commerce Dept. seeks funding to 
aid industry and cities in finding new 
markets for recycled material, Galler 1982 

Rulemaking, EPA publishes list of agency 
“contact points’’ for development of 
regulations 1704 


RESOURCE CONSERVATION COMMITTEE 


Draft plan of action being considered, policies 
included are product regulations tein cea 
support studies and grants to public interest 
erouPs, committee membership described 


RIVER BASINS 


Colorado River Basin, Environmental 
Defense Fund to sue EPA to force 
promulgation of salinity standards 1937 

Delaware River Basin, regulations setting 
standards for development in flood plains 
issued, regulatory zones established, 
Delaware River Basin Commission 1776 

Methow River Basin, management 
regulations established, Wash. Ecology 
Dept. 1501 

Mobile and Perdido-Escambia River Basin, 
hearing scheduled to consider proposed 
water quality management plan, Ala. 
Water Improvement Commission 1702 

New River Basin and Tennessee — Big Sandy 
River Basin, Virginia sets water quality 
management plan hearings 1989 


RIVERS 
See LAKES AND RIVERS 


Ss 


SEAFOOD PROCESSING INDUSTRY 


See EFFLUENT LIMITATION 
GUIDELINES 


SEWAGE TREATMENT 


See also EFFLUENT LIMITATION 
GUIDELINES; WATER QUALITY STAN- 
DARDS 

Areawide management planning 

—Authority transfer to states to be based on 
approval of areawide plans, EPA 1891 

—Nonpoint source control policy draft, EPA 
sop comments, text of proposal 1893, 

Construction grants program, see FINAN- 
CING, FEDERAL, subhead: Environmen- 
tal Protection Agency 

Costs of pollution control, EPA “‘needs’’ sur- 
vey report to Congress projects cost at 
$95.9 billion to serve estimated 1990 pop- 
ulations, new lower figure reflect impact of 
construction grants program on pollution 
control 1592 

Enforcement 

—Goals for 1978, EPA 1891 

Grants, see FINANCING, FEDERAL 


Environmental impact statements for Des 


Plaines, Ill., plants, lower court’s decision 

on adequacy, upheld (CA 7) 1977 
Improvement project procurement charged 

Sie ’ contract upheld by GAO 


Marine sanitation, joint petition by Minn. and 
Wis. seeking determination that adequate 
facilities exist for removal and treatment 
of sewage from vessels on lake and two 
rivers, EPA extends comment period 1744 

Municipal works 

Bs ane and maintenance problems 
block water quality goals, GAO report 1897 

Ocean rr se 

—Atlantic Ocean sludge dumpsite, N.J. En- 
vironmental Protection Commissioner Bar- 
din recommends shift of federally operated 
site to 106 miles offshore, letter to EPA 
regional administrator 1492 

—Sludge disposal by sources in New York City 
metropolitan area, Interstate Sanitation 
Commission urges end to dumping by 1982 
through use of land treatment or pyrolysis, 
annual report 1491 

Pretreatment 

—Discharge permit issued to publicly owned 
treatment works, EPA regional ad- 
ministrator lacks authority to require 
promulgation of pretreatment ordinance or 
regulation, decision by General Counsel 
Frick 1478 

—Regulations for nationwide program 
proposed by EPA, rules to be drawn from 
four strategy options, rules would apply to 
both existing and new sources, text 1477, 
1510; EPA schedules four oe hearings 
on strategy options 1772; comment 
deadline extended 1945 

Secondary, East Baton Rouge Parish ordered 
to complete construction of facilities (DC 
La) 1909 

Sludge incinerators, EPA proposed amend- 
ment to new source performance standards 
to exempt certain facilities from par- 
ticulate limits, correction proposed as 
amendment, text 1642, 1648 

Small communities, EPA and industry urged 
to act as information clearinghouses for 
other forms of treatment, Randolph; cen- 
tral clearinghouse urged, Costle; problems 
of introduction of centralized treatment 
systems, Klein 1905 

a 2 plans, Cook urges “consideration of 
alternatives involving small . . . and on-site 
disposal systems’’, speech to Sec. 208 plan- 
ning and implementation conference 1800 

Storm igre runoff in phe gt eneral 
permit program to regulate charges 
Ppomed) by EPA, program does not impose 
numerical limits or require individual 
applications, text 1549, 1568 

Texas effluent standards for domestic treat- 
ment plants amended to delete fecal 
coliform bacteria limits from definition of 
cr ies treatment, Wate Quality Board 


SHIPS AND BOATS 


Marine sanitation, joint prevention by Minn. 
and Wis. seeking determination that ade- 
quate facilities exist for removal and treat- 
ment of ate! from vessels on lake and 
two rivers, EPA extends comment period 


| 1744 
Oil spills, see OIL AND GAS 


Sewage discharge in canoe area, Minnesota 
considers ban, comments invited 1849 

Submarine communications system, Na 
Dept. draft impact statement recomm: 
that Mich. location be selected as site for 
Seafarer system, environmental impacts of 
siting detailed 1775 
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SHIPS AND BOATS—Contd. 


Tankers 

—Coast Guard adopts regulations to require 
certain navigational a ig ae and follow- 
ing of certain procedures to reduce ac- 
cidents and oil spills 1497 

—Safetv standards, proposed legislation en- 
dorsed by environmentalists, shipping in- 
dustry criticizes bills as ‘‘overreaction’’ to 
recent spate of oil tanker mishaps, 
testimonies, Senate hearings 1763 

—Washington law limiting size of oil tankers 
using state’s ports, district court ruling that 
federal law preempts state law, Supreme 
Court review granted 1687 ~ 


SMALL BUSINESS 


California businesses facing major expen- 
ditures on pollution control equipment, 
pilot federal program to be tested to 
provide financial assistance with tax-free 
municipal bonds, rules currently being 
drafted, Small Business Admn. 1484 

Pollution control loans for financing equip- 


ment needed to comply with Federal Water 
Act, procedures for certifying eligibility 


of business operators adopted, EPA 1561 


Small Business Size Standards Regulations 
amendment proposed for pollution control 
equipment loans, comments invited, SBA 


SOLID WASTE 


See also RESOURCE CONSERVATION AND 
RECOVERY; RESOURCE CONSER- 
VATION AND RECOVERY ACT; 
RESOURCE CONSERVATION COM- 
MITTEE 

Beverage containers 

—Economic and ener, 
bottles overrated, 
1985 


impact of returnable 
ing, Weinberg letters 


—Federal facilities, EPA guidelines requiring 
five-cent deposit on containers, labor- 
management group in can and bottle in- 
dustry petitioning to have guidelines repeal- 
ed, guidelines seen in conflict with law 
1589; Defense Dept. to conduct test of 
guidelines at 10 military installations, list 
1692 


—Plastic bottles, use by soft drink manufac- 
turers may be halted by FDA decision to 
suspend approval of bottles containing 
acrylonitrile, environmental considerations 

layed no part in decision 1597; Monsanto 

Go. suspending production of plastic 
bottles, ‘‘uncertainties’”’ created by FDA 
statement cited 1641 

—State mandatory deposit legislation, 
Chicago law firm seeking information on 
EPA involvement in trying to get bills pass- 
ed, actions seen illegal under Resource 
Conservation and Recovery Act 1604 

Electricity generation by solid waste enti 
Union Electric Co. drops plans to build 
facility, difficulties in getting permits to 
build transfer terminals for waste collec- 
tion and financing problems cited, en- 
vironmental group condemns decision 1590 

EPA research report to Congress 1806 

Hazardous waste 

—Management programs development by 
states, draft program guidance plan F 
1978, EPA 1892 

—National conferences on management, EPA 
studies show industry-generated waste in- 
creasing by 32 percent over next decade, 
improper disposal of hazardous waste 
shown in studies, EPA to evaluate disposal 
technologies and options, Kaufman, other 
speakers 1490; listing criteria development 
based on degree of hazard urged by 
National Solid Wastes Management 
Association 1873 


Management programs development by 
states, draft program guidance plan F 
1978, EPA 1892 

Naval Petroleum Reserve in Alaska, Navy 
agrees to bring facility into compliance 
with state waste disposal regulations 1781 

New Jersey ban on cumpie out-of-state 
wastes within state landfills, Supreme 
Court defers decision on constitutionality, 
case remanded for lower court’s considera- 
tion of statute’s preemption under 1976 
resource conservation law 1644 

Bec ae 

—Federal agencies directed to make max- 
imum use of recovered materials in 
procurement, Office of Federal Procure- 
ment Policy 1691 

—Pa collection recycling program at 
EPA, program found reducing waste by 40 

ercent while earning $8,000 in revenue in 
irst year of operation 1615; specification 
requirement of certain percentage and 
source of recycled fibers for Federal 
Government purchases does not restrict 
competition, GAO ruling 1901 

—Railroad freight rates, ICC report finds 
rates for certain recyclable commodities 
“unjust and unreasonable,’’ cuts ordered to 
bring rates into line with those for com- 
peting virgin materials, rates for scrap iron 
and steel not affected despite strong in- 
dustry pressure, summary of findings 1543 

—Resource Conservation and Recovery Act, 
see RESOURCE CONSERVATION AND 
RECOVERY ACT 

—Steel scrap, long-term contracts seen vital 
in marketing detinned scrap, Baumwoll, 
ire speakers, AISI recycling seminar 
177 

Reserve Mining Company’s on-land disposal 
of taconite tailings, state agencies ordered 
to issue permits to allow dumping at site 
favored by firm, state findings concerning 
air quality and dam safety not supported by 
evidence, state plans to appeal decision 
(Minn DistCt) 1541; state not to appeal its 
higher court’s affirmation of lower court’s 
decision (Minn SupCt) 1897 

Toxic waste storage in subsurface en- 
vironments, geologic criteria presented to 
locate sites in Atlantic Coastal Plain, 
Geological Survey report 1612 


SOUTH CAROLINA 


Particulates from fuel burning operations, air 
pollution control standards amended, new 
procedure established for determining 
allowable limits, Health and Environmen- 
tal Control Dept. 1613 

Photochemical oxidants standards, state 
petitions EPA to review and revise 1919 

Water classification standards system, 
amendments adopted, Health and En- 
vironmental Control Dept. 1613 


SPECIAL REPORTS 


Council on Environmental Quality chairman, 
President’s nomination of Warren, nominee 
expected to take hard line on environment 
and make industry prove its case, com- 
ments from former colleagues in Calif. 1705 


STATES (In General) 


See also specific states 

Air eens) lementation plans, see AIR 
QUALITY STANDARDS; specific states 

Association of State and Interstate Water 
Pollution Control Administrators meeting, 
Officials reach tentative agreement on 
proposed amendments to Federal Water 
Act, long-term funding of sewage treatment 
construction grants program and delegation 
of more nsibility to states endorsed, 
summary of recommendations 1487 
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Clean air areas, state proposals for prevent- 
ing significant deterioration, EPA meets 
with environmental, governmental, and in- 
dustry officials to discuss alternative ways 
of evaluating proposals, preliminary draft 
of regulations discussed, summary of 
proposals 1550 

Drinking water, EPA proposed regulations 
governing state underground injection con- 
trol programs opposed by American 
Petroleum Institute, adverse impact on oil 
production projected, Carlson 1561 

Enforcement actions 1596 

National Conference of State Legislatures 
peering Clean Air Act policy position 
adopted, Congress urged to enact signifi- 
cant deterioration policy to allow industrial 
growth in dirty air areas, other en- 
ar positions adopted, summary 


Weather emergency, various states and 
jurisdictions relaxing pollution control 
rules to cope with shortages in natural gas 
and heating fuel, summary 1596 


STEEL INDUSTRY 


American Iron and Steel Institute recycling 
seminar, long-term contracts seen vital in 
marketing for detinned steel scrap, 
Baumwoll, other speakers 1774 

Armco Steel Corp. directed to stop purchasin 
coke for Ky. plant from Allied Chemica 
facility due to latter’s listing on EPA list of 
violating facilities 1480; order not blanket 
or immediate prohibition, correction 1597 

Bethlehem Steel Corp. 

—Air pollution abatement order, Penn- 
sylvania sought ae enforcement while 
firm was appealing state decision through 
administrative process, review denied 
(SupCt) 1866 

—Discharge permit, appeals court ruling that 
EPA lacks authority to extend 1977 com- 
be date for dischargers, firm seeks 

upreme Court review 1547 

Emissions from basic oxygen process fur- 
naces, EPA proposes revision to new 
source performance standards to limit 
opacity of emissions, require monitoring of 
control device operations, and clarify 
“startup’ term, text 1693, 1707 

Kaiser Steel Corp., California Air Resources 
Board asks state and federal fines for 
allegedly false information regarding 
firm’s cleanup activities 1840 

Scrap iron and steel, ICC report on railroad 
freight rates issued, change in rates not 
ordered despite strong industry pressure, 
rate structures found ‘‘just, reasonable, and 
nondiscriminatory,’’ summary of findings 

4 


1 
U.S. Steel Corp. 
—Birmingham, Ala.; EPA enforcement ac- 
tion closing furnaces upheld (CA 5) 1826 
—Lake Erie steel plant construction proposal, 
firm seeks permit from Corps of Engineers 
for structures to provide cooling water for 
plant, emp effluent, and convey raw 
materials 176 

Wheeling-Pittsburgh Steel Corp., Monessen, 
Pa., air standards violations since 1972, 
state files complaint, seeks fine 1909 


STRIP MINING 


See also CONGRESS, subhead: Senate; 
LEGISLATION, FEDERAL, HR 2, S 7 
Agricultural land, Carter Admn. considering 
amendment to control legislation to ban 
mining on prime land, interagency review 
begun to determine impact of ban or strict 
controls 1632; CEQ urges Carter Admn. to 
propose five-year moratorium for 
agricultural lands in upcoming message to 

Congress 1812 
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STRIP MINING—Contd. 


Kentucky court ruling prohibiting mining on 
eich pursuant to three 1906 coal deeds, 
upreme Court review denied 1730 
Legislation 
arter Admn. favors controls and state en- 
forcement of reclamation programs in 
compliance with federal standards, Interior 
Secretary Andrus testifies before House 
and Senate subcommittees, provision to 
prohibit mining of federal coal underlying 
private land opposed, other testimonies 
1545 
——Preliminary injunction, oral arguments 
scheduled (DC DC) 1829 
——Private individuals have no standing to 
Sa taey NEPA requirement of inclu- 
sion of EIS with federal agency reports or 
recommendations to Congress on 
proposals for legislation (DC DC) 1859 
——Writ of mandamus sought to restrain tem- 
porarily transmittal to Congress of 
reports, recommendations, or proposals 
by Executive Branch agencies and 
departments pending preparation of en- 
vironmental impact statement (SupCt) 
1788; temporary restraint request refus- 
ed (SupCt) 1828 
New Mexico, state enforcement of reclama- 
tion standards on federal coal leases, final 
rule published by Interior Dept. 1880 
North Dakota to administer and enforce 
reclamation standards on federal coal 
leases within state, cooperative agreement 
with Interior Dept. proposed 1612 
Pennsylvania Environmental Resources 
Dept. schedules hearings to consider in- 
ae requirements for surface mining 
1702 
Reclamation of mined land 
—Draft report for EPA and CEQ, provisions 
in 1976 House surface mining bill (HR 
13950) would have added little to coal min- 
ing costs, economic and energy effects of 
legislation analyzed 1499; Hatch (R-Utah) 
and Bauman (R-Md) criticize draft report 
in House and Senate hearings, changes in 
impact figures and tampering with sub- 
mitted data charged, testimonies 1560 
—Wyoming signs legislation 1919 
Surface damage from mining operations on 
public and other lands, proposed rules and 
procedures to minimize damage, public 
meeting scheduled, BLM 1699 


SUGAR PROCESSING INDUSTRY 


See EFFLUENT LIMITATION 
GUIDELINES 


SULFUR AND SULFUR OXIDES 


Analyzers, reference method designation 

—Thermo Electron Model 43 Pulsed Fluores- 
— SO2 Analyzer, designation amended 

California 

—Ambient standards, state; amendments 
hearing set 1845 

—Utilities burning fuel oil, regulation adopted 
requiring utilities in Southcoast Air Quality 
Maintenance District to cut sulfur content 
in half, Air Reources Board 1609 

Coal-fired power plants 

—EPA considering revision to air quality 
rules to reduce sulfur dioxide emissions, 
comments requested 1497; EPA plans 
hearing to consider revisions 1913; Carter 
Administration urges use of best available 
control technology, Costle testimony 1933 

Tennessee air quality plan, revision prsenaing 
sulfur dioxide control strategy approved, 
EPA 1704 


ENVIRONMENT REPORTER — Feb. 4—Apr. 29, 1977 


Coal production and use, federal and state sul- 
fur oxide rules seen as major constraint, 
National Coal Assn. paper presented to Ad- 
ministration officials, list of recommen- 
dations 1738 

Colorado Health Dept. schedules hearings to 
ae sulfur dioxide control regulations 
1 

Delaware air quality plan, surveillance 
Bahn an amended 1880 

Desulfurization processes, see COAL 

Emissions control makes greatest energy de- 
mand, report 1993 

Massachusetts air quality plan, revision 
relaxing sulfur-in-fuel limitations for 21 
sources approved, EPA 1494; EPA ap- 

roves revision to relax sulfur-in-fuel 
imitations for large residual oil-burning 
sources in central region of state 1603; 
EPA proposes revision to relax sulfur-in- 
fuel limitations for two sources as part of 
seasonal control strategy, text 1740, 1749; 
revision to relax sulfur-in-fuel limitations 
for one source proposed, full text of 
proposal 1916, 1927 

Measurement 

—Ambient sulfur dioxide concentrations, op- 
ree to equivalent method approved, EPA 
1739 

—Sulfur dioxide emissions from industrial 
stacks, four new Standard Reference 
Materials issued for determining com- 

liance with federal standards, National 
ureau of Standards 1646 

Monitoring of sulfur dioxide, Thermo Elec- 
tron Corp. analyzer, EPA will not cancel 
a ail as previously planned, ‘‘amend- 
ed designation” for method to be issued 

1723 


New Jersey air quality plan, EPA approves 
revision allowing temporary use of high- 
sulfur fuel by 18 sources 1551 

New York regulation governing use of coal 
and coke in New York City and four coun- 
ties, amendment permits continued 
purchase and use without regard to sulfur 
content until Oct. 1, 1977, Environmental 
Board 1498 

Ohio to develop own rules, disagrees with 
EPA data compilation methods, to survey 
local industries on fuel used, hydrocarbon 
emissions 1872 

Pennsylvania air quality plan, EPA proposes 
revision to Philadelphia County portion of 
plan to delay effective date for fuel burning 
sources to meet sulfur-in-fuel requirement, 
text 1645, 1647 


Scott Paper Co. pays fine for violations 1909 

Scrubbers 

—Installation costs little more than burnin, 
low-sulfur coal, FPC draft assessment o 
status of fluegas desulfurization 1903 

—Power firm’s elimination from three plants, 
EPA ruling that actions constituted 
‘‘modifications” under new source perfor- 
mance standards and that compliance 
would be required, interpretative rulings 
held not reviewable by appeals courts under 
Section 307(b) (1) of Clean Air Act (CA 
DC) 1769 


Sulfates, ambient standard to protect public 
health may be issued by 1983, factors to be 
considered in research detailed, EPA 
report 1717 

Tall stacks on coal and oil-fired plants, use 
without sulfur emission controls seen 
decreasing atmospheric visibility and 
producing deterioration in a ee 
quality, report prepared for EPA 1643 

Tennessee Valley Authority power plants, 
proposed sulfur dioxide control strategy to 
allow continued noncompliance at four 

lants, EPA conducting in-depth review, 
PA offers proposal under which all plants 
can attain full compliance, Traina 1611; 
TVA proposal to use low-sulfur coal lacks 


compliance schedule, EPA to issue enforce- 
ment order; coalition files intent to initiate 
citizens’ suit 1795 

Texas air ay lan, EPA proposes revision 
to establish sulfur oxide monitoring equip- 
ment requirements, text 1494, 1507; priori- 
vy scesutcatcr changes approved, EPA 


SUPREME COURT OF THE UNITED STATES 


In general 

—Writ of mandamus sou 
restrain transmittal to Congress of reports, 
recommendations, or proposals on strip 
mining control legislation by Executive 
Branch agencies and departments pending 
preparation of environmental impact state- 
ment 1788; temporary restraint request 
refused 1829 

Review sought 

—Discharge permit program, Bethlehem 
Steel Corp. seeks review of decision which 
held that EPA lacks authority to extend 
1977 compliance date for dischargers 1547 

—Dredging, appeals court ruling that Minn. 
lacks authority to regulate Corps of 
Engineers activities that affect state’s 
water quality, state petitions for review 
1547 


t to temporarily 


—Oil spills, lower court ruling affirming man- 
datory fine even after reporting of spill, 
Court to decide whether fines are criminal 
in nature for purposes of Federal Water Act 

- and Fifth Amendment self-incrimination 
immunity 1595 

Review granted 

—Emission standards validity not reviewable 
by district court in criminal action for 
violation, appeals court ruling review 

— iy t) age i 

—Nondegradation of air quality, a pels 
court rejected argument that E A’s 
regulations were not authorized by Clean 
Air Act 1865 

—Nuclear facilities construction, appeals 
court ruling that Nuclear Regulatory Com- 
mission erred in requiring proof that energy 
conservation alternative satisfies ‘‘rule of 
reason’’ before it agreed to consider alter- 
native in impact statement 1645 

—Nuclear reactor fuel, appeals court ruling 
that Nuclear Regulatory Commission 
decision to permit use of mixed plutonium- 
uranium oxide on interim basis violates 
NEPA 1829 

—Nuclear waste disposal, appeals court rul- 
ing that Nuclear Regulatory Commission 
must consider environmental effects of 
reprocessing and disposal before granting 
power plant’s operating license 1645 

—Washington law limiting size of oil tankers 
using state’s ports, district court’s ruling 
that federal law preempts state law 1687 

PGivil Pp It thority of Occupational 

ivil penalty authority o ona 
Safety and Health Act upheld, question of 
constitutionality of similar provision in 
Toxic Substances Control Act eliminated 
thereby 1834 

—Effluent limitations, EPA authority to 
promulgate industry-wide regulations for 
classes and categories of point sources up- 
held, jurisdiction to review limitations lies 
in federal appeals courts 1627 

—New Jersey ban on dumping out-of-state 
wastes in state landfills, decision on con- 
stitutionality deferred, case remanded to 
local court for determination of whether 


statute is . ted by 1976 resource con- 
servation law 1644 
Review denied 


—Air quality implementation plans, appeals 
court decision that Clean Air Act does not 
authorize courts to hear challenges to state 
plans based on alleged economic or 
technological infeasibility 1641 
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Review denied—Contd. 


—Bethlehem Steel Corp., air pollution abate- 
ment order, Pennsylvania sought judicial 
enforcement while firm was appealing 
State decision through administrative 
process, review denied (SupCt) 1866 

—Corps of Engineers dam project, Miami 
County, Kans.; lower court ruling refusin 
enjoinder for alleged noncompliance with 
ae FWPCA, and Water Supply Act 

—Logging in Superior National Forest’s Boun- 
dary Waters Canoe Area, appeals court rul- 
ing that Wilderness Act of 1964 does not 
hea Forest Service from permitting 

ogging and that impact statement satisfies 
NEPA 1730 

—Oil spill penalty as civil sanction not subject 
to immunity provision of Water Act, Fifth 
Amendment not for corporations 1973 

—Petroleum refining industry, a paca court 
Bak upholding effluent limitation 
aes ines, variance procedure for 1977 

itations, and EPA’s failure to consider 
“competitive effects” of regulations 1730 

—State water pollution rules, exemption of 
Corps of Engineers from Minnesota 
regulations 1973 

—Strip mining, Ky. court ruling prohibiting 
mining on property pursuant to three 1906 
coal deeds 1730 


T 


TAXATION 


Effluent tax enforcement problems discussed 
at seminar for economists, Drayton, 
Braithwaite 1910 

Pollution tax v. regulation seen as 
“foreboding” Haun 1851 


TENNESSEE 


Air quality implementation plan, revision 
amending sulfur dioxide control strategy 
approved, EPA 1704 


TENNESSEE VALLEY AUTHORITY 


Sulfur dioxide controls, TVA proposed 
strategy ae continued noncompliance 
at four power Pea? EPA conducting in- 
depth review, EPA offers hae for at- 
taining full compliance at all plants, Traina 
1611 

Tellico Dam Project, completion permanent- 
ly enjoined under Endangered Species Act, 
river habitat found critical to survival 
of snail darter fish, TVA to file appeal 
and seek legislative relief through 
Congress (CA 6) 1541 


TEXAS 


Air pollution control permits for new con- 
struction or modification, hearing schedul- 
ed to consider revised regulation, Air Con- 
trol Board 1702 

Air quality implementation plan, EPA propos- 

revisions 

—Control regions reclassification and sulfur 
oxide monitoring equipment requirements, 
text 1494, 1507 

—New source performance and national 
hazardous cntlotion standards compliance 
and state-wide ee of national am- 
bient air quality standards, comments 
sought 1804; oie nti classification changes 
approved by EPA 1953 


SUPREME COURT OF THE UNITED STATES— 
Contd. 


Effluent standards for domestic sewage treat- 
ment plants amended to delete fecal coli- 
form bacteria limits from definition of 
secondary treatment, Water Quality 

Board 1614 


TOXIC SUBSTANCES 
See CHEMICALS AND CHEMICAL IN- 
DUSTRY 


TRANSPORTATION CONTROL PLANS 
See specific states 


TRANSPORTATION DEPARTMENT 
Contracts, see PROCUREMENT 


U 


UTAH 


Air quality implementation plan; revisions 
for Kennecott Copper Co. smelter and other 
changes approved by EPA 1991 


Vv 


VERMONT 


Air quality implementation plan, revision ap- 
proved by EPA, changes to state’s 
regulations listed 1552 


Detergents containing phosphates, sales 
banned in Vermnont 1992 

VIRGINIA 

Air quality implementation plan, EPA 
proposes revision to amend _ various 
regulations, text 1552, 1582; EPA 


proposes revision to grant variance for 
Alexandria City Incinerator, text of 
revision 1800, 1881; EPA _ proposes 
changes in state plan, text 1836, 1853 


Water quality management plans and safety 
standards for dams and impounding struc- 
tures, hearings set 1989 


Ww 


WASHINGTON 


Air pollution regulations, general rules 
amended, limits imposed on visible 
Said from new sources, Ecology Dept. 

Benomyl, EPA grants exemption to state 
Agriculture Dept. to use pesticides on cer- 
tain vegetable seeds to control fungus in- 
festations 1497 

Methow River Basin, management 
regulations established, Ecology Dept. 1501 

Sulfite and Kraft pulp mills, specific emission 
standards established, Ecology Dept. 1500 


WASHINGTON, D.C. 
See DISTRICT OF COLUMBIA 


WASTE TREATMENT 
See SEWAGE TREATMENT 
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WATER 


See following heads. 

—COASTAL ZONES 

—CONTINENTAL SHELF 

—DREDGING 

—EFFLUENT LIMITATION GUIDELINES 
—LAKES AND RIVERS 

—OCEANS 

—RADIATION, subhead: Radioactive waste 
—RIVER BASINS 

—SEWAGE TREATMENT 

—WATER POLLUTION (In General) 
—WATER QUALITY STANDARDS 
—WATER RESOURCES AND SUPPLIES 


WATER POLLUTION (in General) 


See also LAKES AND RIVERS; LEGISLA- 
TION, FEDERAL, HR:3199; SEWAGE 
TREATMENT; WATER QUALITY STAN- 
DARDS 

American Chemical Society meeting, New 
Orleans, various simple treatments for 
purifying water 1847 

Analytical facility established by NOAA in 
Seattle, instruments can detect con- 
taminants in water at amounts of one part 
per billion or less 1499 

Appropriations for EPA water quality en- 
forcement program, agency urges ad- 
ditional positions and funds in budget 
appeal to OMB, Quarles 1554 

Aquatic plants can remove toxic chemicals 

rom rivers and streams, American 
Chemical Society speech 1847 

Cross-Florida Barge Canal project, Corps of 
Engineers chief Morris recommends pro- 
ject be scrapped, adverse environmental 
impacts and marginal economic justifica- 
tion cited, recommendation to Army 
Secretary Alexander 1678 

Estuarine pollution could harm fishing trade, 
EPA report 1954 

Indiana Stream Pollution Control Board, 
fiscal 1977 priorities outlined, report 1617 

Oil spills, see OIL AND GAS 

Public opinion survey shows pollution still 
viewed as ‘‘serious’”’ by majority of public, 
cost issue not compelling factor, trends in 
attitudes detailed, O’Neill 1696 


WATER QUALITY STANDARDS 


See also EFFLUENT LIMITATION 
GUIDELINES; SEWAGE TREATMENT; 
WATER POLLUTION (In General); 
WATER RESOURCES AND SUPPLIES 

In general 

—Manufacturing Chemists Ass’n. position 
paper cites ‘‘overly rigid’’ rules as 
rustrating compliance and economic 
growth 1948 

Control programs 

—Authority transfer to states to be based on 
elimination of redundancies between 
federal and state programs, EPA 1891 

—Review urged in poll by state ad- 
ministrators 1870 

Discharge permit ie 

—Atlas Corp. fined for uranium mill 
wastewater discharges 1909 

—Bethlehem Steel re permit, ay apm 
court ruling that EPA lacks authority to ex- 
tend 1977 compliance date for = 
firm seeks Supreme Court review 1547 

—Borden chemical plant, Geismar, La., com- 
bined discharges may be subject to permit 
variances, EPA General Counsel Frick 
1831 

—Boston, Mass., charged with violating en- 
forcement compliance schedule letter and 
federal discharge permit, Carothers 1980 

Tae sets hearings for rules revision 
1 
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WATER QUALITY STANDARDS—Contd. 


Discharge permit program—Contd. 

—Empire Coke Company’s failure to comply 
with permit by missing deadlines for sub- 
mitting treatment plant construction plans 
and start of construction, proposed consent 
decree lodged in district court, fine provid- 
ed 1597 

—Environmentalists dismissed from permit 
adjudicatory hearing for failure to comply 
with procedural orders and prehearing con- 
ference requirements, petition for review 
of EPA order denied (CA 7) 1688 

—Georgia-Pacific pulp mill’s violation of 
federal law and state-issued permit, EPA 
and Ore. environmental agency at odds 
over adequacy of penalty under consent 
order 1591 

—Interstate compact applying more stringent 
limits must be included in permits issued to 
New York City though the rules are not part 
of state certification, Frick 1977 


—Ketchikan Pulp Co., proposed consent 
decree, environmentalists permitted to in- 
tervene as plaintiffs in enforcement action 
(DC Alaska) 1758 

—Meat processing and packing plant, 
Secaucus, N.J., preliminarily enjoined 
from discharging wastes into river 
tributary (DC NJ) 1864 

—Notice requirements and hearing 
procedures, comment period for proposed 
amendments extended, EPA 1616 

—Region III permit issued to publicly owned 
treatment works, regional administrator 
lacks authority to require ordinance under 
which industrial users must pretreat cer- 
tain wastes, decision by EPA General 
Counsel Frick 1478 

—Star-Kist Caribe, Inc., fined, seeks removal 
from list of violating facilities 1944 

—Storm sewer and agricultural point sources, 
general permit program to regulate dis- 
charges proposed by EPA, program does 
not impose numerical limits or require 
applications from individual owners or 
operators, text 1549, 1568 


—Thermal limits, EPA may exceed state cer- 
tification, Frick 1902 

—Upset, bypass permit ete okay, EPA 
General Counsel Frick 1832 

—Wyoming feedlot exemption does not apply 
to limits set by this program 1919 


Drinking water, see WATER RESOURCES 
AND SUPPLIES 

Federal Water Pollution Control Act 

—See also LEGISLATION, FEDERAL, HR 
3199 

—Data gathering from industries (Sec. 308); 
EPA continue project despite OMB 
clearance request 1831 


—Decentralization of EPA functions studied 
by advisory committee task force, matrix 
developed tabulating Act’s sections with 
factors necessary for states to assume func- 
tions 1610; matrix circulated to states for 
study and comment, state officials com- 
ment at committee meeting 1736 
—Dredge or fill permit program 
——Corps of Engineers regulations, draft of 
revised rules to be circulated for review, 
rules reorganized to simplify understan- 
ding, ‘‘navigable waters’’ redefined 1489; 
opposition to draft revisions heard during 
House hearings on amendments to Act 
(HR 3199), testimonies 1726; 
Agriculture Dept. supports revision of 
Section 404, redefinition of term 
“navigable waters’ urged, Bergland 
Letter to OMB 1756 

—Effluent limitations 

——EPA authority to promulgate in- 
dustry-wide regulations upheld, jurisdic- 
tion to review limitations lies in federal 
appeals courts (US SupCt) 1627 


ENVIRONMENT REPORTER — Feb. 4—Apr. 29, 1977 


——Zero discharge goal less important than 
best use of resources and energy, dead- 
line extension urged by Environmental 
Forum III 1917 
—Grant programs under Act, EPA policy 
Statement requires applicants, grantees, 
and consulting firms to make efforts to en- 
courage participation in programs by 
minority consulting firms 1646 

—Loan guarantees under Section 213, 
preliminary draft regulations being con- 
sidered by EPA, applicants would have to 
document their inability to ‘‘obtain on 
reasonable terms’’ their share of costs of 
sewage treatment construction grant pro- 
jects, summary of provisions 1491 

—National Water Quality Commission’s 
recommendations for amending Act, 
Muskie (D-Maine) still prefers staff report, 
commission charged with disregarding 
ae study in writing recommendations 

3 

—Pulp and paper industry seen “essentially in 
compliance’”’ with 1977 standards, post- 
ponement ‘of 1983 requirements 
recommended until assessment is made of 
effects of meeting earlier standards, Smith 
1771 

—Small business loans for financin uip- 
ment needed to comply wit et, 
ae for certifying eligibility of 
usiness operators adopted, EPA 1561 

—State and interstate water pollution control 
officials reach tentative agreement on 
proposed amendments to Act, long-term 
funding of sewage treatment construction 
grants program and delegation of more 
responsibility to states endorsed, summary 
of recommendations 1487 

—Water Pollution Control Federation 
recommends legislative and administrative 
amendments, modifications of ‘problem 
oa urged, letter to President Carter 
149 

—Water quality management planning, EPA 
regulations under Sections 208 and 303(e), 
suit by power firms seeking to enjoin en- 
a dismissed without opinion (DC 

) 1546 


Idaho discharges, Health and Welfare Dept. 
adopts regulations requiring certain 
sources to contact department prior to any 
discharge, rules prohibit discharges 
without permit 1610 


Management plans 

—See also SEWAGE TREATMENT, sub- 
head: Areawide management plans 

—Regional monitoring of local agencies re- 
sieve for timely completion of plans, EPA 
1891 


National Pollutant Discharge Elimination 
System (NPDES), see subhead: Discharge 
permit program 

New Jersey proposed nondegradation stand- 
ards to be considered, Environmental 
Protection Dept. hearings scheduled 1614 


Ohio EPA sues Consolidated Rail Corp. to 
recover penalties for water pollution caus- 
ed by chemicals spilled in train derailment 
1909 

Polychlorinated biphenyls, EPA announces 
ban on direct discharges into waterways un- 
der Federal Water Act, manufacturers and 
users of chemical given one year to comply 
with final rules 1495 


South Carolina water classification standards 
system amendments adopted, Health and 
Environmental Control Dept. 1613 


Texas effluent standards for domestic sewage 
treatment plants amended to delete fecal 
coliform bacteria limits from definition of 
pre treatment, Water Quality Board 

Thermal discharges 

—EPA met exceed state certification limits 
for NPDES permits, Frick 1902 


—Nuclear power station, H.H., Nuclear 
Regulatory Commission modifies appeals 
board ruling to allow continued construc- 
tion of controversial plant pending final 
decision on case, utility required to submit 
certain information to NRC 1560 

—‘‘Regulatory vise” on nuclear plant charg- 
ed, removal urged, Tallman others 
testimonies to House subcommittees 1940 

—Steam electric Sembee stations, shrimp 
and trout aquaculture biologically feasible, 
New Jersey study 1848 


WATER RESOURCES AND SUPPLIES 


See also 
—LAKES AND RIVERS 
—LEGISLATION, FEDERAL, S 925 
—RIVER BASINS 
Anpronpalions for development projects 
ouse Budget Committee restores funding 
for 19 projects 1827 
—Interior Secretary Andrus declines to rule 
out Presidential impoundment of funds if 
Congress reinstates authorizations, House 
hearings 1639; public hearings set to com- 
ments on eight Reclamation Bureau pro- 
jects included on list 1736; hearings set for 
three new projects on list of thirty 1787 
—Maine project inclusion on list, Muskie 
(D-Me) objects, accuses CEQ of aborting 
impact statement process by identifying 
project as environmentally undesirable 
- before statement was completed 1732 
—President Carter’s fiscal 1978 budget 
proposal requests elimination of funding for 
19 projects, federal agencies directed to 
conduct major reevaluation of natural 
water resources policy, Congressional reac- 
tions to budget proposal hostile, list of pro- 
jects 1627; President Carter defends 
proposed deletions and pledges to take his 
case to American people to stop spending 
ractices 1735; President to seek elimina- 
ion of future funding for projects found un- 
supportable on economic, environmental, 
or safety grounds, initial screening iden- 
tifies 27 Reclamation Bureau Braet as 
ossible problems, Senate votes to force 
esident to spend money appropriated for 
water powers in fiscal 1977. . . 1758; con- 
ciliatory letter to members of Congress 
1787; ‘‘his list’? reduced to 18, im- 
poundmdnt not planned, modifications urg- 
ed for some reinstated projects; text of 
1978 funding recommendations 1934 
—Reclamation Bureau projects recommend- 
ed for de-authorization, hearings scheduled, 
additional projects failing and passing 
screening listed 1736, 1759, 1787 
—Review of over 1,000 resources projects by 
interagency committee to determine 
whether projects meet economic, en- 
vironmental and safety criteria, letter out- 
lining two-stage review procedure sent to 
Congress, environmental groups praise 
President’s proposed ope cuts 1676; list 
of projects selected for deletion based on 
CEQ recommendations, 15 projects regard- 
ed by CEQ as environmentally damaging 
not included on President’s list, categories 
of adverse impact listed 1685; list of thirty 
rojects for second review released 1787 
—Tennessee-Tombigbee ree urged by 
Wallace, Carroll, Finch, Blanton 1877 
—Western states governors express strong 
disapproval of proposed funding cuts to An- 
drus, water shortages and adverse 
economic effects of current drought cited, 
comments 1639 
Assessment by Water Resources Council, 
GAO urges revision to reflect user needs, 
improve data 1846 
California 
—Federal Government not required to apply 
for state permit to use water for reclama- 
tion project within state (CA 9) 1936 


INDEX—SUMMARY — REPORTS 40 through 52 


WATER RESOURCES AND SUPPLIES—Contd. 


California—Contd. 

—Water needs, reclamation and reuse seen 
helping state meet nearly 60 percent of ex- 
pected needs in year 2000, policy and action 

lan for reclamation adopted calling for 
basinwide studies to identify potential pro- 
jects and research and development 
program, Water Resources Control Board 


Corps of Engineers civil works projects, 
series of regulations proposed to establish 
policy and procedures for considering en- 
vironmental implications, text 1630, 1649 

Dams and impounding structures 

—See also subhead: Appropriations 

—Building end predicted, Andrus; water 

licies changes urged, Warren; National 
ildlife Federation annual meeting 1835 

—Safety review initiated by President 1990 

—Virginia sets hearing 1989 

Dillon Reservoir, Colo., state Health Dept. es- 
tablishes maximum allowable phosphorus 
concentrations 1609 

Disaster assistance role anticipated by EPA 
in aftermath of grim winter weather, 
regional plans being coordinated to handle 
water supply and other problems, thawing 
of frozen rivers and snowpacks seen present- 
ing threat of flooding over northeast U.S.., 
ery problems in west noted, Biglane 


Drinking water 
—Advisory Council 
—-—-EPA list of candidates for concurrence of 
HEW 1958 
——Membership for state legislators urged, 
Fulford before House subcommittee 1984 
—Appropriations for im lementation of Safe 
Drinking Water Act, EPA requests restora- 
tion of budget cuts by OMB, current budget 
proposals seen inadequate to carry out 
rograms 1555 
onnecticut, Oklahoma programs meet 
EPA standards; comments invited on 
Oklahoma request to assume enforcement 
responsibility 1845 
—Enforcement responsibility for state water 
systems 
——Louisiana, EPA order proposal, comments 
invited 1920 
—Florida urged to develop regulation 
rogram 1961 
Be retno, Calif.; comment period extended 
1810 
—Ground water contamination 
——Leaching of hazardous pollutants, speech 
to American Chemical society 1805 
——0Oil] well salt water re-injection, defense of 
practice, Otts before House subcom- 
mittee 1984 
—--Waste disposal practices, extent of con- 
tamination detailed, inadequacies in 
water quality evaluation and source 
monitoring noted, EPA report to 
Congress 1699 
—Health aspects of constituents, NAS report 
to be discussed at advisory council meeting 
1878 
—Organic contaminants regulation, Kimm, 
Warren testimonies before House subcom- 
mittee; membership on Advisory Council 
urged, Fulford; defense of salt water re-in- 
jection in oil wells, Otts 1983 


Rts ee guidance plan for FY 1978, EPA 
92 


—Quality enhancement through source 
protection, papers presented to American 
Chemical Society 1805 

—Secondary regulations as state guidelines 
for contaminants not dangerous but making 
water less palatable or usable, proposal, 
text of regulations 1879, 1884 

—Spokane Valley, Rathdrum Prairie Aquifer 
in Idaho and Wash., EPA considering 
designation as “‘sole source’ under Safe 
vn ing Water Act, comments invited 


—Styrene plant waste process offered to 
produce drinking water, Campbell; nitrate 
erties ae in Wisconsin wells, Delfino 

—Underground injection control, EPA 
proposed regulations governing state 
programs opposed by American Petroleum 
Institute, adverse impact on oil production 
peered Carlson 1561; Comments 

mp ee pits, ponds, and lagoons may 
be included later; other comments 1825 

Drought in western U.S., governors and other 
officials meet to discuss impact, Carter Ad- 
ministration’s proposal to cut funding for 19 
water reclamation projects scored, com- 
ment 1639; drought causing degradation of 
“ead quality in West and Midwest, Goolsby 


Fruitland Mesa, Colo., environmental impact 
statement predicts harm to habitats and 
reduced streamflows, Bureau of Reclama- 
tion 1960 

Grants, see FINANCING, FEDERAL 

National water plan, crises prediction funding 
urged, Walker testimony to Senate subcom- 
mittee 1945 

Philosophy in U.S. moving from development 
to management, Warren speech to United 
Nations water conference in Argentina 1801 

Ae tg protection districts urged, Grady 
1847 


Review of over 1,000 resource project 
ordered by President Carter, interagency 
committee to conduct two-stage review to 
determine whether projects meet broad 
economic, environmental and safety 
criteria, letter outlining procedure sent to 
Congress 1676; hearings conducted by 
any Corps of Engineers criticized by 
coalition of environmentalists, 
Blackwelder; corps denies allegations, 
Bening 1874; criticism of deletion of proj- 
ects in Dakotas, Link, Knep, Udall 1875 

Stampede Reservioir, Nev. and Interior Dept. 
agree to reduction of flow releases in order 
to conserve water, Interior Secretary An- 
drus urges parties to adopt water use and 
conservation program 1774 

Tellico Dam Project, completion permanent- 
ly enjoined under Endangered Species Act, 
river habitat found critical to survival of 
snail darter fish, Tennessee Valley Authori- 
ty to appeal ruling and seek legislative 
relief through congress (CA 6) 1541 

Watershed projects, planning assistance for 
16 new projects approved by Soil Conserva- 
tion Service, list 1703 

Wyoming to require supply and yield analysis 
from applicants for industrial siting per- 
mits 1919 


(ER) 29 


WEATHER 


Disaster assistance role anticipated by EPA 
in aftermath of grim winter weather, 
regional plans being coordinated for handl- 
ing water supply, sewage treatment and oil 
and hazardous material spill problems, 
threat of flooding seen in northeast U.S., 
Biglane 1553 

Fossil fuel burning increases could raise car- 
bon dioxide concentrations in atmosphere 
and cause climatic changes, Bacastow 
speech to American Chemical Society 1804 

Fuel shortages caused by weather emergen- 
cy, EPA regional offices directed to use dis- 
cretion to not enforce pollution control 
rules during short-term emergencies, 
Legro memo 1477; variances to relax 
pollution control regulations issued by 
numerous states and jurisdictions, sum- 
mary 1596 

Ozone layer depletion, conference on ozone 
threats sponsored by U.N. Environmental 
Program, problems facing nations discuss- 
ed 1699; conference agrees on worldwide 
long-term research program on possible 
pri of chemicals on earth’s stratosphere 


Winds in Great Plains states found causin 
soil erosion, 3.8 million acres of lan 
damaged since Nov., Soil Conservation Ser- 
vice 1779 

Winter weather emergency, severe cold in 
eastern U.S. not due to atmospheric dust 
from human activities, climate monitoring 
instruments show no long-term increase in 
amount of suspended particles, NOAA 1698 


WETLANDS 
See LAND USE 


WILDLIFE 
See FISH AND WILDLIFE 


WISCONSIN 


Air quality implementation plans, EPA ap- 
proves alternative analysis procedures 1916 

Governor Lucey’s ‘‘state-of-the-state’’ 
message urges development of natural 
resources at rate which guarantees max- 
imum benefit and minimum environmental 
damage 1613 

Marine sanitation, joint petition with Minn. 
seeking determination that adequate 
facilities exist for removal and treatment 
of sewage from vessels on lake and two 
rivers, EPA extends comment period 1744 

New source performance standards and 
national emission standards for hazardous 
air pollutants, EPA delegates authority to 
administer to state 1844 


WYOMING 


Water pollution rules exemption for feedlots, 
strip mining land reclamation, and in- 
ee siting permits, legislation signed 
191 
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